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Please  note 


In  correspondence  concerning  this  instrument,  please  quote  the  type  number  and  serial  number  as  given 
on  the  type  plate. 


Bitte  beachten 

Bei  Schriftwechsel  iiber  dieses  Gerat  wird  gebeten,  die  Typennummer  und  die  Geratenummer  anzugeben. 
Diese  befinden  sich  auf  dem  Typenschild  an  der  Riickseite  des  Gerates. 


Noter  s.v.p. 

Dans  votre  correspondance  et  dans  vos  reclamations  se  rapportant  a cet  appareil,  veuillez  toujours 
indiquer  le  numero  de  type  et  ie  numero  de  serie  qui  sont  marques  sur  la  plaquette  de  caracteristiques. 


Important 

As  the  instrument  is  an  electrical  apparatus,  it  may  be  operated  only  by  trained  personnel.  Maintenance  and 
repairs  may  also  be  carried  out  only  by  qualified  personnel. 


Wichtig 

Da  das  Gerat  ein  elektrisches  Betriebsmittel  ist,  darf  die  Bedienung  nur  durch  eingewiesenes  Personal 
erfolgen.  Wartung  und  Reparatur  durfen  nur  von  geschultem,  fach-  und  sachkundigem  Personal  durchge- 
fuhrt  werden. 


Important 

Comme  I’instrument  est  un  equipement  electrique,  le  service  doit  etre  assure  par  du  personnel  qualifie.  De 
meme,  I’entretien  et  les  reparations  sont  a confier  aux  personnes  suffisamment  qualifies. 
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INSIDE  THIS  MANUAL 


This  Users  Manual  describes  all  features  of  the  instrument  family  of  PM  541 5 / PM  541 8 Color  TV  Pattern  Gen- 
erators. It  starts  with  the  shipment  note  and  an  initial  inspection. 

Because  of  the  different  versions  of  the  instrument  the  Users  Manual  may  contain  additional  chapters,  such 
as  stereo  sound,  teletext,  or  remote  control.  The  following  table  shows  which  chapters  apply  to  each  version. 
For  the  PM  541 5 / PM  541 8 standard  instruments  refer  to  Chapters  1 to  5.  Refer  to  the  appendix  to  locate  basic 
information  concerning  TV. 


Chapter  6 
Chapter  7 + 8 
Chapter  9 
Chapter  10 
Chapter  1 1 
Chapter  1 2 
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SHIPMENT  NOTE 

The  following  parts  should  be  included  in  the  shipment: 

1 Color  TV  pattern  generator 
1 Operating  Manual 

1 Power  Cable 

2 Fuses 

1 PM  9538/01  RF  Cable  BNC-TV 
1 Y/C  Cable  (only  instruments  with  Y/C) 

4 Rubber  Feet  for  Lateral  Position 

Only  PM  541 8 TXI,  PM  541 8 TDSI: 

1 PM  9547G  lEEE-Interface  with  connection  cable 

Only  PM  5418  with  BTSC  Sound: 

1 RF  Cable  BNC  to  F-Connector 
1 Euro-AV  / Scart  Cable  to  Cinch 


INITIAL  INSPECTION 


Check  that  the  shipment  is  complete  and  note  whether  any  damage  has  occurred  during  transport.  If  the 
contents  are  incomplete  or  there  is  damage,  file  a claim  with  the  carrier  immediately,  and  notify  the  Fluke 
Sales  or  Service  organization  to  facilitate  the  repair  or  replacement  of  the  instrument.  Fluke  addresses  are 
listed  in  the  back  of  this  manual. 
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1 INSTALLATION  AND  SAFETY  INSTRUCTIONS 

1 .1  SAFETY  INSTRUCTIONS 

Upon  delivery  from  the  factory  the  instrument  complies  with  the  required  safety  regulations,  see 
Chapter  4.  To  maintain  this  condition  and  to  ensure  safe  operation,  carefully  follow  the  instructions 
below. 

1.1.1  Maintenance  and  Repair 
Failure  and  excessive  stress: 

If  the  instrument  is  suspected  of  being  unsafe,  remove  it  from  operation  immediately  and  secure 
it  against  any  unintended  operation.  The  instrument  considered  to  be  unsafe  when  any  of  the 
following  conditions  exist: 

- It  shows  physical  damage. 

- It  does  not  function. 

- Has  been  stressed  beyond  the  tolerable  limits  (e.g.,  during  storage  and  transportation). 

Dismantling  the  Instrument: 

WARNING 

Calibration,  maintenance,  and  repair  of  the  instrument  must  be  performed  only 
by  trained  personnel  who  are  aware  of  the  hazards  involved.  To  avoid  electric 
shock,  do  not  remove  the  cover  unless  you  are  qualified  to  do  so. 

Before  removing  the  cover,  disconnect  the  instrument  from  all  power  sources. 

The  capacitors  in  the  instrument  may  remain  charged  for  several  seconds  after 
all  power  has  been  disconnected. 

1.1.2  Grounding  (Earthing) 

Before  any  other  connection  is  made  the  instrument  shall  be  connected  to  a protective  ground 
conductor  via  the  three-wire  power  cord.  The  power  plug  shall  be  inserted  only  into  a ground 
connector  outlet.  Do  not  defeat  the  protective  action  by  using  of  an  extension  cord  without  a 
grounded  conductor. 


WARNING 

Any  interruption  of  the  protective  conductor  inside  or  outside  the  instrument  or 
disconnection  of  the  protective  earth  terminal  is  likely  to  make  the  instrument 
dangerous.  Intentional  interruption  is  prohibited. 


The  circuit  earth  potential  is  applied  to  the  external  contacts  of  the  BNC  connectors  and 
is  connected  to  the  cabinet.  The  external  contacts  of  the  BNC  connectors  must  not  be  used  to 
connect  a protective  conductor. 
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1 .1 .3  Line  Voltage  Setting  and  Fuses 

Before  plugging  in  the  power  cable,  make  sure  that  the  instrument  is  set  to  the  correct  line  voltage. 

WARNING 

Changing  fuses  and  modifying  power  cables  to  local  power  must  be  done  by 
qualified  service  personnel  who  are  aware  of  the  hazards  involved. 


On  delivery  from  the  factory  the  instrument  is  set  to  one  of  the  following  line  voltages. 


Instrument 

Instrument 

Line  voltage 

Delivered 

version 

code  no. 

setting 

power  cable 

PM  5415 

9452  054  15xx1 

220  V 

Universal  Europe 

PM  5415 

9452  054  15xx3 

120  V 

North  America 

PM  5415 

9452  054  1 5xx4 

240  V 

United  Kingdom 

PM  5415 

9452  054  15xx5 

220  V 

Switzerland 

PM  5415 

9452  054  15xx8 

240  V 

Australia 

PM  5418 

9452  054  18xx1 

220  V 

Universal  Europe 

PM  5418 

9452  054  18xx3 

120  V 

North  America 

PM  5418 

9452  054  18xx4 

240  V 

United  Kingdom 

PM  5418 

9452  054  18xx5 

220  V 

Switzerland 

PM  5418 

9452  054  1 8xx8 

240  V 

Australia 

The  line  voltage  setting  and  the  corresponding  fuse  specification  are  indicated  on  the  rear  panel. 

Make  sure  that  replacement  fuses  are  of  the  type  and  current  rating  specified  type.  The  use  of 
repaired  fuses,  and/or  the  short  circuiting  of  the  fuse  holders  are  prohibited.  Do  not  defeat  this 
important  safety  feature. 

The  instrument  can  be  set  to  the  following  line  voltages:  100  V,  120  V,  220  V and  240  Va.c.  These 
nominal  voltages  can  be  selected  by  means  of  the  voltage  selector,  located  on  the  rear  panel  next 
to  the  line  voltage  connector.  The  fuse  is  located  in  a holder  at  the  same  place.  For  line  voltage 
selection  or  replacement  of  the  fuse,  remove  the  power  cable  and  pry  open  the  compartment  with 
a small  screwdriver  (see  illustration). 
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Turn  the  selector  to  select  the  appropirate  voltage  range.  If  necessary,  insert  the  specified  fuse 
(T0.315A  or  T0.63A)  that  matches  the  line  voltage  setting  into  the  fuse  holder. 


1 .2  OPERATING  POSITION  OF  THE  INSTRUMENT 

The  instrument  can  be  operated  on  a horizontal  surface  in  a flat  position  or  with  the  tilting  feet 
extended.  Ensure  that  the  ventilation  holes  are  free  of  obstruction.  Do  not  position  the  instrument 
in  direct  sun  light  or  on  any  surface  that  produces  or  radiates  heat. 

1 .3  RADIO  INTERFERENCE  SUPPRESSION 

Radio  interference  of  the  instrument  is  suppressed  and  checked  carefully.  If  radio  frequency 
interferences  occur  in  connection  with  other  deficient  suppressed  instruments,  further  suppres- 
sion actions  may  be  required. 

1 .4  ISOLATION  TRANSFORMER 

Because  most  MTV  and  CTV  receivers  are  constructed  with  the  chassis  potentially  ’live’,  it  is 
sensible  precaution  to  power  the  receiver  under  test  via  a suitable  isolating  transformer. 

This  permits  direct  connection  of  the  television  chassis  to  the  earth  terminals  of  any  test  instrument 
thus  providing  a common  signal  path  and  reducing  the  risk  of  electric  shock. 
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2 GENERAL 

2.1  INTRODUCTION 

The  PM  541 5 and  PM  5418  multi-system  color  TV  pattern  generators  are  used  tor  test  and  mea- 
surements, and  maintenance  and  repair  of  video  equipment,  such  as  color  TV,  black  and  white 
TV,  videocassette  recorders,  teletext/Antiope  receivers,  video  monitors,  and  cable  TV  equipment. 

Applications  for  pattern  generators  are  found  in  development,  production,  quality  control,  and 
educational  areas  and  in  TV  studios  and  service  workshops. 

The  instruments  cover  the  complete  RF  frequency  range  from  32  MHz  to  900  MHz.  They  operate 
according  to  the  CCIR  or  RTMA  TV  systems  for  either  PAL  or  NTSC  respectively.  PM  541 8 also 
offers  SECAM. 

The  18  basic  test  patterns  and  over  100  different  test  pattern  combinations  are  selected  via  the 
PATTERN  keypad.  The  patterns  cover  current  and  future  purposes.  Every  test  pattern  is  available 
in  16:9  and  4:3  Aspect  Ratio  format. 

The  microprocessor  control  enables  simple  and  rapid  operation;  it  also  allows  a program 
sequence  to  be  stored  and  recalled.  Up  to  10  instrument  setups  may  be  stored  in  nonvolatile 
registers;  they  can  be  recalled  in  any  order.  Each  program  may  contain  RF  vision  frequency,  test 
pattern,  or  a combination  of  patterns,  as  well  as  any  of  the  sound  operating  modes. 

On  PM  541 8,  the  TV  system  is  selected  via  the  PAL/NTSC/SECAM  key  and  two  thumbwheel 
switches  on  the  rear  panel  of  the  instrument.  On  PM  5415  the  TV  system  is  selected  by  the  PAL/ 
NTSC  thumbwheel  switch.  The  line  frequency  is  automatically  selected,  either  1 5625  Hz  for  CCIR 
or  1 5734  Hz  for  RTMA.  Line  and  field  synchronization  are  determined  according  to  the  appropriate 
TV  standard  and  are  available  as  line  and  field  frequency  for  external  applications  at  the  BNC 
connector  at  the  front  panel. 

A part  of  the  vision  carrier  section  consists  of  a 4-digit  LED  display.  The  first  digit  indicates  which 
of  the  selectable  memory  registers  are  in  operation.  The  second,  third,  and  fourth  digits  indicate 
the  vision  carrier  frequency  in  MHz. 

Fine  adjustment  of  the  frequency  setting  in  increments  of  0.25  MHz,  100  kHz  steps  in  the  lower 
frequency  ranges,  is  done  by  pressing  the  up  and  down  steps  keys  near  the  display.  LEDs  indicate 
the  selected  value.  Frequency  tuning  through  the  RF  range  is  done  by  holding  one  of  the  step 
keys. 

Keys  for  STORE  and  RECALL  allow  operation  of  the  memory.  The  RECALL  facility  can  also  be  used 
in  combination  with  the  step  function  to  move  swiftly  through  the  sequence  of  stored  information. 

The  VIDEO  OUTPUT  is  1 V standard  in  stop  position;  it  can  be  set  from  0 to  1 .5  V.  The  CHROMA 
amplitude  is  fixed  to  100  % in  stop  position;  it  can  be  set  from  0 to  150  %. 
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The  RF  OUTPUT  signal  of  1 0 mV  maximum  can  be  attenuated  by  more  than  60  dB.  PM  541 5 and 
PM  5418  have  standard  mono  sound  according  to  the  selected  TV  system.  The  sound  carrier  can 
be  modulated  by  internal  1 kHz  or  by  external  sound. 

An  additional  Y/C  & RGB  unit  is  available  for  tests  and  applications  in  the  area  of  videocassette 
recorders,  camcorders,  monitors,  and  TV  sets. 

The  Y/C  output,  a 4-pin  S-connector,  provides  separate  luminance  and  chroma  signal  compo- 
nents for  testing  modern  video  equipments  which  have  S-VHS  or  Hi-8  facilities.  The  result  is  a 
reduction  in  cross-color  interference  and  an  improvement  in  the  picture  quality.  The  R-G-B  output 
offers  the  primary  colors  red,  green  and  blue  including  composite  sync  and  subcarrier  signals  at 
5 BNC  connectors  on  the  rear  panel. 

In  addition  to  the  standard  PM  5415  and  5418  versions,  a variety  of  advanced  versions  are 
available,  which  offer  additional  features,  such  as  teletext,  VPS/PDC,  stereo  sound,  NICAM  digital 
sound,  BTSC  sound,  or  remote  control.  PM  541 8 TDSI  +Y/C  is  the  most  complete  model  of  the 
TV  pattern  generator  family. 

In  addition  to  this  manual  please  find  attached  an  Operating  Card  for  short-form  operating 
instruction  of  the  instrument. 

A test  program  is  built  in  the  instrument  for  customer  support  and  to  facilitate  quick  sen/ice.  The 
mechanical  concept  allows  quick  access  to  all  parts  for  service  purposes;  all  units  except  the 
modulator  are  plugged  into  the  motherboard. 
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2.2  INSTRUMENT  VERSIONS 


Identification  on  the  type  plate 


TYPE!  PM  5415  +Y/C 

HE!  9452  054  1504. 
NO!  LD  ...... 


Made  in  Oarmany 


46  Ufl 
50/60  HZ 


Type  number 
Code  number 
Serial  number 


Instrument 

Version 

Code  no. 

Additional  Functions 

TV  standard 

PM  5415 

9452  0541500X 

— 

PAL/NTSC 

PM  5415  +Y/C 

9452  054  1504x 

Y/C 

PAL/NTSC 

PM  541 5 TX 

9452  054  151  Ox 

Stereo,  Teletext 

PAL/NTSC 

PM  5415  TX  +Y/C 

9452  0541 51 4x 

Stereo,  Teletext,  Y/C 

PAL/NTSC 

PM  5415TXS 

9452  054  1550X 

Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC 

PM  5415TXS  +Y/C 

9452  0541554X 

Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC 

PM  541 5 TN 

9452  054  1520x 

NICAM/Stereo,  Teletext 

PAL/NTSC 

PM  5415  TN  +Y/C 

9452  0541524X 

NICAM/Stereo,  Teletext,  Y/C 

PAL/NTSC 

PM  5415TNS 

9452  054  1560X 

NICAM/Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC 

PM  5415  TNS  +Y/C 

9452  0541564X 

NICAM/Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC 

PM  5418 

9452  054  1800x 

— 

PAL/NTSC/SECAM 

PM  5418  +Y/C 

9452  054  1804X 

Y/C 

PAL/NTSC/SECAM 

PM  541 8 TX 

9452  054  181  Ox 

Stereo,  Teletext 

PAL/NTSC/SECAM 

PM  541 8 TX  +Y/C 

9452  0541 81 4x 

Stereo,  Teletext,  Y/C 

PALVNTSC/SECAM 

PM  5418TXS 

9452  054  1850X 

Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC/SECAM 

PM  5418TXS  +Y/C 

9452  054  1854X 

Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC/SECAM 

PM  541 8 TD 

9452  054  1830x 

NICAM/BTSC/Stereo,  Teletext 

PAL/NTSC/SECAM 

PM  541 8 TD  +Y/C 

9452  054  1834x 

NICAM/BTSC/Stereo,  Teletext,  Y/C 

PAL/NTSC/SECAM 

PM  5418TDS 

9452  054  1870x 

NICAM/BTSC/Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC/SECAM 

PM  5418TDS  +Y/C 

9452  054  1874X 

N ICAM/BTSC/Stereo,  Teletext/PDC/CC, 
VPS/PDC,  Y/C 

PAL/NTSC/SECAM 

PM5418TXI  +Y/C 

9452  0541 81 6x 

Stereo,  Teletext,  Y/C,  IEEE 

PAL/NTSC/SECAM 

PM  5418TDSI  +Y/C 

9452  054  1876x 

NICAM/BTSC/Stereo,  Teletext/PDC/CC, 
VPS/PDC,  Y/C,  IEEE 

PAL/NTSC/SECAM 

x = 


Line  voltage  setting  and 
power  cable  on  delivery 


i 

220  V,  50  Hz 

Universal  Europe 

3 

120  V,  60  Hz 

North  America  (120  V) 

4 

240  V,  50  Hz 

United  Kingdom 

5 

220  V,  50  Hz 

Switzerland 

8 

240  V,  50  Hz 

Australia 
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3 OPERATING  INSTRUCTIONS 

3.1  GENERAL  INFORMATION 

This  section  outlines  the  procedure  and  precautions  necessary  for  operation.  It  identifies  and 
briefly  describes  the  functions  of  the  front  and  rear  panel  controls  and  the  display,  and  explains 
the  practical  aspects  of  operation  to  enable  an  operator  to  quickly  evaluate  the  main  functions  of 
the  instrument. 

3.2  TURNING  THE  INSTRUMENT  ON 

After  the  instrument  has  been  connected  to  the  line  voltage  in  accordance  with  Section  1 .1.3,  it 
can  be  turned  on  by  setting  the  POWER  switch  on  the  front  panel  to  ON.  In  some  instrument  ver- 
sions the  power  switch  is  on  the  rear  panel. 

The  specifications  given  in  Chapter  4 are  valid  when  the  instrument  is  installed  in  accordance  with 
the  instructions  in  Chapter  1 and  a warm-up  period  of  30  minutes. 

After  turning  the  power  off,  allow  at  least  5 seconds  before  turning  it  on  again.  This  allows  all  power 
to  completely  discharge  and  the  instrument  to  reset. 

3.3  SELF-TEST  ROUTINE 

Immediately  after  power  is  turned  on,  the  instrument  performs  a self-test  routine  that  tests  the  ROM 
and  RAM.  All  segments  of  the  display  and  LEDs  are  turned  on  for  approximately  3 seconds  and 
the  instrument  automatically  recalls  its  instrument  state  before  power  off. 

If  a fault  is  found  during  self-test,  one  of  the  following  error  messages  will  be  shown: 

Err  1 ROM,  checksum  error 

Err  2 RAM,  write/read  error 

Err  3 to  Err  5 Indications  refer  to  faults  for  which  details  are  written  in  the  service  manual. 

For  detailed  information  see  Section  3.4.3  Error  Messages. 

3.4  BRIEF  CHECKING  PROCEDURE 

3.4.1  General  Information 

This  procedure  is  intended  to  check  the  instrument’s  functions  with  a minimum  of  test  steps  and 
actions.  It  is  assumed  that  the  operator  doing  this  test  is  familiar  with  the  instrument  and  its  charac- 
teristics. If  this  test  is  started  within  a short  period  after  turning  the  instrument  on,  test  steps  may 
be  out  of  specification  due  to  insufficient  warm-up  time. 


WARNING 

Before  turning  the  instrument  on,  ensure  it  has  been  installed  in  accordance 
with  the  instructions  mentioned  in  Chapter  1 . 
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3.4.2  General  Functional  Test 

After  POWER  ON,  the  instrument  is  automatically  set  to  the  operating  mode  to  which  it  was  set 
before  power  off. 

- Check  for  correct  TV  system: 

PM  5415,  PAL/NTSC  thumbwheel  switch  on  the  rear  panel 

PM  5418,  key  PAL/NTSC/SECAM  and  the  corresponding  PAL/NTSC  or  SECAM  thumbwheel 
switches  on  the  rear  panel. 

— Under  the  SOUND  area  on  the  front  panel,  select  the  CARRIER  and  MODULATION  INTERN 
by  keys. 

- Under  the  PATTERN  area  on  the  front  panel,  select  the  GREYSCALE/COLOR  BAR/MULTI- 
BURST patterns. 

- Check  the  basic  settings  of  the  instrument: 

VIDEO  AMPLITUDE  1 V 

CHROMA  AMPLITUDE  1 00  % 

- Set  RF  AMPLITUDE  attenuator  to  1 0 mV. 

- Select  a vision  carrier  frequency  that  is  suitable  in  the  TV  system,  for  example  TV  system  G in 
VHF  channel  E5: 175.250  MHz  (see  table  in  the  appendix). 

FREQUENCY/MHz  CH 
|r — 

0-75 
O-50 
@.25 


A 


RECALL 


STEP 


_ MS 


- Connect  the  RF  OUTPUT  of  PM  541 5 / PM  541 8 with  the  antenna  input  of  a TV  receiver. 

- Check  the  correct  video  and  sound  reproduction  on  the  TV  receiver. 

- Select  and  check  additional  test  patterns. 

- Connect  an  oscilloscope  to  the  VIDEO  OUTPUT  (75  £2  termination). 

- Select  the  patterns  GREYSCALE/WHITE;  set  the  VIDEO  AMPLITUDE  to  stop  position  1 V. 

- Check  that  the  video  amplitude  is  1 V (peak-peak),  accuracy  <5  %. 


3.4.3  Error  Messages 

After  power  on  and  during  further  operation  the  internal  program  checks  the  main  functions  of  the 
instrument.  If  a malfunction  is  detected  an  error  message  will  be  shown  on  the  display  (Err  1 to  5) 
and  may  be  used  to  locate  the  error.  Partial  operation  is  possible  during  some  error  messages, 
(see  table). 

Error  Code  Description  of  Malfunction  Remarks  


Err  1 ROM,  checksum  error 

Err  2 RAM,  write/read  error 

Err  3 patterns  Short  indication 

Err  4.  vision  carrier  frequency  Short  indication;  instrument  retunes 

the  previous  frequency  setting; 
otherwise  followed  by  Er4’ 

-Err  4 vision  carrier  frequency  impossible  operating  video  is  possible 

Err  5 internal  data  bus 

Contact  service  personnel  if  an  error  message  is  continually  displayed  and  cannot  be  reset  by 
turning  the  power  off  and  on. 
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3.5  OPERATION  AND  APPLICATION 

3.5.1  Controls  and  Connectors 

The  controls  and  connectors  are  listed  according  to  their  functional  sections  and  a brief  descrip- 
tion of  each  is  given. 

Control/Connector  Function 


Front  panel 


Power  switch 
I ON  position 
O OFF  position 


SOUND 


AM/FM 


Keys  for  setting  SOUND  modes: 

- Sound  carrier  with  internal  or  external  modulation; 

- Sound  carrier  ON/OFF 
AM  sound  only  PM  5418 


PATTERN/KEYBOARD 

o 
® 
o 

©R 
®G 
OB 


1 1 _u 

8 

flit 

© 

5 

GREY 

SCALE 

MULTI 

BURST 

2 

COLOR 

BAR 

^ © 

DEM 

.- . • 

1 CH 

1 


VCR 




Keys  to  select: 

PATTERN  or  KEYBOARD  data, 
dependent  on  the  INPUT  key: 

- Single  or  combined  patterns  (see  Section  3.5.4) 

- Frequency  of  the  vision  carrier  (3  digits) 

- TV  channel  number  (2  digits) 

- Memory  register  0 to  9 


PAL/NTSC 


4:3 


VIDEO  INT 
VIDEO  EXTq 


Keys  to  select: 


- TV  standard  PAL/NTSC  or  SECAM  (only  PM  5418) 

- Aspect  Ratio  4:3  or  16:9 

- Internal  or  external  video  modulation 
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Control/Connector 


Function 


VISION  CARRIER 

MEMORY 


STOO-9 


Keypad  section  VISION  CARRIER 

Keys  to  store  or  recall  10  front  panel  setups  (0  to  9); 
Indication  of  actual  memory  position 


FREQUENCY/MHz  CH 


Display  indicates  the  vision  carrier  frequency  (MHz)  or 
TV  channel  number 

- Frequency  XX.X  MHz  (3  digits) 

- TV  channel  CX  X (2  digits) 


INPUT 


Key  to  prepare  KEYBOARD  operation 
(magenta  inscription  is  valid): 

- setting  vision  carrier  frequency  (3  digits  input) 

- setting  TV  channel  (2  digits  input) 


STEP 


Y 


Keys  for  fine  setting  the  vision  carrier  frequency 
(up  or  down).  By  pressing  and  holding  keys  in  place, 
steps  will  follow  continuously. 

- to  switch  over  memory  registers  0 to  9 


VIDEO  AMPL 


IV  1J5V 


CHROMA  AMPL 


100%  150% 


RF  AMPL 

10»iV  100pV 


Variable  video  amplitude,  potentiometer 


Variable  chroma  amplitude,  potentiometer 


Variable  RF  amplitude,  attenuator 
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Control/Connector 


Function 


External  video  input  (75  Q)  and 
video  output  (75  Q),  BNC  connectors 


Radio  frequency  output  (75  Q),  BNC  connector 


Combined  line/field  sync  output,  2.6  Vpp/5  Vpp, 


Rear  panel 


PAL/NTSC  1 

1 

B,G,H 

PAL 

2 

D 

3 

1 

4 

M 

5 

N 

6 

M 

NTSC 

7 

4.433 

■ 


2 1 1 


Thumbwheel  switch  to  select  TV  systems  PALVNTSC; 
PM  5418:  also  select  the  TV  standard  by 
PAL/NTSC/SECAM  key  on  the  front  panel 


TV  Standard 

PAL 

NTSC 

TV  system 

B 

M 

Type^ — 

G 

D 

1 

M 

N 

M 

4.43 

instrument 

H 

MHz 

PM  5415 

X 

X 

X 

- 

- 

X 

X 

PM  5418 

X 

X 

X 

- 

- 

X 

X 

x = TV  system  available 
- = TV  system  without  chroma  signal 
* = Subcarrier  PAL  M/N  only  with  PM  9546 


SECAM  | 

1 

B,G,H 

2 

D,K,K1 

3 

L 

Thumbwheel  switch  to  select  TV  systems  SECAM 
(only  PM  5418);  also  select  TV  standard  SECAM 
on  the  front  panel. 


TV  Standard 

SECAM 

TV  system 

B 

D 

Type'\^_ 

G 

K 

L 

instrument 

H 

K1 

PM  5418 

X 

X 

X 
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Control/Connector 


Function 


Audio/video  output,  Scart-/Euro-AV  connector, 
standard  connection  for  TV  and  video  systems 

Pin  Signal 

1 audio  mono 

3 audio  mono 

4 ground  audio 

8 function  switching  output; 

CVBS  status,  automatically  controlled 
17  ground  video 

1 9 video 

21  ground  chassis 


AUDIO  IN 


OUTPUTS 


PAL/NTSC 

SUBCARRIER 


75  n 
SYNC 


75  n 


Audio  input,  5 pin  DIN  connector  (180  °) 

Pin  Signal 

2 ground 

3 audio  mono 

5 audio  mono 


Instruments  with  Y/C  & RGB  unit: 

PALVNTSC  subcarrier  frequency  1 Vpp  (75  Q), 
BNC  connector 


Composite  sync  output  2 Vpp  (75  Q), 
BNC  connector 


RED 


75  n 


R-G-B  signals  0.7  Vpp  (75  Q),  3 BNC  connectors 


Y/C  output,  S-connector  4 pins 


Y/C 


Pin  Signal 

1 Y-ground 

2 C-ground 

3 Y-signal,  luminance 

4 C-signal,  chroma 
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Function 


Input  power  module  with  fuse  and 
voltage  selector. 

~ ac  (alternating  current). 

For  details,  see  Section  1 .1 .3: 

Line  Voltage  Setting  and  Fuses. 


3.5.2  Operating  Hints 

The  instrument  is  operated  via  the  front  panel  keyboard  and  the  rear  panel.  Two  PAL/NTSC  and 
SECAM  thumbwheel  switches  on  the  rear  panel  allow  selection  of  the  various  TV  systems; 
PM  541 5 has  only  the  PAL/NTSC  thumbwheel  switch.  In  the  PAL  M and  PAL  N mode  the  chroma 
signal  is  available  if  the  PM  9546  Universal  Chroma  Unit  is  built  in. 

All  keys  under  the  SOUND  and  PATTERN/KEYBOARD  area  of  the  front  panel  have  LEDs  to 
indicate  the  actual  ON/OFF  state.  The  PURITY  key  has  a step  function;  there  are  eight  possible 
combinations,  which  are  indicated  by  three  LEDs  R-G-B. 

The  KEYBOARD  area  (magenta  inscription)  is  active  only  if  one  of  the  INPUT,  STORE,  or  RECALL 
keys  has  been  previously  pressed. 

After  POWER  ON  and  performance  of  the  self-test  routine,  the  instrument  automatically  switches 
overtothe  operating  mode  to  which  it  was  set  before  POWER  OFF.  The  instrument  is  mostly  insen- 
sitive to  keyboard  operation  errors,  which  cannot  cause  any  damage. 

Some  keys  under  the  SOUND  and  PATTERN/KEYBOARD  area  are  added  to  different  versions  of 
the  TV  pattern  generator  family,  for  example  for  stereo,  NICAM  sound,  BTSC  sound,  VPS/PDC, 
or  teletext.  For  operating  these  versions,  refer  to  Chapters  6 to  1 1 . 


Note: 

Certain  key  combinations  may  cause  memory  data  that  you  have  input  to  be  overwritten  and  lost 
(see  Section  3.5.15). 

In  the  NTSC/4.433  system,  interference  of  the  sound  carrier  into  the  video  path  of  the  equipment 
might  occur,  because  both  frequencies  are  close  together.  To  prevent  possible  interference,  turn 
off  the  sound  carrier. 
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3.5.3  Setting  the  Vision  Carrier  Frequency  and  Amplitude 


VISION  CARRIER 


KEYBOARD MEMORY FREOUENCY/MHz  ch 

' STO  0-9  " A 


750 


After  the  INPUT  key  is  pressed,  the  instrument  is  prepared  for  frequency  setting  within  the  range 
of  32  MHz  to  900  MHz.  The  magenta  inscription  on  the  front  panel  (KEYBOARD)  is  valid. 

- The  frequency  display  flashes  showing  the  previously  set  frequency. 

- The  keys  for  the  numerical  values,  decimal  point,  channel  (CH),  INPUT,  and  RECALL  can  be 
operated.  All  other  keys  are  ignored. 

- The  vision  carrier  frequency  (MHz)  must  be  set  with  three  digits.  The  following  format  is  valid: 
OXXorXX.X  < 100  MHz 

XXX  >100  MHz 

- Each  digit  set  is  displayed  immediately  without  flashing;  display  positions  still  missing  con- 
tinue to  flash. 

- For  frequencies  < 1 00  MHz,  the  decimal  point  can  be  set  after  the  second  digit. 

- After  the  third  digit  input,  the  set  frequency  is  executed. 

- For  unallowed  frequency  setting,  the  frequency  display  flashes  with  the  digit  just  keyed  in. 
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Corrections 

- It  is  possible  to  make  a correction  without  pressing  the  INPUT  key  if  an  unallowed  frequency 
was  set. 

- A correction  of  the  frequency  input  up  to  the  second  digit  can  be  made  by  pressing  the  INPUT 
key  again. 

- The  RECALL  key  stops  the  input;  the  value  previously  set  is  displayed  again. 

- The  STEP  A or  STEP  V keys  can  be  pressed  to  change  the  vision  carrierfrequency  to  a positive 
or  negative  direction. 


Example  for  a frequency  input  of  the  RF  carrier: 

VHF  frequency  (E5)  175.25  MHz 

FREQUENCY/MHz  CH 


INPUT  1 


A 

5 I [ STEP 


0-75 

0-50 

0*25 


Frequency  Tuning,  Fine  Frequency  Setting 

The  STEP  A or  STEP  V keys  are  pressed  to  increment  or  decrement  the  vision  carrier  frequency 

in  steps  of  250  kHz.  Assigned  LEDs  .75,  .50,  .25  show  the  actual  frequency.  For  frequencies 

<45  MHz  the  step  width  is  100  kHz.  Indication  is  done  by  the  3-digit  display. 

- For  frequencies  < 1 00  MHz  a direct  input  with  higher  resolution  is  possible, 
for  example,  38.9  MHz. 

- A quick  press  of  the  STEP  A or  V key  effects  single  frequency  steps  in  the  respective  direction. 

- Keeping  the  STEP  A or  V key  pressed  effects  continuous  stepping  in  the  selected  direction. 
After  several  steps  the  tuning  speed  is  increased. 

- At  the  range  limits  the  frequency  jumps  from  the  lower  to  the  upper  limit: 
for  example  from  900.75  MHz  to  32.0  MHz. 

- If  a channel  number  is  indicated  on  the  display,  a quick  press  of  the  STEP  A or  V key  transfers 
the  vision  carrier  frequency  assigned  to  the  memory  ±250  kHz  (<45  MHz:  ±100  kHz) 

- Frequency  tuning  is  only  possible  if  the  previous  frequency  input  was  finished. 
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Example  for  checking  a TV  receiver  with  AFC  having  a capture  range  of  ±750  kHz: 


Frequency  (VHF  E5) 

Mistuning 

Upper  frequency 

Mistuning 

Lower  frequency 

Retuning 

Frequency 


175.250  MHz 
0.750  MHz  (3  steps  up) 
176.000  MHz 

1 .500  MHz  (6  steps  down) 
174.500  MHz 

0.750  MHz  (3  steps  up) 
175.250  MHz 


For  all  selected  frequencies  the  TV  receiver  under  test  should  show  a proper  image  on  the  screen 
if  the  AFC  is  working  correctly. 


Setting  the  RF  Amplitude 

By  means  of  the  RF  AMPLITUDE  attenuatorthe  maximum  RF  amplitude  of  1 0 mV  at  the  BNC  con- 
nector RF  OUTPUT  can  be  attenuated  by  more  than  60  dB.  The  scaling  of  the  attenuator  control 
serves  for  a rough  indication. 

At  a level  of  approximately  1 mV  (60  dBuV)  at  the  input  of  a TV  receiver  the  test  pattern  without 
noise  should  be  visible. 

If  a herringbone  pattern  (Moire)  is  experienced  due  to  interference  from  some  local  transmitter, 
the  vision  carrier  frequency  should  be  changed  to  an  adjacent  channel. 

TV  receivers  with  a coaxial  antenna  input  connector  can  be  connected  to  the  pattern  generator 
by  means  of  the  PM  9538  connection  cable  which  is  supplied  with  every  instrument.  For  receivers 
with  symmetrical  antenna  input,  the  PM  9539  (75/300  £2)  connection  cable  is  available  as  an 
option.  For  instruments  with  BTSC  sound  an  additional  RF  cable  BNC  to  F-connector  is  added. 


Periodical  Switching  off  the  RF  Carrier 

For  endurance  testing  of  synchronization  and  control  functions  (for  example  automatic  sound-off 
switching  system)  in  TV  receivers,  the  RF  signal  at  the  RF  OUTPUT  connector  can  periodically  be 
switched  on  and  off  at  a period  of  1 0 seconds.  When  the  carrier  is  switched  off,  the  display  shows 
This  function  is  activated  by  pressing  the  RECALL  and  ’decimal  point’  keys. 


RECALL 


The  function  is  finished  by  pressing  any  key. 
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3.5.4  Selection  of  Test  Patterns 


PATTERN/KEYBOARD 


750  750 


The  1 2 PATTERN  keys  are  used  to  select  1 8 basic  and  4 special  test  patterns.  In  addition  many 
of  the  patterns  can  be  combined  so  that  more  than  100  different  test  patterns  are  available.  A 
survey  is  shown  on  the  following  pages. 

When  you  press  a respective  PATTERN  key,  the  required  test  pattern  is  switched  on  and  off  and 
the  assigned  LED  is  lit.  Each  test  pattern  can  be  combined  with  the  CIRCLE  pattern  (except  for 
the  ’100  Hz  TEST’  pattern).  If  an  additional  test  pattern  is  selected  which  cannot  be  combined  with 
the  pattern  already  chosen,  the  surplus  patterns  are  switched  off. 

The  PURITY  key  has  a step  function;  repeated  key  presses  effects  subsequent  selection  of  all 
colors  of  the  color  bar  signal  in  the  following  sequence: 
red,  green,  blue,  magenta,  yellow,  cyan,  white,  black. 

Every  test  pattern  is  available  in  1 6:9  and  4:3  Aspect  Ratio  format.  The  required  Aspect  Ratio  is 
selected  by  pressing  the  16:9  key. 

When  the  instrument  is  switched  to  VIDEO  EXTERNAL  mode,  the  selected  test  pattern  is  stored 
in  an  internal  memory  register.  The  previous  pattern  is  recalled  when  the  VIDEO  EXTERNAL  mode 
is  switched  off.  If  the  instrument  operating  in  external  mode  is  turned  off,  the  selected  test  pattern 
is  lost. 

The  chrominance  signal  in  every  test  pattern  (including  color  burst)  can  be  set  by  the  CHROMA 
AMPLITUDE  control  from  0 to  150  %,  or  it  can  be  switched  off  (position  ’O’).  The  chrominance 
signal  is  correct  when  the  chroma  control  is  set  to  its  stop  position  100%. 
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Survey  of  Patterns  and  Applications 

No.  Signal  Content  Key 

1 . Circle  [~T~ 


Color  VCR  Use  for  Checking 

x Overall  linearity 


White  circle  on 
black  background 

Black  circle  on 
white  background 

Center  Cross 

and  border 
castellations  on  black 
or  white  background 

White  pattern 

1 00  % white  signal 
(with  color  burst) 


Overall  geometry 
Framing 

Reflections 

Aspect  ratio  format  4:3,  16:9 

Centering  TV  screen 
Pin-cushion  correction 
Deflection  linearity 
Aspect  ratio  format  4:3,  16:9 

White  setting 

Brightness  control 
Beam  current  of  picture  tube 
Luminance  writing  current 
FM  demodulator  (white  level) 


4.  Dots 


Static  convergence 
Focussing 

Aspect  ratio  format  4:3,  16:9 


Crosshatch 

with  center  indication, 
top-left  indication 
(no  color  burst) 


Static  convergence 
Dynamic  convergence 

Pin-cushion  correction 
E/W-N/S  corrections 
Aspect  ratio  format  4:3,  16:9 
Amplitude  response 


6-  Checkerboard 


Focus  adjustment 
Horizontal/vertical  synchronization 
Horizontal/vertical  linearity 
Horizontal/vertical  deflection 
Amplitude  response,  Bandwidth 
Framing 

Aspect  ratio  format  4:3, 16:9 
Main  hum  interference  in 
synchronization 
Black/white  transitions 


7.  Greyscale 

Full  screen 

Linear  staircase  signal 
with  8 identical  steps 
from  black  to  white 

8.  Multiburst 

Full  screen  definition 
pattern  of  8 vert,  bars 
0.8  MHz  to  4.8  MHz 


Brightness  + contrast  circuitry 

Greyscale  tracking 
x Linearity  of  video  amplifier 


x Video  bandwidth 

Amplitude  response/resolution 
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No. 

Signal  Content 

Key 

B/W 

Color 

VCR 

Use  for  Checking 

9. 

VCR  pattern 

VCR 

(4  horizontal  bars) 

1 . one  horizontal  bar  white 

X 

White  level 

100  % Y 

2.  definition  lines 

X 

X 

X 

Amplitude  response,  resolution 

0.8  MHz  to  4.8  MHz 

of  VCR  and  other  video  recorders 

3.  Saturation  step  signal 

X 

X 

Linearity  of  chroma  amplitude 

8 steps  of  linear 

X 

X 

Sensitivity  color  amplitude 

decreasing  chroma  (R-Y) 

X 

Color  AGC 

X 

Ratio  chroma/luminance 

Writing  current 

4.  Moving  white  field 

X 

Recording  performance 

in  black  bar 

X 

Slow/quick-motion 

X 

Still  picture 

10. 

Color  bar 

COLOR 

X 

Overall  color  performance 

BAR 

X 

Burst  keying 

X 

Subcarrier  regenerator 

full  screen 

X 

PAL  identification  circuit 

Amplitudes 

TV  system 

100/0/75/0 

B,D,G,H,N 

K,K1,L* 

X 

Matrix  circuit 

100/0/100/25 

1 

X 

RGB  amplifiers 

77/7.5/77/7.5 

M 

X 

X 

Delay  color  versus  B/W  signal 

* only  PM  5418 

Color  bar,  with  white 

X 

X 

Saturation  check 

pattern  selectable 

X 

562.5  kHz  interference  check 

11. 

DEM  pattern 

X 

PAL  delay-line,  amplitude  and 

phase  error  detection 

1.  PAL 

4 horizontal  bars 

X 

PAL  demodulators 

bar  1 to  3 special  coded 

Subcarrier  frequency 

bar  4:  reference  grey  50  % Y 

phase  (R-Y)  - (B-Y) 

(PAL  M grey  54  % Y) 

X 

G-Y-matrix 

X 

PAL  switch 

2.  NTSC 

3 horizontal  bars  with 

X 

NTSC  demodulators,  sub- 

NTSC burst 

carrier  frequency  phase  of 

bar  1 : color  bar 

1-  and  Q-modulator 

bar  2:  special  coded 

bar  3:  white/black 

X 

G-Y-matrix 

3.  SECAM 

4 horizontal  bars 

Bar  1 : definition  lines 

0.8  MHz  to  4.8  MHz 

Bar  2:  color  bar 

X 

Burst  gate 

reduced  amplitude  30/0/30/0 

X 

SECAM  color  demodulator 

starts  with  magenta 

circuitry 

Bar  3:  color  bar  75/0/75/0 

X 

Burst  gate 

starts  with  magenta 

Bar  4:  reference  white  75  % Y 

No. 

Signal  Content  Key 

B/W 

Color 

VCR 

Use  for  Checking 

12. 

Purity  patterns  | puR1TY 

3 primary  colors: 

X 

Purity  checks  and  adjustment 

Red 

X 

X 

X 

Interference  between  sound  and 

Green 

chroma  carrier 

Blue 

X 

Color  A.G.C. 

X 

Chroma  writing  current  of 
video  recorders 

3 complementary  colors: 

Magenta 

Yellow 

Cyan 

Additional  white  (1 00  % Y) 

X 

X 

X 

White  setting 

Black 

X 

X 

X 

Synchronization 

3.5.6  Twofold  Combinations  of  Test  Patterns 


3.5.7  Special  Test  Patterns 


Pattern 

PURITY 

Red 

PURITY 

Green 

PURITY 

Blue 

PURITY 

Magenta 

COLOR 

BAR 

3 horizontal  bars 

X* 

X 

6 horizontal  color  bars 

x * 

X 

Black/white  pattern 

x * 

X 

100  Hz  test 

X* 

X 

must  be  turned  on  first 
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Pattern  Combinations 


No. 


13. 

14. 


15. 


16. 


17. 


18. 


19. 


20. 


21. 


22. 


23. 


24. 


25. 


26. 


27. 


28. 


29. 


30. 


31. 


32. 


33. 


Test  Pattern 

Circle,  center  cross 

Circle,  center  cross,  cross  hatch 
Circle,  cross  hatch 
Circle,  cross  hatch,  dots 
Circle,  cross  hatch,  center  cross,  dots 
Cross  hatch,  center  cross,  dots 
White,  black  circle 
White,  black  cross  hatch 
White,  black  center  cross 
White,  black  center  cross  and  circle 
White,  black  cross  hatch  and  circle 
White,  black  cross  hatch,  center  cross,  circle 
Checkerboard,  circle 
Red 
Green 
Blue 

Magenta 
Yellow 
Cyan 
White 
Black 


Purity  pattern 
combined  with 
center  cross,  circle 


Key  PATTERN 

nJIa 

u]mm 

mai 

HMH! 


n 


WHITE 


WHITE 


WHfTE 


PURITY 
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PURITY  to  be  selected  at  first 
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3.5.9  Applications  of  the  Test  Patterns 

The  generator  provides  many  different  test  patterns  or  combined  test  patterns  for  checking  and 
alignment  of  monochrome  and  color  television  sets,  VCRs  and  video  equipment.  Colored  and 
B/W  patterns  are  available.  The  following  description  and  suggestions  show  user  how  the  test  pat- 
terns can  be  applied  to  full  advantage.  Every  test  pattern  is  available  in  1 6:9  and  4:3  Aspect  ratio 
format  and  is  selected  with  the  1 6:9  key. 

1 . Circle  on  a black  background  is  suited  for  checking  the  overall  linearity  and  geometry.  The 
circle  can  be  added  to  all  available  patterns  except  the  special  pattern  ’100  Hz  Test’.  The 
white  circle  changes  automatically  to  black  when  used  with  the  white  pattern  and  is  useful 
for  checking  reflections.  In  1 6:9  Aspect  Ratio  format,  small  circles  are  present  in  the  corners 
of  the  screen. 

2.  Center  cross  / Border  castellations 

This  pattern  is  ideal  to  center  TV  monitors  and  TV  screens.  Furthermore,  it  is  applied  to  check 
the  deflection  linearity  and  for  pin-cushion  correction. 

3.  White  pattern  1 00  % with  color  burst  is  designed  for  setting  white  D and  for  an  overall  check 
of  purity.  ’White  D’  (6500  0 K)  is  the  correct  white  necessary  for  a natural  color  reproduction. 
It  is  also  useful  for  adjustment  of  the  maximum  beam  current  of  the  picture  tube.  For  video- 
cassette recorders,  the  luminance  writing  current  is  checked  by  means  of  this  pattern. 

4.  Dot  pattern  mainly  for  static  convergence.  The  screen  should  contain  pure  white  dots.  The 
presence  of  colored  dots  points  to  faults  in  focussing  and  convergence. 

5.  Crosshatch/Center  indication/Top-left  indication  with  either  1 7 (4:3)  or  21  (1 6:9)  vertical 
and  1 1 horizontal  lines  is  used  for  checking  and  re-aligning  dynamic  and  corner  conver- 
gence. If  pin-cushion  correction  is  needed  E/W  and  N/S  adjustments  have  to  be  made.  The 
advantage  of  this  pattern  is  that  there  is  no  interlacing  which  would  normally  tire  the  eyes. 

If  interlacing  is  required  this  can  be  achieved  by  superimposing  another  pattern  such  as 
center  cross,  circle,  or  dots. 

6.  Checkerboard  pattern  of  six  times  eight  (4:3)  or  six  times  eleven  (1 6:9)  columns  of  squares 
provides  a visual  standard  for  basic  picture  tube  alignments,  for  example:  centring,  focus, 
horizontal  and  vertical  deflection,  and  linearity. 

Bandwidth  can  be  checked  by  observing  the  vertical  transitions;  transitions  from  black  to 
white  should  be  sharp.  Furthermore,  this  pattern  indicates  main  hum  interference  in  the 
synchronization.  Furthermore  no  picture  interference  (Moire)  should  occur  (sound  eventu- 
ally to  be  switched  off). 
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7.  Greyscale 

Afull  screen  linear  staircase  signal  with  eight  equal  steps  from  black  to  white  is  used  to  locate 
faulty  linearity  of  the  video  amplifier  or  greyscale  setting. 

A color  receiver  should  show  no  color  in  any  of  the  eight  bars.  This  part  of  the  pattern  is  also 
used  when  checking  the  contrast  controls. 

8.  Multiburst  contains  eight  full  screen  vertical  bars  of  definition  lines  in  the  frequency  ranges 
0.8, 1 .8,  2.8, 3.0,  3.2, 3.4, 3.8,  and  4.8  MHz.  This  checks  the  bandwidth  of  the  video  or  lumi- 
nance amplifier  in  black  and  white  or  color  TV  as  well  as  the  resolution  of  monitors  and  video 
recorders. 

9.  VCR  is  a specially-designed  test  pattern  to  check  the  bandwidth,  linearity,  sensitivity,  and 
AGC  of  the  chroma  amplifiers  in  color  video  recorders.  This  combined  test  pattern  is  divided 
into  the  following  four  horizontal  segments: 

- Horizontal  100  % white  bar  covering  1/6  field  for  exact  level  adjustment. 

- Eight  bars  of  resolution  of  which  2.8  - 3.0  - 3.2  - 3.4MHzareusedtoalignthe  high-pass 
filter  for  a maximum  resolution  in  VCR  bandwidth. 

- The  next  part  of  the  pattern  contains  eight  steps  of  decreasing  linear  levels  of  saturation 
from  100  % to  0 % to  check  the  chroma  amplifier  linearity  and  color  AGC  circuitry.  For 
example,  if  the  chroma  writing  current  is  too  high,  color  will  be  visible  in  the  last  bar  where 
no  color  should  be  seen  normally. 

- The  bottom  section  consists  of  a black  horizontal  bar  with  a moving  white  field  to  check 
moving  pictures  on  video  recorders. 

10.  Color  bar:  a standard  color  bar  pattern.  The  vertical  bars  are  white,  yellow,  cyan,  green, 
magenta,  red,  blue,  and  black.  The  luminance  content  depends  on  the  TV  system  selected 
and  is  automatically  correct  after  the  user  makes  the  selection.  The  color  bar  pattern  in  fact 
provides  sufficient  information  for  a good  overall  check  on  color  performance.  This  includes 
the  checks  on  burst  keying,  subcarrier  regeneration,  RGB  amplifiers,  the  delay  color  versus 
B/W  signal  and  saturation  check. 

If  the  color  bar  is  combined  with  the  white  pattern,  the  white  pattern  appears  in  the  lowerthird 
part  of  the  screen  as  reference  to  adjust  the  amplitude  of  the  color  difference  signals  with 
respect  to  the  luminance  signal  on  the  picture  tube.  This  signal  can  be  used  for  realigning 
the  signal  amplitude  of  the  demodulators  and  matrix  circuitry,  as  the  output  can  be  compared 
with  the  reference  bar.  For  example,  the  blue  and  green  guns  (path)  can  be  switched  off  to 
allow  the  amplitude  of  the  R-Y  signal  to  be  adjusted.  This  is  done  by  ensuring  that  no  differ- 
ence in  brightness  is  observed  between  bars  five  and  six  and  the  horizontal  reference  bar. 
In  a similar  fashion,  the  amplitude  of  the  B-Y  demodulator  can  be  determined.  After  this  test, 
the  matrix  circuit  can  be  checked  with  only  the  green  gun  switched  on. 
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1 1 . DEM  pattern 

Demodulator  is  a combined  test  pattern  which  is  divided  into  four  horizontal  sections  (parts). 
The  signal  contents  of  the  DEM  pattern  depends  on  the  TV  system  that  is  selected. 


DEM  pattern  PAL: 

The  first  section  of  the  pattern  consists  of  two  horizontal  bars.  Bar  one  contains  R-Y  and  B-Y 
information  and  G-Y  is  zero.  The  bar  adjacent  is  a reference  bar  with  no  color  information, 
only  50  % luminance  or  Y signal. 

The  second  section  consists  of  four  colored  squares  with  color  information  according  to  the 
adjacent  figure.  The  first  and  second  square  are  PAL  coded.  This  section  indicates  the  proper 
functioning  of  the  color  demodulator  part. 

The  third  section  consists  of  four  squares  which  are  color  coded  but  should  not  show  any 
color  at  a well  aligned  color  television  or  monitor:  all  four  squares  should  be  grey. 

Both  R-Y  squares  are  NTSC  coded:  the  R-Y  signal  does  not  change  direction  1 80°  each  line. 
The  burst  signal  is  PAL  coded  and  ensures  normal  operation  of  the  PAL  switch  in  a color 
receiver.  The  third  and  fourth  square  contain  only  B-Y  signal  information,  alternating  180° 
each  following  line. 


f G-Y 

= 0 

Y = 50  % | 

A 

A 

□ 

□ 

±(R-Y) 
= 0.28 

^ (R-Y) 
= 0.28 

+ (B— Y) 
= 0.5 

-(B-Y) 
= 0.5 

A 

A 

□ 

□ 

+ (R-Y) 
= 0.28 

-(R-Y) 
= 0.28 

±(B— Y) 
= 0.5 

^ (B-Y) 
= 0.5 

Reference  Y = 50  % (*) 


A (B-Y)  = 0 □ (R-Y)  = 0 

(*)  54% for  PALM 


Delay  line  check 

The  third  part  of  the  pattern  is  designed  for  alignment  of  the  64  ^s  chrominance  delay  in 
amplitude  and  phase.  ’Venetian  blinds’  appear  when  adjustment  is  needed.  It  is  possible  to 
distinguish  between  amplitude  and  phase  faults  by  noting  in  which  bars  these  blinds  appear. 
Since  the  R-Y  signal  in  square  one  and  two  are  NTSC  coded,  the  delay  line  and  PAL  switch 
should  eliminate  all  R-Y  information  since  this  information  in  successive  lines  of  the  first  two 
squares  is  being  subtracted. 

When  an  amplitude  error  exists  between  direct  and  delayed  signals,  the  subtracter  output 
of  the  delay  line  will  produce  R-Y  information  in  one  and  two.  The  action  of  the  PAL  switch 
will  cause  the  information  to  be  inverted  on  alternate  lines  to  give  the  Venetian  blind  effect. 

When  a phase  error  exists  between  direct  and  delayed  signals,  Venetian  blinds  will  show  up 
in  squares  three  and  four.  Additionally,  they  also  will  appear  in  the  yellowish  horizontal  bar 
of  the  upper  left  section  of  this  test  pattern. 
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Demodulator  check 

This  pattern  can  also  be  used  to  pick  up  faults  in  another  important  parts  of  the  color  TV,  the 
demodulators.  The  subcarrier  frequency  should  be  applied  to  the  R-Y  and  B-Y  demodulators 
in  the  correct  phase;  otherwise,  all  four  squares  will  contain  color. 

When  the  phase  of  the  subcarrier  fed  to  a demodulator  is  correct,  the  R-Y  demodulator  will 
only  demodulate  R-Y  information,  and  the  B-Y  unit  will  only  demodulate  B-Y  information. 

When  the  subcarrierfrequency  has  a phase  difference,  this  results  in  R-Y  information  passing 
the  B-Y  demodulator  in  squares  three  and  four.  Similarly  the  R-Y  demodulator  could  receive 
B-Y  information.  Then  this  will  be  seen  as  color  information  in  squares  one  and  two.  So  a 
phase  error  in  the  subcarrier  at  both  demodulators  (that  is,  a general  phase  fault)  causes 
both  to  pass  incorrect  information.  The  fault  shows  up  as  a color  in  all  four  squares. 

A phase  fault  confined  to  the  90°  phase-shifted  subcarrier  will  only  cause  one  demodulator 
to  pass  incorrect  information.  This  fault  will  cause  color  either  in  the  first  two  or  last  two 
squares,  depending  on  the  type  of  receiver. 


DEM  pattern  NTSC: 

The  first  section  of  the  pattern  consists  of  a standard  color  bar  consisting  of  7 bars.  Level  of 
this  color  bar  77/7.5/77/7.5  which  equals  the  first  part  of  the  standard  SMPTE  color  bar. 
The  second  section  of  this  pattern  is  divided  into  two  areas.  The  left-hand  side  contains 
information  where  the  information  on  the  Q-axis  is  equal  to  0.  On  the  right-hand  side  informa- 
tion is  present  where  the  I-axis  is  equal  to  0.  With  these  two  areas  basically  the  Q-  and 
I-demodulators  can  be  checked. 

The  last  bar  contains  the  maximum  white  level  (Y  = 100  IRE)  and  the  black  level  (Y  = 7.5  IRE). 
This  bar  can  be  used  to  adjust  contrast  (difference  between  white  level  and  black  level)  and 
brightness  (black  level)  of  the  picture. 


* 1 IRE  A 7.14  mV 
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DEM  pattern  SECAM: 

Demodulator  is  a combined  test  pattern  that  is  divided  into  four  horizontal  sections.  The  first 
section  consists  of  the  multiburst  signal  (SALVES  BURST),  which  consists  of  eight  vertical 
bars  of  definition  lines  in  the  frequency  ranges  0.8, 1 .8,  2.8,  3.0,  3.2,  3.4,  3.8,  and  4.8  MHz. 

The  second  section  shows  a color  bar  pattern  with  reduced  color  amplitude  consisting  of 
eight  vertical  bars:  magenta,  yellow,  cyan,  green,  magenta,  red,  blue,  and  black 
(amplitude:  30/0/30/0). 

This  part  of  the  pattern  can  be  used  for  checking  the  burst  keying  of  receivers. 

The  next  part  contains  the  same  color  bar  signal  except  the  amplitude  is  75/0/75/0. 

The  bottom  section  shows  a reference  white  of  Y = 75  %. 


n 

1 1 1 1 1 

def.  Lines  0.8  ...  4.8  MHz 
[ 1 1 1 1 

\ 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

Reference  white  Y = 75  % 


M = magenta,  Y = yellow,  C = cyan,  G = green, 
R = red,  B = blue,  BK  = black 


For  all  instruments  with  remote  control,  see  Section 


12.4. 


1 2.  Purity  with  a choice  of  the  three  primary  colors  clearly  indicated  by  LEDs.  The  red  pattern 
is  used  for  checking  color  purity.  In  a correctly  adjusted  receiver,  each  electron  beam  will 
strike  only  one  set  of  color  dots  or  stripes  on  the  screen.  Only  this  color  should  be  visible; 
the  presence  of  any  other  color  is  an  indication  that  color  purity  needs  adjustment. 

The  green  pattern  provides  a purity  check  for  three  in-line  tubes.  Blue  is  also  available  to 
check  color  performance.  The  three  complementary  colors,  magenta,  yellow,  and  cyan  can 
also  be  displayed  by  selection.  Combinations  with  circle  and/or  center  cross  are  easy  to 
select. 

These  patterns  can  also  be  used  to  ensure  that  there  is  no  interference  between  the  sound 
and  chroma  carrier.  And  because  the  pattern  has  a 75  % saturation  setting,  it  can  be  used 
with  VCRs  to  align  the  writing  current  of  the  chrominance  signal. 

In  addition  to  the  primary  and  complementary  colors  100  % white  can  be  selected  as  well 
as  black  which  contains  no  video  information  to  check,  for  example,  the  front  and  back  porch 
of  the  synchronization  pulses. 
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13.  1 00  Hz  test  pattern 

The  generator  provides  a special  1 00  Hz  Test  Pattern  to  test  modern  1 00  Hz  Enhanced  Defini- 
tion TV  equipment  which  is  mainly  used  for  bigger  picture  tubes.  In  this  TV  equipment  the 
50  Hz  transmitted  images  are  stored,  processed  and  read  out  with  a 100  Hz  picture  tube 
scan  rate.  This  1 00  Hz  process  doubles  the  field  frequency  and  avoids  typical  50  Hz  picture 
disturbances  like  image  flicker.  For  reduction  of  the  line  flicker,  different  video  processing 
techniques,  for  example  Digital  Scan,  are  used  in  such  TV. 

100  Hz  Enhanced  Definition  can  be  tested  with  the  100  Hz  Test  Pattern  which  contains 
50  Hz  and  25  Hz  test  signals.  Details  of  this  special  test  pattern  are  shown  below.  It  consists 
of  four  horizontal,  vertical  and  sloping  white  lines.  Each  set  of  lines  contains  a 25  Hz  and  a 
50  Hz  test  signal.  The  first  white  line  is  only  present  in  the  first  field,  line  62  of  field  A.  This 
will  result  a 25  Hz  test  signal.  The  second  line  is  composed  of  a line  in  the  first  and  second 
field,  line  72  of  each  field  (present  in  fields  A and  B).  The  second  horizontal  line  will  produce 
a normal  50  Hz  signal,  because  the  line  is  present  in  each  field.  The  third  and  fourth  white 
lines  are  combinations  of  the  first  two  lines. 

This  test  pattern  will  be  shown  differently  on  a 50  Hz  or  100  Hz  TV  receiver.  In  general,  the 
100  Hz  TV  receiver  will  display  a stable  picture  on  the  screen  when  using  this  test  signal, 
while  a normal  50  Hz  TV  set  will  show  a very  unstable  picture  with  line  and  image  flicker. 
Depending  on  the  used  processing  technique  of  the  100  Hz  TV  receiver  the  result  may  differ 
a little. 


Details  of  100  Hz  Test  Pattern,  inverse  drawing 
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3.5.10  Video  Signal 

The  video  signal  (CVBS)  generated  by  the  instrument  is  available  at  the  VIDEO  OUTPUT  connec- 
tor. The  signal  is  also  available  at  the  AUDIO/VIDEO  OUTPUT  Scart  connector,  pin  19.  The  ampli- 
tude of  the  video  signal  is  1 Vpp  into  75  Q with  the  VIDEO  AMPLITUDE  control  in  stop  position  ‘1  V. 
The  amplitude  can  also  be  set  from  0 to  1 .5  Vpp. 

The  chrominance  signal  within  the  CVBS  signal  and  the  subcarrier  sync  signal  (color  burst)  can 
be  set  from  0 to  1 50  % by  the  CHROMA  AMPLITUDE  control.  In  stop  position  1 00  %,  the  amplitude 
of  the  chrominance  signal  corresponds  to  the  system  selected. 

Depending  on  the  selected  Aspect  Ratio  format  of  test  patterns,  the  function  switching  output 
(CVBS  status),  pin  8 of  the  Scart/Euro-connector,  is  automatically  controlled  at  pin  8. 

In  the  VIDEO  EXTERNAL  mode,  the  vision  carrier  can  be  modulated  by  an  external  video  signal 
(CVBS  or  VBS) , whereby  the  amplitude  should  be  1 Vpp.  The  external  signal  is  fed  in  via  the  VIDEO 
INPUT  connector  and  is  available  at  the  VIDEO  OUTPUT  and  the  scart  connector,  (pin  19,  rear 
panel). 

To  avoid  interferences  (vertical  moving  bar)  caused  by  crosstalk,  the  CHROMA  AMPLITUDE 
control  should  be  set  to  ’O'. 

For  VIDEO  INTERNAL  mode  the  external  video  signal  is  automatically  switched  off. 


3.5.11  Synchronization,  Triggering 

For  triggering  of  the  time  base  of  an  oscilloscope  or  a waveform  monitor,  the  pattern  generator 
feeds  a composite  sync  signal  to  the  LINE/FIELD  SYNC  OUTPUT  connector.  The  amplitude  (open 
circuit)  of  the  line  sync  pulses  is  2.6  Vpp,  while  it  is  5 Vpp  for  the  frame  pulses.  A convenient 
synchronization  of  the  V-  and  H-signals  is  possible  via  the  trigger  signal. 
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3.5.12  Mono  Sound 

The  sound  signal  is  FM-modulated  on  a carrier  (except  PM  541 8 tor  TV  system  SECAM  L),  where 
the  sound  carrier  depends  on  the  TV  system,  for  example  PAL  B/  G/H  5.5  MHz  and  PAL  1 6.0  MHz. 
For  details,  refer  to  the  Operating  Manual,  Section  4.3. 

Broadcast  stations  transmit  the  sound  carrier  above  the  vision  carrier,  while  PM  5415  and  PM  5418 
generate  double  side-band  modulation.  This  is  not  of  importance  for  testing  TV  sets.  The  correct 
sound  carrier  frequencies  are  selected  by  setting  the  PAL/NTSC  or  SECAM  thumbwheel  switches 
at  the  rear  panel  to  the  TV  system  desired. 

The  selection  of  the  sound  signal  is  achieved  by  pressing  the  SOUND  keys.  Assigned  LEDs  indi- 
cate the  actual  ON/OFF  mode. 

After  switching  on  the  sound  carrier  it  lasts  some  seconds  until  the  sound  carrier  has  settled. 

■ PM  5415  ■ PM  5418 

SOUND  SOUND 


MODULATION  AM/FM 


INTERN 

© 

EXTERN 

© 

CARRIER 

© 

INTERN 

© 

EXTERN 

© 

CARRIER 

u§§ 

. 

- The  sound  carrier  is  turned  on  and  off  by  the  CARRIER  key. 

- The  MODULATION  INTERN  key  is  used  to  turn  on  and  off  the  1 kHz  sound  signal  generated 
by  the  instrument  or  to  switch  the  instrument  from  external  to  internal  sound  modulation. 

- The  MODULATION  EXTERN  key  is  used  to  turn  on  and  off  the  external  sound  mode.  The  exter- 
nal sound  signals  are  connected  to  the  AUDIO  INPUT,  pin  3/5,  on  the  rear  panel. 

- The  RF  signal  contains  only  the  unmodulated  sound  carrier  when  the  CARRIER  key  is  switched 
on  and  the  INTERN/EXTERN  mode  is  switched  off. 


Sound  Operating  Modes  (Mono) 


Operating  Mode 
Sound/Modulation 

Sound 

carrier 

Modulation 

Remarks 

intern 

extern 

Sound  carrier  and  sound  off 

0 

0 

0 

Mono,  sound  off 

X 

0 

0 

Mono,  sound  1 kHz 

X 

X 

Mono,  external  sound  signal 

X 

X 

apply  ext.  audio  signal  to 
AUDIO  IN,  pin  3 or  5 

0 = mode  off 
x = mode  on 
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3.5.13  Storage  of  Instrument  Setups,  STORE  Function 

Ten  instrument  setups  can  be  stored  in  memory  locations  0 to  9 for  convenient  operation.  For  this 
the  STORE  key  and  the  numerical  keys  are  available.  All  functions  are  stored  except  the  manual 
amplitude  settings  for  video,  chroma,  and  RF  carrier. 

- After  pressing  the  STORE  key  only  the  numeric  keys  0 to  9 and  the  RECALL  key  can  be  oper- 
ated. 

- Press  the  RECALL  key  to  end  the  storing  procedure. 

- If  a channel  number  was  assigned  to  a frequency  setting,  this  channel  number  is  stored  too. 

- A channel  number  can  also  later  be  added  to  a memory  location  (see  below). 


Example  for  storing  an  instruction  set  in  memory  location  3: 


STORE 


3 


Assignment  of  TV  Channel  Numbers  and  Storage 

Many  customers  like  to  operate  with  TV  channel  numbers.  The  instrument  allows  11  complete 
instrument  setups  to  be  recalled  from  memory  via  channel  numbers  if  a channel  number  has  been 
assigned  to  the  vision  carrier  frequency.  Refer  to  the  table  ’VHF/UHF  Channel  Frequencies  for 
Different  TV  Systems’  in  the  appendix  B can  be  helpful. 

- The  assignment  channel  number  - frequency  can  be  random. 

- The  channel  number  is  written  into  the  displayed  memory. 

- Ten  channel  numbers  can  be  stored  in  memory  locations  0 to  9. 

- The  1 1th  channel  number  is  engaged  if  the  memory  location  ’-’is  indicated  on  the  display; 
the  actual  frequency  plus  required  channel  number  is  stored.  This  memory  is  available  only 
by  key  sequence  ’RECALL  - CH  - digit  - digit’. 

- When  a channel  number  is  input  no  check  on  multiple  memory  locations  having  the  same 
channel  number  is  performed.  In  this  case  the  lowest  memory  location  would  be  activated. 


Corrections 

- The  RECALL  key  stops  the  input  procedure  (only  possible  until  second  digit); 
the  previous  value  is  displayed  again. 

- Pressing  the  INPUT  key  enables  restart  to  the  input  procedure. 

- Stored  channel  numbers  are  overwritten  by  new  input. 
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Example  for  storing  frequency,  memory  location  and  channel  number: 


Vision  carrier 
Memory  location 
Channel 


543.25  MHz 
1 

30  (UHF/IV  Standard  G) 


Input  sequence: 


INPUT 


5 


3 


A 

STEP 


STORE  1 


INPUT 


CH  3 0 


MEMORY  FREQUENCY/MHz  CH 

I II 


0-75 

0*50 

©.25 


0-75 

0*50 

©.25 


0-75 

O-50 

0*25 


▲ 


STEP 


INPUT 


INPUT 


If  a channel  number  is  to  be  assigned  to  an  already  stored  frequency,  only  the  third  input  sequence 
is  necessary: 


INPUT 


CH 


digit 


digit 


Instrument  Setups  from  Memory,  RECALL  Function 

For  conventient  operation  of  the  instrument  setups  often  used  by  the  operator  can  be  stored  in 
the  memory.  Ten  memory  locations  are  available.  If  necessary,  amplitude  settings  for  video, 
chroma,  and  RF  carrier  must  be  set  manually. 

- Stored  instrument  setups  are  recalled  from  the  required  memory  location  by  pressing  the 
RECALL  key  and  numerical  key  0 to  9. 

- The  RECALL,  CH,  and  two  numerical  keys  0 to  9 are  used  to  recall  the  instrument  if  an  assign- 
ment of  TV  channel  numbers  has  previously  been  made. 

- If  a channel  number  is  recalled  which  has  not  been  stored,  the  display  shows  ’nFnd’  (notfound) 
with  subsequent  display  of  the  previous  setup. 
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Examples: 

The  following  data  were  stored  in  memory  location  1 : 

Vision  carrier  543.25  MHz 

Channel  30 

Test  pattern  greyscale 

Sound  1 kHz,  internal 


Example  1 , recall  via  memory  location: 


RECALL  1 


FREQUENCY/MHz  CH 


0-75 

0-50 

0.25 


The  display  shows  the  memory  location  and  RF  frequency. 

All  instrument  setups  stored  in  memory  location  1 are  executed. 


Example  2,  recall  via  channel  number: 


FREQUENCY/MHz  CH 


1 C 3 0 

RECALL 

CH 

3 

0 

0-75 

O-50 

0-25 


The  display  shows  the  memory  location  and  channel  number.  All  instrument  setups  stored  in 
memory  location  1 are  executed. 


Additional  functions: 

- By  pressing  the  RECALL  key  and  repeatedly  pressing  the  STEP  A or  V key,  memory  locations 
0 to  9 are  recalled  one  after  the  other,  starting  from  the  actual  memory  location. 

- The  actual  memory  location  flashes  on  the  display. 

- By  pressing  the  numerical  keys  0 to  9,  a required  memory  location  can  directly  be  recalled. 

- Pressing  the  INPUT  key  stops  the  operation;  the  instrument  returns  to  normal  input  mode.  The 
test  patterns  and  sound  operating  modes  can  be  set  by  the  keypad. 

- The  RECALL  and  decimal  point  keys  are  pressed  to  turn  on/off  the  RF  carrier  at  the  RF  OUTPUT 
connector  for  a period  of  10  seconds.  This  mode  is  stopped  by  pressing  any  key. 
Endurance  tests  for  synchronization  and  automatic  sound  switching  in  TV  receivers  can  be 
performed  by  this  operating  mode. 
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3.5.15 


Initial  Storage  of  Ten  Memory  Locations 

Adefined  initial  storage  of  the  10  memory  locations  with  instrument  setups,  forexample  frequency, 
test  pattern,  and  sound  modulation,  is  possible  via  the  builtin  operating  program  (PROM). 

Input  sequence: 


STORE 


CH 


STEP 

V 


3 o o 

3 a 3 


The  instrument  setups  of  the  following  table  are  stored  in  the  memory  locations  0 to  9.  Data  of 
memory  location  0 are  executed  at  once. 


Memory  Place 
STORE 

Channel 

CH 

Frequency  (MHz) 
FREQUENCY 

Test  Pattern 
PATTERN 

Sound  Modulation 
SOUND 

0 

★ 

38.9 

for  all  memory 

INTERN  1 kHz 

1 

4 

62.250 

places  pattern 

2 

5 

175.250 

combination  no.  42: 

3 

12 

224.250 

GREY 

4 

21 

471 .250 

SCALE 

5 

35 

583.250 

COLOR 

6 

40 

623.250 

BAR 

L___ 

7 

70 

863.250 

MULTI 

8 

•k 

133.250 

BURST 

9 

k 

287.250 

DEM 

J 

* Assignment  and  recall  without  channel  number 


A further  initialization  of  the  1 0 memory  locations  with  defined  vision  carrier  frequencies  (range 
limits)  is  possible  by  using  the  following  input  sequence: 


A 


STORE 


CH 


STEP 


Data  of  memory  location  0 are  executed  at  once. 

The  previous  video  and  sound  modes  are  taken  over. 
A channel  number  is  not  assigned. 


The  following  frequencies  are  stored  in  the  memory  locations: 


Memory  Place 

Frequency  (MHz) 

Memory  Place 

Frequency  (MHz) 

0 

32.000 

5 

299.750 

1 

89.900 

6 

470.000 

2 

90.000 

7 

679.750 

3 

179.750 

8 

680.000 

4 

180.000 

9 

900.750 

CAUTION: 

By  making  these  two  initializations,  memory  contents  which  were  input  previously  have  been  over- 
written and  are  lost. 

Overwriting  single  memory  locations  has  already  been  described  in  Section  3.5.14. 
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3.5.16  Y/C  & RGB  Unit 


Modern  video  instruments  can  directly  be  controlled  via  Y/C  respectively  RGB  signals.  Using 
higher  bandwidths  in  the  transmission  path  results  in  improved  picture  quality.  Using  the  Y/C  sig- 
nal (luminance  and  color  signal  are  transmitted  separately)  avoids  color  cross  talk  and  improves 
the  color  reproduction.  The  Y/C  signal  is  available  at  a 4-pole  S-connector  (Hosiden);  the  RGB 
signal,  composite  sync  and  color  subcarrier  are  available  at  5 BNC  connectors. 

Output  level  at  the  Y/C  and  RGB  connectors  (into  75  Q): 


R-G-B-signals  (Vpp): 
Y/C-signals  (Vpp): 
Subcarrier  (Vpp): 
Composite  sync: 


0.7  V 

1.0  V 
1.0V 

2.0  V (negative  going,  related  to  0 V) 


Depending  on  the  TV  system  selected,  the  subcarrier  frequencies  and  video  levels  are  switched 
over  (see  specifications). 


If  the  DEM  or  VCR  patterns  are  turned  on,  the  luminance  part  is  represented  only. 


Composite  Sync  in  Green 

An  additional  sync  in  the  RGB  signal  GREEN  for  control  of  monitors  can  be  switched  on  by  jumper 
X002  on  the  Y/C  & RGB  unit.  On  delivery  from  the  factory  the  jumper  is  in  the  OFF  position. 
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A A A A A 


RECALL 

RECALL 

RECALL 

RECALL 

RECALL 

A 

A 

A 

A 

A 

RECALL 

RECALL 

RECALL 

RECALL 

RECALL 

VISION  CARRIER 


MEMORY 


STOO-9 


RCLO-9 


CH 

VPS/ 

PDC 

pcc 


FREQUENCY/MHz  CH  VPS/PDC  PCC 


|.75 

| .50  STEP 

|.25 


INPUT 


FREQUENCY/MHz  CH 

ii — - 
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4 CHARACTERISTICS 

4.1  SAFETY  AND  EMC  REQUIREMENTS 

The  PM  5415  / PM  5418  TV  Signal  Generators  are 

in  accordance  with  EN  61010-1  (safety  requirements), 

instruments  for  measurement  and  test  including  accessories 

- Intended  for  professional,  industrial  process,  and  educational  use. 

- Overvoltage  Category  II,  Pollution  Degree  2. 

in  accordance  with  EN  55011  (radio  interference  suppression), 

ISM  equipments  (industrial,  scientific,  and  medical  RF-equipment) 

- Of  Group  I, 

which  intentionally  generates  and/or  uses  conductively  coupled  radio  frequency  energy  which 
is  necessary  for  the  internal  functioning  of  the  equipment  itself. 

- Of  Class  B, 

suitable  for  use  in  domestic  establishments  and  in  establishments  directly  connected  to  a low 
voltage  power  supply  network  which  supplies  buildings  used  for  domestic  purposes. 

in  accordance  with  EN  50082-1  (radio  frequency  immunity) 

instruments  for  use  in  all  locations  which 

- Are  characterized  by  being  supplied  directly  at  low  voltage  from  the  public  mains. 

- Are  considered  to  be  residential,  commercial  or  light-industrial,  both  indoor  and  outdoor. 

4.2  PERFORMANCE  CHARACTERISTICS  AND  SPECIFICATIONS 

Properties  expressed  in  numerical  values  with  stated  tolerance  are  guaranteed  by  the 
manufacturer.  Specified  non-tolerance  numerical  values  indicate  those  that  could  be  nominally 
expected  from  the  mean  of  a range  of  identical  instruments. 

This  specification  is  valid  after  the  instrument  has  warmed  up  for  30  minutes  (reference  tempera- 
ture 23  °C).  If  not  stated  otherwise,  relative  or  absolute  tolerances  relate  to  the  set  value. 


CHARACTERISTICS  PM  541 5 / PM  541 8 


4-2 


4.3  SPECIFICATIONS  OF  TV  SYSTEMS 

TV  Systems  PAL  and  NTSC  for  PM  5415  / PM  5418 


TV  System 

NTSC 

M 

PAL 

B,G,H 

PAL 

D 

PAL 

1 

PAL 

N* 

PAL 
M * 

Number  of  lines  per 
picture  frame 

525 

625 

625 

Field  frequency  (Hz) 

60 

50 

15734 

15625 

Chrominance 
subcarrier  (MHz) 

4.433619 

4.433619 

3.582056 

3.57561 1 

Sound  carrier  to 
vision  carrier  (MHz) 

4.5 

5.5 

6.5 

6 

4.5 

4.5 

Sound  modulation 

FM 

FM 

FM 

FM 

FM 

FM 

Max.  frequency 
deviation  (kHz) 

±25 

±50 

±50 

±50 

±25 

±25 

Pre-emphasis  (^s) 

75 

50 

50 

50 

75 

75 

Type  of  chrominance 
subcarrier  modulation 

Amplitude  modulation  of  2 subcarriers 
in  quadrature  with  suppressed  carrier 

Transmitted 

chrominance 

information 

1.  Ei 

2.  Eq 

1.  Line  sequential  E’v  and  -E’v 

2.  E’u 

* Subcarrier  for  PAL  M/N  only  for  versions  -TXI  and  -TDSI  or  with  PM  9546 


TV  Standard  SECAM  for  PM  5418 


TV  system 

SECAM 

b,g,h 

SECAM 

D,K,K1 

SECAM 

L 

Sound  carrier  relative  to  vision  carrier  (MHz) 

5.5 

6.5 

6.5 

Type  and  polarity  of  video  modulation 

A3F  neg. 

A3F  neg. 

A3F  pos. 

Sound  modulation 

FM 

FM 

AM 

Max.  frequency  deviation  (kHz) 

±50 

±50 

~ 

Pre-emphasis  (|xs) 

50 

50 

- 

Chrominance  subcarrier  (MHz) 

Fob  = 4.250000  F0r  = 4.406250 

Type  of  chrominance  subcarrier  modulation 

Frequency  modulation 

Transmitted  chrominance  information 

Line  sequential  D’R  and  D’B 

Line  frequency  (lines/second) 

15625 

Field  frequency  (Hz) 

50 
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VIDEO  CARRIER 


Frequency  ranges 

Setting 

Resolution 

Tuning 


Tolerance 


32  ...  900  MHz 

keyboard 

1 00  kHz  steps 
250  kHz  steps 

step  keys 


1 00  kHz  steps 
250  kHz  steps 

<25  kHz 
<35  kHz 
<50  kHz 


32  ...  99.9  MHz 
>100  MHz 

in  positive  or  negative  direction; 
tuning  speed  increase  by 
holding  the  step  key 

32  ...  44.9  MHz 
>45.0  MHz 

32 ...  300  MHz 
300  ...  470  MHz 
470  ...  900  MHz 


Storage/recall 


10  memory  registers 


a.  1 0 RF  frequencies 

b.  as  a.  stored  as 
TV  channel  nos. 


Indication 


4 digits  display 


7-segment  LED  display 

first  digit:  memory:  store/recall 

position 

2nd,  3rd,  4th  digit: 

a.  3 digits  for  frequency 

3 LEDs  for  250/500/750  kHz 
steps 

b.  TV  channel  nos.  (e.g.  C21) 


4.5  RF  OUTPUT 


BNC  connector 


Output  voltage 

10  mV 

- Tolerance 

±2  mV 

- Level  flatness 

±2dB 

32. 

..300  MHz] 

at  maximu 

±3dB 

300., 

..  470  MHz 

► RF  ampli- 

±2dB 

470  ., 

..900  MHz  J 

tude 

Impedance 

75  Q 

Attenuation 

>60  dB 

continuous 
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4.6  VIDEO  PART 


Video  modulation 

AM 

TV  systems 

all  except  L 

SECAM  L 

Polarity 

negative 

positive 

RF  sync  level 

100% 

5 ...  20  % 

RF  blanking  level 

30% 

RF  white  level 

5 ...  20  % 

100% 

RF  white  level 

10...30% 

100% 

VIDEO  INPUT 

Impedance 
Input  voltage 
DC  component 
superimposed 

75  Q 
1 Vpp 

—2  V ...  +2  V 

Max.  input  voltage 

±5  V 

Polarity 

Coupling 

white  level  positive 
DC 

VIDEO  OUTPUT 

Impedance 
Voltage 
Nominal  value 

75  Q 
0...  1.5  V 
1 V 

- Tolerance  <5  % 


Max.  value 
- Tolerance 

1.5  V 

<8% 

Polarity 

Coupling 

DC  blanking  level 

white  level  positive 
DC  coupling 
0 ±0.2  V DC 

Video  level 

TV  systems 

625  line 
systems 

525  line 
systems 

Sync  level 
Blanking  level 
Black  level  (set-up) 
White  level 

-43%  ±3% 
0% 

0% 

100% 

-40%  ±3% 
0% 

7.5%  ±2.5% 
100% 

internal/external  switchable 
SECAM  only  PM  541 8 

only  versions  with  NICAM/ 
BTSC  sound 

BNC  connector 
without  signal  compression 

clamping  on  sync 

BNC  connector  and 
Scart/Euro-AV  connector 

variable,  into  75  £2 
in  stop  position 

at  1 V 

100%  = black  to  white 
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Pulse  shaping 

for  luminance  and  sync  signal; 
except  multiburst  and  teletext 

Filter  type 
2T  pulse 

sin2-filter 

for  crosshatch  and  center  cross 

- Pulse  width  at 
half  amplitude 

200  ±10  ns 

Function  switching  output 

Scart  (Euro-AV)  connector, 
pin  8,  CVBS  status,  automati- 
cally controlled  by  the  selected 
ASPECT  RATIO  4:3/16:9 

Output  voltage  (DC) 

- ASPECT  RATIO  4:3 

- ASPECT  RATIO  16:9 

- NO  SIGNAL 

+9.5  V ...  +12  V 
+4.5  V...  + 7 V 
OV 

power  off 

Impedance 

<10  k£2 

CHROMA  PART 

subcarrier  PAL  M/N  only  for 
versions  -TXI  and  -TDSI  or 
with  PM  9546 

PAL/NTSC 

TV  systems 

B,D,G,H,I,M,N 

M 

PAL 

NTSC 

Subcarrier  frequency 

4.433619  MHz 
3.579545  MHz 
3.57561 1 MHz 
3.582056  MHz 

PAL  B,D,G,H,I  ' 
NTSC  M 
PALM 
PAL  N 

coupled  with 
^ line  frequency 
' according  to 
TV  system 

- Tolerance 

<30  ppm 

standard  versions 

- Tolerance 

- Temperature  drift 

- Aging 

<1  ppm  (at  23  °C) 
2 ppm 
2 ppm/year 

1 NICAM/BTSC  sound  and 
> -TXI  versions 

Subcarrier  frequency 

- Tolerance 

4.433619  MHz 
<100  ppm  (at  23  °C) 

NTSC/4.433  (not  coupled  with 
line  frequency) 

Subcarrier  blanking 


according  to  TV  system 


4-6 
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Color  burst 

in  every  pattern  except 
white  crosshatch 

Amplitude 

0...  150% 

burst  with  chroma 
together  adjustable 

- Nominal  value 

100%  ±5% 

of  sync  amplitude, 
in  stop  position 

- Setting  range 

0...  150% 

continuously  adjustable 

Phase 

±135° 

PAL,  related  to  E’u  axis 

-180° 

NTSC,  related  to  E’u  axis 

- Tolerance 

<3° 

Chroma  signal 

Amplitude 

chroma  with  burst 
together  adjustable 

- Nominal  value 

100%  ±5% 

in  stop  position 

- Setting  range 

0...  150% 

continuously  adjustable 

Phase  tolerance 

<3° 

4.7.2  SECAM  Chroma  Part 


only  PM  5418 


TV  system 


B,G,H,D,K,K1  ,L  SECAM 


Subcarrier  frequency 


- Tolerance 

- Tolerance 

- Temperature  drift 

- Aging 


f0R  = 4.406250  MHz 
f0B  = 4.250000  MHz 

<30  ppm 

<1  ppm  (at  23  °C) 

2 ppm 
2 ppm/year 


coupled  with  line  frequency 


standard  versions 

I NICAM/BTSC  sound  and 
>•  -TXI  versions 


Identification  pulses  (line  and  frame) 


not  with  crosshatch 


Amplitude 


together  with  chroma 
adjustable 


- Nominal  value 

— D’R  lines 

— D’B  lines 

- Setting  range 


540  +40  -50mV 
500  ±50  mV 
0...  150% 


1 at  luminance 
J amplitude  0.7  V 


line  7 ...  15 
line  320  ...328 


1st,  3rd,  5th  ...  field 
2nd,  4th,  6th  ...  field 


Position 
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Color  burst 

Amplitude 

- Nominal  value 

— D’R  lines 

— D’B  lines 

- Setting  range 

Subcarrier  blanking 


Chroma  signal 

Amplitude 

- Nominal  value 

- Setting  range 
Chroma  pre-correction 

Modulation  tolerance 


4-7 


not  with  crosshatch 

together  with  chroma 
adjustable 


215  ±23  mV 
167  ±18  mV 
0 ...  150% 


1 luminance 
J amplitude  0.7  V 


5.6  ±0.2  |j,s 


after  front  porch  of  line  sync 
pulse; 

during  frame  blanking  interval 
except  during  identification 
pulses  and 
except  during  line  23 


D’R  = -1.9  (E’R  - E’Y) 

D’B  = 1.5  (E’B  - E’Y) 

100  % ±5  % in  stop  position; 

defined  by  bell  filter 

0 ...  150% 


low  frequency  pre-emphasis 
and  high  frequency  bell  filter 
according  to  system 


AfR  = ± 280  ± 9 kHz 
AfB  = ±230  ±7  kHz 


for  red  signal  of  color  bar 
for  blue  signal  of  color  bar 


Bell  filter 
center  frequency 


4.286  ±0.020  MHz 
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4.8  TEST  PATTERNS 

4.8.1  Basic  Test  Patterns 

1 . Circle 


Color  information  for  PAL  M/N  only  for  versions 
PM  5418  TXI  and  -TDSI  or  with  PM  9546 


Can  be  added  to  all  test  pattern  except  1 00  Hz  TEST 
pattern;  changes  to  black  when  used  with  white 
pattern; 

b/w  pattern,  with  color  burst 


Aspect  Ratio 

4 : 

3 

16 

: 9 

Line  System 

Line  System 

625 

525 

625 

525 

Description 

One  white  circle  on  black  background 

in  the  center  of  the  screen 

One  additional  circle 
in  each  corner  of  the 

screen 

Level  Y 
- White 

100% 

100  IRE 

100% 

100  IRE 

- Black 

0% 

7.5  IRE 

0 % 

7.5  IRE 

Diameter  of  central  circle 

- Horizontal 

31 .6  ns 

31 .4  [xs 

23.6  ns 

23.4  ns 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

- Vertical,  per  field 

line  48 ... 

line  43  ... 

line  48  ... 

line  43  ... 

line  286 

line  241* 

line  286 

line  241* 

Diameter  of  corner  circles 
- Horizontal 

_ 

7.2  pis 

7.14  \xs 

±50  ns 

±50  ns 

- Vertical,  per  field 

— Upper  circles 





line  47 ... 

line  42 ... 

line  119 

line  102* 

— Lower  circles 

— 

— 

line  215 ... 

line  182 ... 

line  287 

line  242* 

* subtract  3 lines  for  PAL  M 


Fig.  1 Circle;  625  / 525  Lines; 
Aspect  Ratio  4:3 


Fig.  2 Circle;  625  / 525  Lines; 
Aspect  Ratio  16:9 
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2.  Center  Cross  with  border 
castellations 


b/w  pattern, 
with  color  burst 


Aspect  Ratio 

4 : 

3 

16 

: 9 

Line  System 

Line  System 

625 

525 

625 

525 

Description 

white  center  cross  and  black/white  border 

castellations  for  3 % overscan  indication 

Level  Y 
- White 

100% 

100  IRE 

100% 

100  IRE 

- Black 

0% 

7.5  IRE 

0% 

7.5  IRE 

Overscan  indication 

- Horizontal  direction 

alternating  biack/white  border  castellations 

- Vertical  direction 

alternating  black/white  border  castellations 

Position  of  border  areas 

- Horizontal  direction,  figure  3 

— Parameter  1,  ±0.1  [xs 

1 0.5  |xs 

9.56  [xs 

10.5  [xs 

9.56  [xs 

— Parameter  2,  ± 50  ns 

11.9  jJLS 

1 1 .45  (is 

1 1 .9  (AS 

1 1 .45  (as 

— Parameter  4,  ± 50  ns 

60.9  [xs 

60.1  (is 

60.9  (as 

60.1  (as 

— Parameter  5,  ± 50  ns 

62.4  (is 

61 .98  (xs 

62.4  [xs 

61 .98  (AS 

- Vertical  direction 

see  fig.  2 

see  fig.  2 

see  fig.  3 

see  fig.  3 

— Line  a 
First  field 

line  23 

line  22* 

line  23 

line  22* 

Second  field 

line  23 

line  21* 

line  23 

line  21* 

— Line  b,  per  field 

line  30 

line  28* 

line  30 

line  28* 

— Line  d,  per  field 

line  303 

line  256* 

line  303 

line  256* 

— Line  e 
First  field 

line  310 

line  263* 

line  310 

line  263* 

Second  field 

line  310 

line  262* 

line  310 

line  262* 

Position  of  center  cross,  fig.  3,  4,  5 
- Horizontal  line  c,  per  field 

line  167 

line  142* 

line  167 

line  142* 

- Vertical  line,  after  start  of  line  sync 

36.3  (as 

35.7  (xs 

36.3  (is 

35.7  [xs 

pulse,  parameter  3 

±0.1  (AS 

±0.1  [xs 

±0.1  (AS 

±0.1  [xs 

* subtract  3 lines  for  PAL  M 


- 

■ 

- 

+ 2 - 

3- 

— 

\j 

«« 4 ► 

[◄ 5 

Fig.  3 Center  Cross,  Timing 
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line  a 


line  £ 


line  e 


Fig.  4 Center  Cross;  625  / 525  Lines; 
Aspect  Ratio  4:3 


Fig.  5 Center  Cross;  625  / 525  Lines; 
Aspect  Ratio  16:9 


line  e 


3.  White  Pattern 

4.  Dots 


100  % white,  with  color  burst 
b/w  pattern,  with  color  burst 


Aspect  Ratio 

4 : 

3 

16 

: 9 

Line  System 

Line  System 

625 

525 

625 

525 

Description 

Full  field  white  dots  with  additional 

center  dot 

on  black  b 

ackground 

Level  Y 

- White 

100% 

100  IRE 

100% 

100  IRE 

- Black 

0% 

7.5  IRE 

0% 

7.5  IRE 

Number  of  dots 

- Horizontal  direction 

16 

16 

22 

22 

- Vertical  direction 

12 

12 

12 

12 

Position  of  dots 

within  centers 

of  crosshatch 

Center-dot  position 

- Horizontal  direction,  per  field 

line  167 

line  142* 

line  167 

line  142* 

- Vertical  direction,  after  start  of 

36.3  [is 

35.7  jis 

36.3  [is 

35.7  [is 

line  sync  pulse 

±0.1  [is 

±0.1  [IS 

±0.1  [is 

±0.1  \is 

★ subtract  3 lines  for  PAL  M 


Fig.  6 Dots;  625  / 525  Lines; 
Aspect  Ratio  4:3 


Fig.  7 Dots;  625  / 525  Lines; 
Aspect  Ratio  16:9 
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5.  Crosshatch  b/w  pattern, 

without  interlacing  and  color  burst 
for  white  crosshatch, 

(with  interlacing  at  any 
pattern  combination) 


Aspect  Ratio 

4 : 

3 

16 

: 9 

Line  System 

Line  System 

625 

525 

625 

525 

Description 

Full  field  white  crosshatch 
with  top-left  indication  ”TLT 

with  center  indication 
on  black  background 

Level  Y 
- White 

100% 

100  IRE 

100% 

100  IRE 

- Black 

0% 

7.5  IRE 

0% 

7.5  IRE 

Number  of  crosshatch  lines 
- Vertical  lines 

17 

17 

21 

21 

- Horizontal  lines 

11 

11 

11 

11 

Position  of  crosshatch  lines 

- Horizontal  lines 

— First  horizontal  line,  per  field 

line  47 

line  42* 

line  47 

line  42* 

— Distance  between  horizontal 

24  lines 

20  lines 

24  lines 

20  lines 

lines,  per  field 

- Vertical  lines 

— First  vertical  line,  after  start  of 

10.7  \xs 

1 0.3  fxs 

12.3  pis 

1 1 .9  ns 

line  sync  pulse 

±0.1  |is 

±0.1  (is 

±0.1  p.s 

±0.1  |xs 

— Distance  between  vertical  lines 

3.2  \xs 

3.2  [is 

2.4  [is 

2.4  ns 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

* subtract  3 lines  for  PAL  M 


Fig.  8 Crosshatch;  625  / 525  Lines; 
Aspect  Ratio  4:3 


Fig.  9 Crosshatch;  625  / 525  Lines; 
Aspect  Ratio  16:9 
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6.  Checkerboard 


b/w  pattern, 
with  color  burst 


Aspect  Ratio 

4 : 

3 

16 

: 9 

Line  System 

Line  System 

625 

525 

625 

525 

Description 

Full  field  checker  board 

Level  Y 

100% 

100  IRE 

100% 

100  IRE 

- White 

- Black 

0% 

7.5  IRE 

0% 

7.5  IRE 

Number  of  black/white  squares 

8 

8 

11 

11 

- Horizontal  direction 

- Vertical  direction 

6 

6 

6 

6 

Fig.  10  Checkerboard;  625  / 525  Lines;  Fig.  11  Checkerboard;  625  / 525  Lines; 

Aspect  Ratio  4:3  Aspect  Ratio  16:9 


7.  Greyscale 


linear  staircase  signal  with  8 equidistant  steps 
from  black  to  white 


8.  Multiburst 


Amplitude  response 


8 vertical  bars  of  definition  lines 

0.8  - 1 .8  - 2.8  - 3.0  - 3.2  - 3.4  - 3.8  - 4.8  MHz 

(sinusoidal) 

<0.5  dB 
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9.  VCR  Pattern  4 horizontal  bars 

bar  1 : white  1 00%  Y;  1 /6  field 

bar  2:  multiburst  (def.  lines);  2/6  field 

0.8  - 1.8  - 2.8  - 3.0  - 
3.2  - 3.4  - 3.8  - 4.8  MHz 

bar  3:  saturation  steps  of  2/6  field 

linear  decreasing 
chroma  (R-Y) 

bar  4:  white  square  stepwise  1/6  field 

moving  from  right  to  left 
on  black  bar, 
duration  of  1 circulation: 

5.12s  625  line  systems 

4.27  s 525  line  systems 


10.  Color  Bar  color  pattern, 

with  color  burst 


Description 


Level 


TV  systems  B,D,G,H, 
TV  systems  K,K1  ,L* 
TV  system  I 
TV  system  M 
TV  system  N 


Time  difference  between  luminance  and 
chrominance  signal 

- VIDEO  OUT  (BNC)  / 

AUDIO/VIDEO  OUT  (EURO  AV) 

- Y/C  OUT 

- RF  OUT 


Line  System 

PAL 

NTSC 

SECAM 

Full  field  color  bar  pattern 

with  vertical  bars 

be 

jginning  with  whi 

te 

100/0/75/0 



100/0/75/0 

100/0/75/0 

100/0/75/0 

100/0/100/25 

- 

- 

77/7.5/77/7.5 

77/7.5/77/7.5 

100/0/75/0 

<20  ns 

<70  ns 

< 1 00  ns 

<20  ns 

<70  ns 

< 1 00  ns 

<10  ns 

<60  ns 

<90  ns 

* SECAM  only  PM  5418 


CHARACTERISTICS  PM  5415  / PM  5418 


4-14 


1 1 . DEM  pattern 


4 horizontal  bars  with  PAL  burst 

4 colored  squares  (PAL  coded) 

4 uncolored  squares  (anti-PAL  coded) 
1 grey  square 

A (B-Y)  = 0 □ (R-Y)  = 0 

4 horizontal  bars  with  PAL  burst 

4 colored  squares  (PAL  coded) 

4 uncolored  squares  (anti-PAL  coded) 

1 grey  square 

A (B-Y)  = 0 □ (R-Y)  = 0 

3 horizontal  bars  with  NTSC  burst 
color  bar 

amplitudes:  77/ -177/7. 5 
height:  4/6  field 

2 colored  squares,  1/6  field 
2 uncolored  squares;  1/6  field 


NTSC 


PALM 


^ G-Y 

= 0 

Y = 54  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B— Y) 

-(B-Y) 

= 0.26 

= 0.26 

= 0.46 

= 0.46 

A 

A 

□ 

□ 

+ (R-Y) 

-(R-Y) 

±(B— Y) 

T(B-Y) 

= 0.26 

= 0.26 

= 0.46 

= 0.46 

L 

Reference  Y = 54  % 

J 

PAL  B,D,G,H,I,N 


r G-Y 

= 0 

Y = 50  % N 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B-Y) 

-(B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

A 

A 

□ 

□ 

+ (R-Y) 

-(R-Y) 

±(B— Y) 

^ (B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

Reference  Y = 50  % 


SECAM  ★ 


n 

1 1 1 1 1 

def.  Lines  0.8  ...  4.8  MHz 
1 1 i 1 1 

\ 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

Reference  wmte  r = rs  % 


4 horizontal  bars 
multiburst  (definition  lines) 
color  bar 

amplitudes:  30/0/30/0 
color  bar 

amplitudes:  30/0/30/0 


M = magenta,  Y = yellow,  C = Cyan,  G = green, 

R = red,  B = blue,  BK  = black 

* for  all  instruments  with  remote  control,  see  Section 


12.4. 
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12.  Purity  Patterns  3 primary  colors: 

red,  green,  blue; 

3 complementary  colors: 
magenta,  yellow,  cyan; 
white  100%  Y,  black 

Amplitudes  100/0/75/0  TV  system  B,D,G,H,I,N;  K,K1  ,L* 

* SECAM  only  PM  5418 
77/7.5/77/7.5  TV  system  M 


4.8.2  Twofold  Combination  of  Test  Patterns 

Contents 


Special 


as  basic  patterns, 
except  white  pattern 
+ color  bar: 
amplitudes 

75/0/75/0  625  line  systems 

77/7.5/77/7.5  525  line  systems 

center  cross  + purity  patterns: 
no  chroma  blanking  for  lines 


4.8.3  Threefold  Combination  of  Test  Patterns 


1 . Circle  with  all  double  combinations 


2.  Pattern  combination 
greyscale 

bar  1: 

greyscale 

3 horizontal  bars 

color  bar 

bar  2: 

color  bar 

multiburst 

100/0/75/0 

625  line  systems 

bar  3: 

77/7.5/77/7.5 

multiburst 

525  line  systems 

4.8.4  Fourfold  Combination  of  Test  Patterns 

1 . Circle 

greyscale 
color  bar 
multiburst 


as  triple  combination 
with  circle,  see  above 
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2. 


3. 


Pattern  combination 

5 horizontal  bars 

greyscale 

bar  1 : 

greyscale 

1/6  field 

color  bar 

bar  2: 

color  bar 

1/6  field 

multiburst 

100/0/75/0 

625  line  systems 

VCR 

77/7.5/77/7.5 

525  line  systems 

bar  3: 

multiburst 

1/6  field 

bar  4: 

(R-Y)  saturation 

2/6  field  B-Y=0 

steps 

as  bar  3 of  VCR  pattern  no. 

bar  5: 

white  square  step- 

1/6 field 

wise  moving  from 
right  to  left 
on  black  bar 

as  bar  4 of  VCR  pattern  no. 

Pattern  combination 

6 horizontal  bars 

greyscale 

bar  1: 

greyscale 

1/6  field 

color  bar 

bar  2: 

color  bar 

1/6  field 

multiburst 

100/0/75/0 

625  line  systems 

DEM 

77/7.5/77/7.5 

525  line  systems 

bar  3: 

multiburst 

1/6  field 

PAL  B,D,G,H,I 

PALM 

NTSC 

SECAM 

bar  4:  DEM 

4 colored  squares 
Y = 50  % 

+ 1/— 1=0.25;  Q=0 

+Q/-Q=0.25;  1=0 

4 colored 
Y = 5 
+ 1/— 1=0.2 
+Q/-Q=C 

squares 

4% 

3;  Q=0 

1.23;  1=0 

8 color  bars  as 
bar  2 of  DEM 

bar  5:  DEM 

4 colored  squares 
as  bar  2 of  DEM 

4 colored  squares 
as  bar  2 of  DEM,  PAL  M 

8 color  bars  as 
bar  3 of  DEM 

bar  6:  DEM 
2 uncolored  squares 

Y = 50  % 

± (R-Y) =0.28;  B-Y=0 
±(B-Y)=0.5;  R— Y=0 

2 uncolored  squares 

Y = 5 
±(R-Y)=0.S 
± (B-Y)=0.‘ 

2 ’Venetian  blind’ 
squares 

4% 

26;  B-Y=0 
16;  R— Y=0 

as  bar  4 of  DEM 

Y = 75  % 
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Special  Test  Patterns 

1 . Three  Horizontal  Bars 

Amplitudes 

100/0/75/0 

77/7.5/77/7.5 

625  line  systems 
525  line  systems 

Bari 

2 uncolored  squares 

4/6  field 

grey  as  3rd  step 
of  greyscale 

left  square 

grey  as  6th  step 
of  greyscale 

right  square 

Bar  2 

greyscale 

1/6  field 

as  basic  pattern  no.  7 

Bar  3 

color  bar 

1/6  field, 

as  standard  color  bar  no.  1 0 

2.  Six  Horizontal  Color  Bars 

1/6  field  each 

Amplitudes 

-/— /75/0 
-1-17717.5 

625  line  systems 
525  line  systems 

bar  1 : yellow 
bar  2:  cyan 
bar  3:  green 
bar  4:  magenta 
bar  5:  red 
bar  6:  blue 

3.  Black/White  Pattern 

symmetrical  black/white 
pattern 

Amplitude 

100/0/—/— 

100/7.5/-/- 

625  line  systems 
525  line  systems 

CHARACTERISTICS  PM  5415  / PM  5418 
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4.  100  Hz  TEST  b/w  pattern, 

with  color  burst 


625  Line  Systems 

525  Line  Systems 

field  1 

field  2 

field  1 

field  2 

Description 

consisting  of  three  horizontal  sections 

Section  1 

4 horizontal  white  lines  on  black  background 

- Line  1 

line  62 

— 

line  54* 

— 

- Line  2 

line  72 

line  72 

line  62* 

line  62* 

- Line  3 

lines  82+83 

line  82 

lines  70+71* 

line  70* 

- Line  4 

lines  92+93 

lines  92+93 

lines  79+80* 

lines  79+80* 

Section  2 

4 vertical  white  lines  on  black  background 

- Top 

line  118 

line  118 

line  102* 

line  102* 

(except  first  line) 

(except  first  line) 

- Bottom 

line  165 

line  165 

line  141* 

line  141* 

(except  first  line) 

(except  first  line) 

Leading  edge  after  start  of  sync  pulse  (ps) ; width  (ps) 

- Line  1 

16.85  ; 0.2 

— 

16.55  ; 0.2 

— 

- Line  2 

30.05  ; 0.2 

30.05  ; 0.2 

29.85  ; 0.2 

29.85  ; 0.2 

- Line  3 

43.25  ; 0.4 

43.25  ; 0.2 

43.15  ; 0.4 

43.15  ; 0.2 

- Line  4 

56.45  ; 0.4 

56.45  ; 0.4 

56.45  ; 0.4 

56.45  ; 0.4 

Section  3 

4 diagonal  white  lines  on  black  background 

- Top 

line  167 

line  167 

line  142* 

line  142* 

(except  first  line) 

(except  first  line) 

- Bottom 

line  214 

line  214 

line  181* 

line  181* 

(except  first  line) 

(except  first  line) 

Leading  edge  after  start  of  sync  pulse  top  / bottom  (ps) ; width  (ps) 

- Line  1 

12.05/21.45  ; 0.2 

— 

12.6/20.3  ; 0.2 

— 

- Line  2 

25.25  / 34.65  ; 0.2 

25.25  / 34.65  ; 0.2 

25.9  / 33.6  ; 0.2 

25.9  / 33.6  ; 0.2 

- Line  3 

38.45  / 47.85  ; 0.4 

38.45  / 47.85  ; 0.2 

39.2  / 46.9  ; 0.4 

39.2  / 46.9  ; 0.2 

- Line  4 

51.65/61.05  ; 0.4 

51.65/61.05  ; 0.4 

52.5  / 60.2  ; 0.4 

52.5  / 60.2  ; 0.4 

* subtract  3 lines  for  PAL  M 


Fig.  12  1 00  Hz  Test  Pattern; 
625  / 525  Lines; 
Aspect  Ratio  4:3 
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4.9  SYNCHRONIZATION 


Line  and  field  synchronization 


625  line 

525  line 

systems 

systems 

No.  of  lines  per  frame 

625 

525 

624 

524 

Line  frequency 

15625  Hz 

15734.26  Hz 

- Tolerance 

<0.4  Hz 

<0.4  Hz 

<0.08  Hz 

<0.08  Hz 

Field  frequency 

50  Hz 

59.94  Hz 

Sync  output  signal 


Impedance 

Line  pulse  amplitude 
Field  pulse  amplitude 

Polarity 


4.10  SOUND  PART 

Sound  input 

Impedance 

Max.  input  voltage 

Bandwidth 


Sound  output 

Impedance 

Voltage 


6kQ 

2.6  ±0.3  V 
5 ±0.2  V 

negative  pulses 


0.5  MQ 
±40  V 

40  Hz  ...  15  kHz 


1 kQ 
0.4  V 
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according  to  TV  system, 
with  interlacing;  no  interlacing 
with  white  crosshatch 


white  crosshatch 

standard  versions 
NICAM/BTSC  sound  and 
-TXI/TDSI  versions 


BNC  connector 
combined  signal  with  line  and 
field  sync  pulses  with  amplitude 
difference 


SECAM  sound  only  PM  541 8 
5 pin  DIN  connector,  AUDIO  IN 


Scart  (Euro-AV)  connector 
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4.10.1  Mono  Sound 


Sound  carrier  on/off  switchable; 

coupled  with  line  frequency 


Frequency 

4.5  MHz 

M,N 

5.5  MHz 

B,G,H 

6.0  MHz 

1 

6.5  MHz 

D;K,K1,L* 

(*  SECAM  only  PM  5418) 

Tolerance 

<30  ppm 

standard  versions 

Tolerance 

<1  ppm  (at  23  °C) 

] NICAM/BTSC  sound  and 

Temperature  drift 

2 ppm 

> -TXI/TDSI  versions 

Aging 

2 ppm/year 

J 

Vision/sound  carrier 

13  dB 

M,N 

ratio 

13  dB 

B,G,H 

12  dB 

1 

11  dB 

D,K,K1  ,L 

Sound  modulation 

internal 

on/off  switchable 

external 

on/off  switchable 

Type  of  modulation 

FM 

frequency  modulation 

AM 

amplitude  modulation 
(only  PM  5418) 

FM  frequency  modulation 

all  TV  systems  except  SECAM  L 

pre-emphasis 

50  [rs 
75  |xs 

B,D,G,H,I,K,K1 

M,N 

FM  INTERN 

1 ±0.1  kHz 

sinewave 

Modulation  deviation 

30  ±2  kHz 

B,G,H  I 

28  ±6  kHz 

1 1 

measurement  with 

26  ±6  kHz 
15  ±5  kHz 

D,K,K1  1 
M,N  J 

de-emphasis 

FM  EXTERN 

0.4  V 

0.4  V will  give  same  deviation  as 
with  internal  modulation; 
measurement  with 
de-emphasis 

AM  amplitude  modulation 

SECAM  L (only  PM  5418) 

AM  INTERN 
Modulation  degree 

1 ±0.1  kHz 
50  % ±3  % 

einawava 

AM  EXTERN 

0.4  V 

0.4  V will  give  same  degree  as 

with  internal  modulation 
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4.11  Y/C&  RGB  UNIT 

OUTPUT  Signals 
1.  RED/GREEN/BLUE 

Impedance  75  Q 

Voltage  (pp) 

- 625  line  systems  0.7  ± 0.05  V 

- 525  line  systems  0.71 4 ± 0.05  V 


Black  level  lift  0.054  ± 0.006  V 

(setup) 

DC  blanking  level  0.5  ...  0.85  V 

All  test  patterns  are  available,  but  there  are  two  remarks: 

DEM  signals 

- PAL/NTSC 

- SECAM 


VCR  signals 


BNC  connectors  (rear  panel) 


V into  75  Q 
> amplitude  blanking 
J level  - 1 00  % 

for  525  lines 


only  luminance  part  is  fed  out 
color  bar 30/0/30/0  represented 
asR  = B = G = 0 

bar  3,  saturation  steps: 
only  luminance  part  is 
presented 


2.  PAL/NTSC  SUBCARRIER  BNC  connector 

(not  for  SECAM) 


Impedance 
Voltage  (pp) 

75  Q 

1 ±0.15  V 

into  75  Q 

3.  Composite  SYNC 

BNC  connector  (rear  panel) 

Impedance 
Voltage  (pp) 
Polarity,  level 

75  Q 
2 ±0.3  V 
negative  going 

into  75  Q 
related  to  0 V 

4.  SYNC  in  GREEN 

TV  systems 

625  line 
systems 

525  line 
systems 

Sync  level 

-43%  ±3% 

-40%  ±3% 

100%  = black  to  white 
* SECAM  only  PM  5418 

Selection 

internal  by  jumper  on  pcb 

- Sync  in  green 

- no  Sync  in  green 
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5.  Y/C  signal 

S-connector  4 pins 
(rear  panel) 

Y-signal  (luminance) 

Y-signal  at  pin  no.  3 
Y-ground  at  pin  no.  1 

Impedance 

75  Q 

Nom.  output  level  (pp) 

1 V 

into  75  Q 

- Tolerance 

±10% 

TV  systems 

626  line 

525  line 

systems 

systems 

Sync  level 

-43%  ±3% 

-40%  ±3% 

100%  = black  to  white 

Blanking  level 

0% 

0% 

Black  level 

0% 

7.5  % ±2.5  % 

White  level 

100% 

100% 

* SECAM  only  PM  5418 

C-signal  (chroma) 

complete  chroma  signal  incl. 
color  burst  of  CVBS-signal 

C-signal  at  pin  no.  4 
C-ground  at  pin  no.  2 

Impedance 

75  Q 

Output  level 

into  75  £2 

- Nominal  value 

100%  ±5% 

in  stop  position 
CHROMA  AMPLITUDE 

- Setting  range 

0...  150% 

on/off-switchable 

4.12  POWER  SUPPLY 

Line  voltage 

AC  Power 

- Nominal  voltages 

100  V,  120  V,  220  V,  or  240  V 
selectable  by  switch  on  the  rear  panel 

- Operating  range/limits 

±10% 

Line  frequency 
- Nominal 

50  Hz  / 60  Hz 

— Operating  range/limits 

±5% 

Power  consumption 

46  VA 

PM  5415 /PM  5418 

54  VA 

PM  5418TXI,  -TDSI 

Line  power  cords 

alternatively  supplied  for: 
Universal  Europe 

North  America 

unitea  wngaom 

Switzerland 

Australia 
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ENVIRONMENTAL  CONDITIONS 


Environment 

Laboratory  equipment 

Class  5 

(*) 

Temperature  range 

- Reference 

+23  C ±1  C 

- Operating 

+ 5 °C  to  +50  °C 

- Non-operating 

-40  °C  to  +70  °C 

Humidity 

- Operating  (no  condensation) 

relative  humidity 

5 °Cto  +10  °C 

not  controlled 

+ 11  °Cto  +30  °C 

95%  ±5% 

(*) 

+31  °C  to  +40  °C 

75%  ±5  % 

(*) 

+41  °C  to  +50  °C 

45%  ±5% 

(*) 

- Non-operating 

5 % to  95  % 

Vibration 

- Operating 

0.33  mrrip-p  at  5 Hz  to  55  Hz 
(2  g at  55  Hz) 

(*) 

- Non-operating 

0.70  mmp_p  at  1 0 Hz  to  55  Hz 
5 gat  55  Hz  to  150  Hz 

Shock 

- Operating 

— Bench  handling  1 00  mm  or  45°/4  x 4 edges  (*) 


- Transport 


8 corners  / 1 2 edges  / 6 surfaces,  (*) 
drop  height  0.76  m (UN-D  1400)  (*) 


Heat  radiation: 


direct  sunlight  radiation  not  allowed 


Operation  position 


normally  upright  on  feet  or  in  sloping  position 
on  tilting  support 


Warm-up  time 


30  minutes 

(*)  according  to  MIL-T-28800D 


SAFETY  AND  QUALITY  DATA,  CABINET 

Safety  According  to  Low  Voltage  Directive  73/23/EEC 

EN  61010-1  CAT  II  Poll.  Degree  2 

CAM/CSA— C22.2  Mo  1010-1 

EMC  Electromagnetic  Compatibility  Directive 

89/336/EEC 

Emission  acc.  to  EN  5501 1 , Group  1 , Class  B 
Immunity  acc.  to  EN  50082-1 : 
inclusive  EN  61000-4-2,  -3  and  -4. 

FCC  Regulation  47  CFR,  Part  15,  Subpart  B, 
Class  A 
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Call  rate  <0.1 0/year 

MTBF  20,000  hours 


Overall  dimensions: 

Height 

Width 

Depth 


140  mm 
300  mm 
400  mm 


Weight 


7.8  kg  (17.2  lb)  - PM  5415  / PM  5418 
8.4  kg  (18.5  lb)  - versions  -TXI,  -TDSI 


4.15  ACCESSORIES 

4.15.1  Standard  Operating  Manual  inclusive 

Operating  Card  and  Programming  Card 
power  cable 
spare  fuse 

4 rubber  feet  for  lateral  position 
PM  9538/01  RF  cable  BNC-TV  connector  758 
PM  9547G  IEEE  Interface  with  connecting 
cable  (only  for  PM  5418  TXI/-TDSI  versions) 
Y/C  connection  cable  (only  for  Y/C  versions) 
only  PM  5418  with  BTSC: 

RF  cable  BNC  - F-connector 
Euro-AV  cable  (Scart)  - Cinch 


Table  of  Connections 


SCART 
Pin  No. 

Cinch 

Connector 

Function 

19 

yellow 

Video  Output 

1 

red 

Audio  right  Channel 

3 

white 

Audio  left  Channel 

17 

Video  Ground 

4 

Audio  Ground 

4.15.2  Optional 

PM  9539/01 
PM  9546 
PM  9553G 
PM  9561 G 
PM  9075 


RF  cable  with  imped,  transformer  75  Q/>300  Q 

universal  chroma  unit 

Y/C  & RGB  unit 

1 9”  rack  mount  adapter 

cable  75  Q,  BNC-BNC 


Service  Manual 
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5 LIMITED  WARRANTY  & LIMITATION  OF  LIABILITY 

Each  Fluke  product  is  warranted  to  be  free  from  defects  in  material  and  workmanship  under 
normal  use  and  service.  The  warranty  period  is  one  year  and  begins  on  the  date  of  shipment. 
Parts,  product  repairs  and  services  are  warranted  for  90  days.  This  warranty  extends  only  to  the 
original  buyer  or  end-user  customer  of  a Fluke  authorized  reseller,  and  does  not  apply  to  fuses, 
disposable  batteries  or  to  any  product  which,  in  Fluke’s  opinion,  has  been  misused,  altered, 
neglected  or  damaged  by  accident  or  abnormal  conditions  of  operation  or  handling.  Fluke 
warrants  that  software  will  operate  substantially  in  accordance  with  its  functional  specifications 
for  90  days  and  that  it  has  been  properly  recorded  on  non-defective  media.  Fluke  does  not 
warrant  that  software  will  be  error  free  or  operate  without  interruption. 

Fluke  authorized  resellers  shall  extend  this  warranty  on  new  and  unused  products  to  end-user 
customers  only  but  have  no  authority  to  extend  a greater  or  different  warranty  on  behalf  of  Fluke. 
Warranty  support  is  available  if  product  is  purchased  through  a Fluke  authorized  sales  outlet  or 
Buyer  has  paid  the  applicable  international  price.  Fluke  reserves  the  right  to  invoice  Buyer  for 
importation  costs  of  repair/replacement  parts  when  product  purchased  in  one  country  is 
submitted  for  repair  in  another  country. 

Fluke’s  warranty  obligation  is  limited,  at  Fluke’s  opinion,  to  refund  of  the  purchase  price,  free  of 
charge  repair,  or  replacement  of  a defective  product  which  is  returned  to  an  Fluke  authorized 
service  center  within  the  warranty  period. 

To  obtain  warranty  service,  contact  your  nearest  Fluke  authorized  service  center  or  send  the 
product,  with  a description  of  the  difficulty,  postage  and  insurance  prepaid  (FOB  Destination),  to 
the  nearest  Fluke  authorized  service  center.  Fluke  assumes  no  risk  for  damage  in  transit. 
Following  warranty  repair,  the  product  will  be  returned  to  Buyer,  transportation  prepaid  (FOB 
Destination).  If  Fluke  determines  that  the  failure  was  caused  by  misuse,  alteration,  accident  or 
abnormal  condition  of  operation  or  handling,  Fluke  will  provide  an  estimate  of  repair  costs  and 
obtain  authorization  before  commencing  the  work.  Following  repair,  the  product  will  be  returned 
to  the  Buyer  transportation  prepaid  and  the  Buyer  will  be  billed  for  the  repair  and  return  trans- 
portation charges  (FOB  Shipping  Point). 

THIS  WARRANTY  IS  BUYER’S  SOLE  AND  EXCLUSIVE  REMEDY  AND  IS  IN  LIEU  OF  ALL  OTHER 
WARRANTIES,  EXPRESS  OR  IMPLIED,  INCLUDING  BUT  NOT  LIMITED  TO  ANY  IMPLIED 
WARRANTY  OF  MERCHANTABILITY  OR  FITNESS  FOR  A PARTICULAR  PURPOSE.  FLUKE 
SHALL  NOT  BE  LIABLE  FOR  ANY  SPECIAL,  INDIRECT,  INCIDENTAL  OR  CONSEQUENTIAL 
DAMMAGES  OR  LOSSES,  INCLUDING  LOSS  OF  DATA,  WHETHER  ARISING  FROM  BREACH 
OF  WARRANTY  OR  BASED  ON  CONTRACT,  TORT,  RELIANCE  OR  ANY  OTHER  THEORY. 

Since  some  countries  or  states  do  not  allow  limitation  of  the  term  of  an  implied  warranty,  or 
exclusion  or  limitation  of  incidental  or  consequential  damages,  the  limitations  and  exclusions  of 
this  warranty  may  not  apply  to  every  buyer.  If  any  provision  of  this  Warranty  is  held  invalid  or 
unenforceable  by  a court  of  competent  jurisdiction,  such  holding  will  not  affect  the  validity  or 
enforceability  of  any  other  provision. 


Fluke  Corporation  or 

P.O.  Box  9090 
Everett,  WA 
98206-9090 


Fluke  Industrial  B.V. 
P.O.  Box  680 
7600  AR 
Almelo 

The  Netherlands 


FLUKE 


DECLARATION  OF  CONFORMITY 

for 


FLUKE 

Color  TV  Pattern  Generator 
PM  5415 /PM  5418 


Manufacturer 

Fluke  Industrial  B.V. 
Lelyweg  1 
7602  EA  Almelo 
The  Netherlands 


Statement  of  Conformity 

Based  on  test  results  using  appropriate  standards,  the  product  is  in  conformity  with 
Electromagnetic  Compatibility  Directive  89/336/EEC 
Low  Voltage  Directive  73/23/EEC 


Sample  tests 

Standards  used: 

EN  50081-1  (1992) 

Electromagnetic  Compatibility  Generic  Emission  Standard: 
EN  5501 1 Group  I Class  B 

EN  50082-1  (1992) 

Electromagnetic  Compatibility  Generic  Immunity  Standard: 
EN  61000-4-2,  -3  and  -4. 

EN  61010-1  (1994)  CAT  II  Pollution  Degree  2 
Safety  Requirements  for  Electrical  Equipment  for  Measurement, 
Control,  and  Laboratory  Use. 


The  tests  have  been  performed  in  a typical  configuration. 

This  Conformity  is  indicated  by  the  symbol  C€  , i.e.  “Conformite  Europeenne”. 
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6 TELETEXT  (TOP/FLOF),  DIDON  ANTIOPE 

Supplement  to  the  Operating  Manual  PM  5415  / PM  5418 

This  supplement  contains  additional  and  replacement  information  for  the  PM  5415  / PM  5418 
Operating  Manual  and  concerns  the  following  instrument  versions: 

PM  5415  TX  with/without  Y/C,  PM  5415  TN  with/without  Y/C 
PM  541 8 TX  with/without  Y/C,  PM  541 8 TD  with/without  Y/C 
PM  5418  TXI  with  Y/C 

CONTENTS 

6.1  GENERAL 

6.1.1  UK-Teletext 

6.1 .2  TOP  (Table  of  pages) 

6.1.3  FLOF/FASTEXT 

6.1.4  VPT  (VCR  programming) 

6.1 .5  Didon  Antiope  Teletext 

6.2  OPERATING  THE  INSTRUMENT 

6.2.1  Controls  and  Connectors  (Modifications) 

6.2.2  Operation 

6.2.3  Contents  of  Teletext  Pages  (TOP/FLOF) 

6.2.4  Contents  of  Didon  Antiope  Text-Pages 

6.2.5  Checking  and  Adjusting 

6.3  CHARACTERISTICS 

6.1  GENERAL 

This  instrument  generates  UK-Teletext  and  Didon  Antiope  Teletext  for  the  TV  systems  PALB,G,H,I, 
and  SECAM.  The  Teletext  test  signals  serve  for  adjustment  and  functional  control  of  teletext 
decoders  in  videocassette  recorders  and  TV  sets. 

The  instrument  checks  the  teletext  functions  TOP,  FLOF/FASTEXT,  and  VPT.  These  functions 
provide  enhanced  speed  and  ease  of  access  to  teletext  or  programming  of  VCR’s. 

Instruments  with  NICAM  sound  or  with  IEEE-488  Interface  have  an  improved  accuracy  of  3 ppm 
for  the  data  synchronization  frequency  for  teletext. 

Teletext  is  an  additional  information  service  being  offered  by  many  TV  broadcast  stations  via 
normal  TV  channels.  During  some  lines  in  the  vertical  blanking  period,  the  teletext  data  are  serially 
transmitted  and  are  invisible  in  the  normal  picture.  The  data  are  stored  in  the  memory  of  the  teletext 
decoder  of  the  TV  or  the  VCR  and  can  be  called  up  by  page  number  respectively  subjects  via  the 
remote  control.  Operation  and  memory  capacity  for  instruments  with  teletext  have  been  improved 
and  extended  in  the  last  few  years. 
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6.1.1  UK-Teletext 

A teletext  page  consists  of  a maximum  of  24  rows,  each  of  which  can  contain  40  characters.  The 
first  text  row,  the  page  header,  may  contain  information  such  as  page  number,  time,  and  date.  The 
data  transmitted  in  a TV  line  correspond  to  the  text  row  of  a page.  For  transmitting  teletext  data, 
8-bit  words  are  used,  consisting  of  seven  information  bits  and  one  parity  bit. 

Teletext  information  can  be  transmitted  in  lines  7 to  22  for  the  first  frame,  and  in  lines  320  to  335 
for  the  second  frame.  The  teletext  data  in  PM  541 5 and  PM  541 8 are  generated  in  lines  20, 21  and 
333,  334.  For  further  information  about  position  and  levels  of  a teletext  data  line  see  Fig.  2. 

For  TOP  and  FLOF/FASTEXT,  another  menu  line,  text  line  25  at  the  lower  border  of  the  TV  screen, 
is  transmitted.  For  older  instruments  without  the  TOP/FLOF  function,  this  additional  information 
is  ignored. 


6.1 .2  TOP  (Table  of  Pages) 

TOP  teletext  is  an  extended  teletext  service,  that  can  be  received  via  a TOP  teletext  decoder.  At 
the  present  time  it  is  transmitted  by  ARD  and  ZDF  in  Germany.  TOP  improves  the  speed  and  ease 
of  access  to  teletext. 

The  teletext  pages  are  grouped  according  to  subjects.  The  menu  line  at  the  bottom  of  the  screen 
contains  additional  information  that  is  selected  via  the  colored  keys  of  the  remote  control.  In  some 
teletext  decoders,  these  teletext  pages  have  been  stored  before,  so  they  are  immediately 
available.  The  special  colored  keys  on  the  remote  control  provide  the  following  functions: 


Key  color 

Remarks 

White  (i)  = Index  page 
(INDEX) 

Survey  of  pages 

Red  = - 

Leads  back  to  the  last  page  selected 

Green  = e.g.  subject  block 

Leads  to  the  next  block 

Yellow  = e.g.  subject  group 

Leads  to  the  first  page  of  the  next  group 

Blue  = + 

Leads  to  the  next  page 

6.1 .3  FLOF  (Full  Level-One  Features)  / FASTEXT 

FLOF/FASTEXT  is  an  extended  teletext  service,  that  can  be  received  via  a FLOF  teletext  decoder. 
At  the  present  time,  it  is  transmitted  by  the  British  BBC  and  will  be  introduced  in  several  Western 
European  countries.  FLOF/FASTEXT  improves  the  speed  and  ease  of  access  to  teletext. 

The  teletext  pages  are  grouped  according  to  subjects.  The  menu  line  at  the  bottom  of  the  screen 
contains  four  additional  prompts  that  can  be  selected  via  corresponding  colored  keys  on  the 
remote  control. 

For  this  the  colored  keys  red,  green,  yellow  and  blue,  from  left  to  right,  are  used.  The  white  key 
’i’  selects  the  assigned  index  page. 

In  some  teletext  decoders  these  teletext  pages,  shown  by  the  prompts,  have  been  stored  before, 
so  they  are  immediately  available. 
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6.1 .4  VPT  (Video  Recorder  Programming  by  Teletext) 

VPT  improves  the  speed  and  ease  of  operation  and  programming  of  VCR  timers.  To  use  VPT,  your 
VCR  must  be  equipped  with  ateletext/VPT  decoder.  For  preprogrammed  recording,  the  following 
data  must  be  stored  in  the  VCR  TIMER  block: 

- Date  for  recording 

- Program  number  of  the  transmission 

- Start/stop  time  for  recording 

These  data  can  be  copied  directly  from  the  corresponding  program  survey  of  the  teletext  service. 
The  VPS  data  transmitted  during  the  TV  transmission  automatically  provide  correct  recording  of 
the  required  program. 


6.1 .5  DIDON  ANTIOPE  Teletext 

The  French  teletext  system  'Didon  Antiope’  is  mainly  sent  in  France  in  the  TV  system  SECAM  L. 

As  for  teletext,  the  Antiope  data  are  serially  transmitted  in  the  vertical  blanking  period  over  lines 
that  are  not  visible  on  the  TV. 

While  coding  of  the  transmitted  text  data  in  the  teletext  system  is  closely  related  to  the  structure 
of  the  TV  signal  (one  text  line  is  always  sent  during  a TV  line),  this  close  connection  is  not  valid 
for  the  Antiope  system.  Start  and  stop  of  text  pages  and  text  lines  are  controlled  by  additional 
paging  and  movement  codes.  Each  page  consists  of  24  rows  of  40  characters  each  (maximum). 
An  additional  page  header  (En-tete  de  page)  may  contain  information  such  as  page  number,  time, 
and  date. 

The  Antiope  information  can  be  transmitted  in  lines  6 to  22  for  the  first  frame,  and  in  lines  31 9 to 
335  for  the  second  frame.  The  Antiope  signal  in  PM  5415  and  PM  5418  is  generated  in  lines  20, 
21 , and  333,  334.  For  further  information  about  position  and  levels  of  a Didon  Antiope  data  line, 
see  Fig.  3. 
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6.2  OPERATING  THE  INSTRUMENT 

6.2.1  Controls  and  Connectors  (Modifications) 

Controi/Connector  Function 


Front  panel 


TXT  OFF 

Key  for  turning  ON/OFF  the  Teletext 

(only  for  PM  5415); 

■i 

PM  5418  generates  Teletext  automatically  in 

standard  TV  systems;  cannot  be  switched  off. 

Rear  panel 

<s> 
1 1 

Switch:  UK-TT/AUTO/ANTIOPE 

u 

UK-TT 

AUTO 

Switch  serves  for  selection,  whether  UK-Teletext, 

H 

ANTIOPE 

Antiope  respectively  Teletext  or  Antiope  is 

<s> 

automatically  generated  in  the  selected  TV  system. 

0 

Switch:  TOP/FLOF 

TOP 

For  Teletext,  TOP  or  FLOF  can  be  selected. 

■ 

FLOF 

<s> 


6.2.2  Operation 

PM  5415:  The  TXT  ON/TXT  OFF  key  switches  Teletext  on  or  off.  Two  switches  on  the  rear  panel 
select  the  teletext  system.  When  the  UK-Teletext/AUTO/ANTIOPE  switch  is  set  to  AUTO,  the  tele- 
text system  depends  on  the  selected  TV  system  (PAL/NTSC  thumbwheel  switch),  see  table. 


AUTO  mode: 


TV  system:  PAL 

NTSC 

SECAM 

B/G/H 

1 

D 

N 

M 

M 

4.43 

B/G/H  D/K/K1 

L 

UK-Teletext 

Teletext  OFF 

Antiope 
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In  the  two  further  positions  of  the  UK-TT/AUTO/ANTIOPE  switch,  either  UK-Teletext  or  ANTIOPE 
is  switched  in,  independent  of  the  selected  TV  system.  PAL  M and  NTSC  systems  do  not  allow 
teletext  operation  at  all. 

The  TOP/FLOF  switch  on  the  rear  panel  selects  TOP  or  FLOF  for  UK-Teletext. 

PM  541 8 has  no  key  to  switch  Teletext  on  or  off. 

The  controls  on  the  rear  panel  are  identical  with  PM  5415. 

Teletext  is  automatically  generated  in  the  assigned  TV  system. 


Note: 

For  the  Crosshatch  pattern,  Teletext  is  always  switched  off;  Crosshatch  has  no  line  interlacing. 

If  necessary,  read  the  operating  instructions  of  your  TV  equipment  with  regarding  to  the 
facilities  of  the  teletext  decoder  and  how  to  operate  teletext. 

6.2.3  Contents  of  Teletext  Pages  TOP/FLOF 

The  instrument  offers  18  different  text  pages  for  FLOF  and  19  pages  for  TOP  operation.  Instru- 
ments that  cannot  handle  TOP  or  FLOF  data  ignore  this  additional  information. 

For  VPT  (Video  Programming  by  Teletext)  test  purposes,  teletext  page  300  is  available  in  German 
and  page  310  is  available  in  English.  The  scheduled  transmission  times  are  shown  in  white,  the 
changed  ones  in  magenta.  By  pressing  the  REVEAL  key  on  the  remote  control,  the  concealed 
times  and  data  can  additionally  be  shown.  The  operating  instructions  of  your  Video  Recorder 
show  you  how  to  program  using  VPT. 
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The  teletext  pages  show  the  following  contents  (software  version  3.2): 


Page 

Contents 

Remarks/Application 

100 

Index  page 

Notice  to  the  selected  mode 
TOP  or  FLOF 

101 

Clock  cracker 

Special  bit  pattern  for  check  and 
adjustment,  page  update 

102 

Testpage 

Character  set,  mosaic  graphics,  color  bar, 
white/black  background,  reveal  function 

111 

Newsflash 

Window  in  the  video  picture 

150 

Subtitle 

Window  in  the  video  picture 

200 

Character  set  GB 

(England) 

201 

Character  set  D 

(Germany) 

Character  set  *,  graphics,  background, 

202 

Character  set  S/SF 

(Sweden) 

notes  in  local  language; 

203 

Character  set  F 

(France) 

serves  for  checking  the  different 

204 

Character  set  1 

(Italy) 

character  sets 

205 

Character  set  E 

(Spain) 

300 

TV  program  page  VPT-TEST  1 

(German  text) 

1 

( Easy  programming  of  VCR’s 

310 

TV  program  page  VPT-TEST 

using  VPT  teletext 

(English  text) 

J 

400 

White  pattern 

Decoder  adjustment,  RGB  signal 

401 

Color  bar  (only  TOP) 

402 

Spec,  teletext  test  signal 

Decoder  check,  memory  test 

403 

Spec,  teletext  test  signal 

Decoder  check,  memory  test 

555 

VIDEOTEXT  (written  characters) 

Presentation 

560 

COLORS  (spec,  color  bars) 

Decoder  adjustment,  RGB  signal 

* The  character  sets  can  be  shown  completely  only,  if  the  decoder  of  the  receiver 
offers  this  possibility. 


TOP  FLOF 


Colors  red  green  yellow  blue  red  green  yellow  blue 

Fig.  1 Presentation  of  a Teletext  Page  for  TOP  and  FLOF/FASTEXT 
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6.2.4  Contents  of  Didon  Antiope  Text-Pages  (Software  Version  1 .0) 


Magazine 

Page 

Contents/Remarks 

0 

1 

Title  page  (Page  de  garde),  Contents  of  magazines 

96 

10 

Subtitle,  MODE  DE  SOUS-TITRAGE  COMPATIBLE 

100 

1 

250 

251 

252 

253 

1 

( 

C 

'itle  page  (Page  de  garde),  Contents 
Character  set 

special  bit  pattern  ’Clock  cracker’ 

Special  test  patterns,  for  example,  double  character  hight, 
flashing 

(FLASH)  - corresponds  to  the  Antiope  specifications 
(TDF1984) 

500 

100 

ANTIOPE  in  capital  letters  (Page  de  garde) 

6.2.5  Checking  and  Adjusting 

The  teletext  data  signal  consists  of  high  speed  pulses  and  transients  which  are  sensitive  to 
amplitude  and  delay  distortions,  noise,  and  spurious  pulses.  The  success  of  a TV  receiver  to 
decode  the  digital  data  without  error  depends  on  the  amount  of  distortions  in  the  total  signal  path. 
Teletext  data  and  the  analog  TV  signal  are  affected  in  different  ways. 

Many  teletext  lines  of  the  PM  541 5 / PM  541 8 are  especially  generated  for  checks  and  adjustments. 
Adjustments  of  teletext  decoders  depend  on  the  applied  components,  especially  on  the  built-in 
integrated  circuits.  For  detailed  adjustment  procedures  of  teletext  decoders  refer  to  the  appropri- 
ate Service  Manuals. 
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Fig.  2 Identification  and  Levels  of  Teletext  Data  Lines 


possible  antiope  data  lines 


1 

B*finnm«  of  first  fidd 

Line  • 

. ! i — 

I«n|at|«n)at4|as  i|t|S|«|S|t|V|« 

1 • | « i n •«  | a | 

oi  ai 


id; 


End  of  first  field 


[aM|Sii|sntraian|SM>raimimini|ra|m;ai|mini|m|m|mi»7|saai»|SM|mi«|m|SMimim| 


Note: 

Data  Lines  20.  21.  333.  334 


Fig.  3 


Identification  and  Levels  of  Antiope  Data  Lines 
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6.3  CHARACTERISTICS 

Teletext  with  TOP/FLOF  module 


6.3.1  Teletext  Systems 


Selection  of  Teletext  system 


Automatic  selection  on 

- TV  system  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Automatic  selection  off 

- TV  system  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Signal  output 

Video  signal 

Modulated  vision  carrier 


for  instrument  versions  see  page  6 - 1 ; 

TV  standard  SECAM  only  PM  541 8 

Teletext  B (United  Kingdom) 

Teletext  A (France) 

Automatically  with  TV  system 

or  manually  with  UK-TT/AUTO/ANTIOPE  switch 

on  the  rear  panel 

or  remote:  PM  541 8 TXI 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 


UK  Teletext/DIDON  ANTIOPE,  selectable 
DIDON  ANTIOPE/UK  Teletext,  selectable 
DIDON  ANTIOPE/UK  Teletext,  selectable 


VIDEO  OUT,  BNC  connector 
AUDIO/VIDEO  OUT,  Scart  (Euro-AV)  connector 
RF  OUT,  BNC  connector 


6.3.2  Teletext  System  United  Kingdom  (CCIR  System  B) 


6.3.2. 1 System  data 

Signalling  method 
Signal  level  ’0’  level 
Signal  level  T 

- Tolerance 
Bitrate 

Clock  frequency 

- Tolerance 
— Standard 

— Versions  -TD,  -TN,  -TXI 

Data  timing  reference  point 

- Position 
Data  line  content 
Data  shaping 


Binary  NRZ 
Black  level 

66  % of  the  difference  between  black  level 
and  peak  white  level 

±6% 

444  X fH 
6.9375  MHz 

<30  ppm 
<3  ppm 

Peak  level  of  penultimate  ”1  ” 
of  clock  run-in 
11.6  ns  to  13  ns 

360  bits  as  45  bytes  of  8 bits  each 
sin2-filter 
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6.3.2.2  Text  data 

Page  mode 
- Selection  mode 


— PM  5415 
— PM  5418 
Data  lines 

Number  of  pages 

- FLOF  system  selected 
— Contents  FLOF  pages 

— Contents  FLOF  pages  with  PSF 
(Preselection  Function) 

- TOP  system  selected 
— Contents  TOP  pages 

— Contents  TOP  pages  with  VPT 

6. 3. 2. 3 FLOF/FASTEXT/TOP  system 

FLOF/FASTEXT  system  selected 

TOP  system  selected 


On/off  switchable 

with  TXT  OFF/TXT  ON  key 

Always  selected 

20,  21 , 333,  and  334 


1 8 different  pages 
page  numbers: 

100, 101, 102,  111,  150,  200, 

201 , 202, 203, 204,  205,  300, 

310,  400,  402,  403,  555,  560 
page  numbers: 

300,310 

19  different  pages 
page  numbers: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

310,  400,  401 , 402,  403,  555,  560 

page  numbers: 

300,  310 


Selectable  with  FLOF/TOP  switch  on  the  rear  panel 
Combination  of: 

FLOF/FASTEXT  access  system  to  teletext  pages 
PSF  (PDC  preselection  function) 

Combination  of: 

TOP  access  system  to  teletext  pages 
VPT  (preselection  function) 
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6.3.3  DIDON  ANTIOPE  Teletext  System  (CCIR  System  A) 


6.3.3. 1 System  data 

Signaling  method 
Signal  level  ’0’ 

Signal  level  T 

- Tolerance 

Bitrate 

Clock  frequency 

- Tolerance 
— Standard 

— Versions  -TD,  -TN,  -TXI 

Data  timing  reference  point 


- Position 
Data  shaping 


Binary  NRZ 
Black  level 

7/3  of  sync  amplitude 
+0  % to  -10% 

397  x fH 

6.203125  MHz 

<30  ppm 
<3  ppm 

Position  of  the  leading  edge  of  the  half-amplitude  point  of 
the  line  sync  pulse  to  the  half-amplitude  point  of  the  first 
low  to  high  transition  of  the  data  signal 

10.5  ns  ±0.32  [j,s 

sin2-filter 


6. 3. 3. 2 Text  data 

Page  mode 
Data  lines 

- Number  of  pages 

- Contents 


always  selected 

20,  21 , 333,  and  334 
7 

Test  pages  with  different  contents 
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7.1  GENERAL 

This  instrument  generates  UK-Teletext  and  Didon  Antiope  Teletext  for  the  PAL  B,G,H,I  and  SECAM 
TV  systems.  The  Teletext  test  signals  serve  for  adjustment  and  functional  control  of  teletext 
decoders  in  videocassette  recorders  and  TV  sets. 

The  instrument  checks  the  teletext  functions  TOP,  FLOF/FASTEXT,  PDC,  and  CC.  These  func- 
tions provide  enhanced  speed  and  ease  of  access  to  teletext  or  programming  of  VCRs. 
Instruments  with  NICAM  sound  orwith  an  IEEE-488  Interface  have  an  improved  accuracy  of  3 ppm 
for  the  data  synchronization  frequency  for  teletext. 

Teletext  is  an  additional  information  service  being  offered  by  many  TV  broadcast  stations  via 
normal  TV  channels.  During  distinct  lines  in  the  vertical  blanking  period,  the  teletext  data  are 
serially  transmitted  and  are  invisible  in  the  normal  picture.  The  data  are  stored  in  the  memory  of 
the  teletext  decoder  of  the  TV  or  the  VCR  and  can  be  called  up  by  page  number  or  subject  via  the 
remote  control.  Operation  and  memory  capacity  for  instruments  with  teletext  have  been  improved 
and  extended  in  the  last  few  years. 

Section  7.4  onwards  comprises  operating  information  for  the  Programme  Delivery  Control 
(PDC),  Video  Programming  System  (VPS)  and  Closed  Caption  QCC  option  of  the  color  TV 
pattern  generators  of  the  PM  5415  / PM  5418  family. 


7.1.1  UK-Teletext 

A teletext  page  consists  of  a maximum  of  24  rows,  each  of  which  can  contain  40  characters.  The 
firsttext  row,  the  page  header,  may  contain  information  such  as  page  number,  time,  and  date.  The 
data  transmitted  in  a TV  line  correspond  to  the  text  row  of  a page.  For  transmitting  teletext  data, 
8-bit  words  are  used,  consisting  of  seven  information  bits  and  one  parity  bit. 

Teletext  information  can  be  transmitted  in  lines  7 to  22  for  the  first  field,  and  in  lines  320  to  335  for 
the  second  field.  The  teletext  data  in  PM  5415  and  PM  541 8 are  generated  in  lines  13, 14,  20,  21 
and  326, 327, 333, 334.  In  the  SECAM  mode,  teletext  data  are  generated  only  in  lines  20, 21 , 333, 
and  334.  For  further  information  about  position  and  levels  of  a teletext  data  line,  see  Figure  2. 

For  TOP  and  FLOF/FASTEXT,  another  menu  line,  text  line  25  at  the  lower  border  of  the  TV  screen, 
is  transmitted.  For  older  instruments  without  the  TOP/FLOF  function,  this  additional  information 
is  ignored. 
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7.1 .2  TOP  (Table  of  Pages) 

TOP  teletext  is  an  extended  teletext  service  that  can  be  received  via  a TOP  teletext  decoder.  At  the 
present  time  it  is  transmitted  by  ARD  and  ZDF  in  Germany.  TOP  improves  the  speed  and  ease  of 
access  to  teletext. 

The  teletext  pages  are  grouped  according  to  subject.  The  menu  line  at  the  bottom  of  the  screen 
contains  additional  information  that  is  selected  via  the  colored  keys  of  the  remote  control.  In  some 
teletext  decoders,  these  teletext  pages  have  been  stored  before,  so  they  are  immediately 
available.  The  special  colored  keys  on  the  remote  control  provide  the  following  functions: 


Key  color 

Remarks 

White  (i)  = Index  page 
(INDEX) 

Survey  of  pages 

Red  = - 

Leads  back  to  the  last  page  selected 

Green  = e.g.  subject  block 

Leads  to  the  next  block 

Yellow  = e.g.  subject  group 

Leads  to  the  first  page  of  the  next  group 

Blue  = + 

Leads  to  the  next  page 

7.1.3  FLOF  (Full  Level-One  Features)  / FASTEXT 

FLOF/FASTEXT  is  an  extended  teletext  service  that  can  be  received  via  a FLOF  teletext  decoder. 
At  the  present  time,  it  is  transmitted  by  the  British  BBC  and  will  be  introduced  in  several  Western 
European  countries.  FLOF/FASTEXT  improves  the  speed  and  ease  of  access  to  teletext. 

The  teletext  pages  are  grouped  according  to  subject.  The  menu  line  at  the  bottom  of  the  screen 
contains  four  additional  prompts  that  can  be  selected  via  corresponding  colored  keys  on  the 
remote  control. 

Forthisthe  colored  keys  red,  green,  yellow  and  blue,  from  left  to  right,  are  used.  The  white  key  T 
selects  the  assigned  index  page. 

In  some  teletext  decoders  these  teletext  pages,  shown  by  the  prompts,  have  been  stored  before, 
so  they  are  immediately  available. 

7.1.4  VPT  (Video  Recorder  Programming  by  Teletext) 

VPT  improves  the  speed  and  ease  of  VCR  operation  and  programming.  For  this  your  VCR  must 
be  equipped  with  a teletext/VPT  decoder.  For  preprogrammed  recording,  the  VCR  needs  the 
following  data,  which  must  be  stored  in  a TIMER  block: 

- Date  for  recording 

- Program  number  of  the  transmission 

- Start/stop  time  for  recording 

These  data  can  be  copied  directly  to  the  VCR  from  the  corresponding  program  survey  of  the 
teletext  service.  The  VPS  data  transmitted  during  the  TV  transmission  (TV  line  16,  VPS)  automati- 
cally enable  correct  recording  of  the  required  program. 
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For  VPT  test  purposes  this  pattern  generator  offers  page  number  300  VPT  TEST  in  German. 
Select  the  teletext  TOP-mode  via  the  FLOF/TOP  switch  on  the  rear  panel. 

The  scheduled  transmission  times  are  shown  in  white  and  yellow.  The  concealed  VPS  data  are 
shown  in  magenta  when  the  ’REVEAL’  key  on  the  remote  control  has  been  pressed.  The  relevant 
VPT  data,  time,  and  date  on  page  300,  are  identical  to  the  contents  of  VPS  memory  locations 
1 to  4.  When  you  have  programmed  the  VPS  memory  locations,  automatically  the  timer  data,  date 
and  time,  are  changed.  For  programming  VPS,  see  Section  7.4.3.4  ’Changing  VPS  Data’. 

The  VCR  operating  instructions  show  you  how  to  program  the  VCR  using  VPT. 


7.1 .5  PDC,  Video  Recorder  Programming  by  Teletext 

PDC  improves  the  speed  and  ease  of  VCR  operation  and  programming.  For  this  your  VCR  must 
be  equipped  with  a PDC-teletext  decoder.  For  preprogrammed  recording,  the  VCR  needs  the  fol- 
lowing data,  which  must  be  stored  in  a TIMER  block: 

- Date  for  recording 

- Program  number  of  the  transmission 

- Start/stop  time  for  recording 

These  data  can  be  copied  directly  to  the  VCR  from  the  corresponding  program  survey  of  the 
teletext  service.  The  PDC  (RCF  Recorder  Control  Function)  data  transmitted  via  Teletext  automati- 
cally enable  correct  recording  of  the  required  program. 

For  PDC  test  purposes  this  pattern  generator  offers  page  number  300  in  English.  Select  the 
teletext  FLOF-mode  via  the  FLOF/TOP  switch  on  the  rear  panel. 

The  scheduled  transmission  date  and  time  are  shown  in  white  and  yellow  or  white  and  red.  The 
displayed  PDC  data,  date,  and  time  on  page  300,  are  identical  to  the  contents  of  the  PDC  memory 
locations  1 to  9.  When  you  have  programmed  the  PDC  memory  locations  1 to  4,  automatically  the 
timer  data,  date,  and  time,  are  changed.  Locations  5 to  9 contain  fixed  data.  For  programming  the 
PDC,  see  Section  7.4.2.4  ’Changing  PDC  Data’. 

The  operating  instructions  of  your  VCR  shows  you  how  to  program  the  VCR  using  PDC. 


7.1 .6  DIDON  ANTIOPE  Teletext 

The  French  teletext  system  ’Didon  Antiope’  is  mainly  sent  in  France  in  the  SECAM  L TV  system. 

As  for  teletext,  the  Antiope  data  are  serially  transmitted  in  the  vertical  blanking  period  over  lines 
that  are  not  visible  on  the  TV. 

While  coding  of  the  transmitted  text  data  in  the  teletext  system  is  closely  related  to  the  structure 
of  the  TV  signal  (one  text  line  is  always  sent  during  a TV  line),  this  close  connection  is  not  valid 
for  the  Antiope  system.  Start  and  stop  of  text  pages  and  text  lines  are  controlled  by  additional 
paging  and  movement  codes.  Each  page  consists  of  24  rows  of  40  characters  each  (maximum). 
An  additional  page  header  (En-tete  de  page)  may  contain  information  such  as  page  number,  time, 
and  date. 

The  Antiope  information  can  be  transmitted  in  lines  6 to  22  for  the  first  field,  and  in  lines  319  to  335 
for  the  second  field.  The  Antiope  signal  in  PM  541 5 and  PM  541 8 is  generated  in  lines  20, 21 , and 
333, 334.  For  further  information  about  position  and  levels  of  a Didon  Antiope  data  line,  see  Fig.  3. 
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7.2  OPERATING  THE  INSTRUMENT 

7.2.1  Controls  and  Connectors  (Modifications) 

Control/Connector  Function 


Front  panel 


CLOCK 


Key  for  turning  ON/OFF  the  Teletext 
(only  for  PM  5415); 

PM  541 8 generates  Teletext  automatically  in 
standard  TV  systems;  cannot  be  switched  off. 

Key  to  prepare  programming  of 
the  real-time  clock 


Rear  panel 


0 

§UK-TT 
AUTO 
ANTIOPE 


0 


Switch:  UK-TT/AUTO/ANTIOPE 

Switch  for  selection  of  UK-Teletext  or  Antiope; 

for  AUTO  see  table  below. 


Switch:  TOP/FLOF 
For  Teletext,  select  TOP  or  FLOF. 
Also  used  for  PDC/VPS  selection: 
for  PDC  functions  select  FLOF 
for  VPS  functions  select  TOR 


7.2.2  Operation 

PM  5415:  The  TXT  ON/TXT  OFF  key  switches  Teletext  on  or  off.  Two  switches  on  the  rear  panel 
select  the  teletext  system.  When  the  UK-Teletext/AUTO/ANTIOPE  switch  is  set  to  AUTO,  the  tele- 
text system  depends  on  the  selected  TV  system  (PAL/NTSC  thumbwheel  switch),  see  table. 

AUTO  mode: 


TV  system:  PAL 

NTSC 

SECAM 

B/G/H 

1 

D 

N 

M 

M 

4.43 

B/G/H 

D/K/K1 

L 

UK-Teletext 

OFF 

Closed  Caption* 

Antiope 

* for  Closed  Caption  see  Section  7.4.4. 
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In  the  two  further  positions  of  the  UK-TT/AUTO/ANTIOPE  switch,  either  UK-Teletext  or  ANTIOPE 
is  switched  in,  independent  of  the  selected  TV  system.  The  PAL  M and  NTSC  systems  do  not  allow 
teletext  operation  at  all. 

Use  the  TOP/FLOF  switch  on  the  rear  panel  to  select  TOP  Teletext  or  FLOF  UK-Teletext. 

PM  541 8 has  no  key  to  switch  Teletext  on  or  off. 

The  controls  on  the  rear  panel  are  identical  with  PM  541 5. 

Teletext  is  automatically  generated  in  the  assigned  TV  system. 


Note: 

For  the  Crosshatch  pattern,  Teletext  is  always  switched  off;  Crosshatch  has  no  line  interlacing. 

If  necessary,  read  the  operating  instructions  of  your  TV  equipment  regarding  the  facilities 
of  the  teletext  decoder  and  how  to  operate  teletext. 


7.2.3  Contents  of  Teletext  Pages  TOP/FLOF 

The  instrument  offers  1 8 different  text  pages. 

The  teletext  pages  show  the  following  contents  (software  version  4.0): 


Page  Contents  Remarks/Application 


100 

Index  page 

Notice  for  the  selected  mode 
TOP  or  FLOF 

101 

Clock  cracker 

Special  bit  pattern  for  check  and 
adjustment,  page  update 

102 

Testpage 

Character  set,  mosaic  graphics,  color  bar, 
white/black  background,  reveal  function 

111 

Newsflash 

Window  in  the  video  picture 

150 

Subtitle 

Window  in  the  video  picture 

200 

Character  set  GB  (United  Kingdom)  ' 

201 

Character  set  D (Germany) 

Character  set  *,  graphics,  background, 

202 

Character  set  S/SF  (Sweden) 

notes  in  local  language; 

203 

Character  set  F (France) 

used  for  checking  the  different 

204 

Character  set  1 (Italy) 

character  sets 

205 

Character  set  E (Spain) 

300 

TV  program  page  VPT-TEST  **  ] 

(TOP  German  text) 

> Easy  programming  of  VCR’s 

TV  program  page  PDC-TEST  ** 
(FLOF  English  text) 

using  VPT/PDC  teletext 

400 

White  pattern 

Decoder  adjustment,  RGB  signal 

401 

Color  bar 

402 

Spec,  teletext  test  signal 

Decoder  check,  memory  test 

403 

Spec,  teletext  test  signal 

Decoder  check,  memory  test 

555 

VIDEOTEXT  (written  characters) 

Presentation 

560 

COLORS  (spec,  color  bars) 

Decoder  adjustment,  RGB  signal 

* The  character  sets  can  be  shown  completely  only  if  the  decoder  of  the  receiver  offers 
this  possibility. 

**  PDC/VPT  test  data  are  programmable 
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PI  00 


Colors  red 


TOP 


FLOF 


PM  5415/18 


TIME 


Char.set  GB  Newsflash 


green  yellow  blue 

Fig.  1 Presentation  of  a teletext  page  for  TOP  and  FLOF/FASTEXT 


PI  00 

PM  5415/18 

TELETEXT 

TIME 

Decod.test  Char.set 

Newsfl. 

Clock  cr. 

red  green 

yellow 

blue 

7.2.4  Contents  of  Antiope  Text  Pages  (Software  Version  1 .3) 


Magazine 

Page 

Contents/Remarks 

0 

1 

Title  page  (Page  de  garde),  Contents  of  magazines 

96 

10 

Subtitle,  MODE  DE  SOUS-TITRAGE  COMPATIBLE 

100 

1 

250 

251 

252 

253 

1 

( 

c 

V. 

ritle  page  (Page  de  garde),  Contents 
Character  set 

special  bit  pattern  ’Clock  cracker’ 

Special  test  patterns,  for  example,  double  character  height, 
> flashing 

y (FLASH)  - corresponds  to  the  Antiope  specifications 
TDF1984 

500 

100 

ANTIOPE  in  capital  letters  (Page  de  garde) 

7.2.5  Checking  and  Adjusting 

The  teletext  data  signal  consists  of  high  speed  pulses  and  transients  which  are  sensitive  to 
amplitude  and  delay  distortions,  noise,  and  spurious  pulses.  The  success  of  a TV  receiver  to 
decode  the  digital  data  without  error  depends  on  the  amount  of  distortions  in  the  total  signal  path. 
Teletext  data  and  the  analog  TV  signal  are  affected  in  different  ways. 

Many  teletext  lines  of  the  PM  541 5 / PM  541 8 are  especially  generated  for  checks  and  adjustments. 
Adjustments  of  teletext  decoders  depend  on  the  applied  components,  especially  on  the  built-in 
integrated  circuits.  For  detailed  adjustment  procedures  of  teletext  decoders,  refer  to  the  appropri- 
ate Service  Manuals. 
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The  year  is  displayed  in  the  ’frequency’  display.  This  value  can  be  changed  by  pressing  the  num- 
ber keys.  Press  the  STORE  key  to  save  the  year  value.  The  month  value  appears  in  the  display. 
The  total  sequence  appears  as  follows: 


RECALL  - CLOCK 

Change  value  with  numerical  keys  and  press 
the  STORE  key 

Change  value  with  numerical  keys  - STORE 
Change  value  with  numerical  keys  - STORE 
Change  value  with  numerical  keys  - STORE 
Change  value  with  numerical  keys  - STORE 


Indication  of  Year 

Saving  of  YEAR,  indication  of  MONTH 

Saving  of  MONTH,  indication  of  DAY 

Saving  of  DAY,  indication  of  HOURS 

Saving  of  HOURS,  indication  of  MINUTES 

Saving  of  MINUTES,  exit  of  programming 
real-time  clock 


Note: 

The  sequence  must  be  completed  before  the  changed  data  is  sent  to  the  real-time  clock  circuit. 
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Data  Lines 


66  % 


0 
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Fig.  2 Identification  and  Levels  of  Teletext  Data  Lines 


Possible  antiop*  data  lines 
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Note: 

Data  Unes  20.  21.  333.  334 


Fig.  3 


Identification  and  Levels  of  Antiope  Data  Lines 
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7.4  PDC,  VPS,  AND  CLOSED  CAPTION  (CC) 

7.4.1  Introduction 

This  section  covers  operating  information  for  the  Programme  Delivery  Control  (PDC),  Video  Pro- 
gramming System  (VPS)  and  the  Closed  Caption  (PCC)  option  of  the  PM  5415  /PM  5418  color 
TV  pattern  generator  family. 

The  PM  541 5/1 8 - TXS , -TNS,  -TDS  and  -TDSI  color  TV  pattern  generators  generate  PDC  and  VPS 
for  the  PAL  B/G/H/D/l  and  N TV  systems  and  QCC  forthe  NTSC  M and  NTSC  4.43  MHzTV  system. 
Nine  different  data  sets  can  be  selected  viathe  keyboard.  In  PDC  as  well  as  VPS,  four  of  these  data 
sets  can  be  programmed  by  the  user.  For  PCC  there  are  no  programming  facilities  because  all 
test  capabilities  for  LUCC  are  already  preprogrammed  (total  of  eight  different  test  modes). 
Memory  location  nine  in  LUCC  is  an  automatic  sequence  of  memories  one  through  eight. 

A comprehensive  check  can  be  made  of  all  PDC,  VPS  and  CTCC  functions  of  instruments  in 
development,  production,  and  service. 

The  rear  panel  TOP-FLOF  switch  is  used  to  select  PDC  or  VPS.  Selection  of  TOP  automatically 
selects  VPS,  while  PDC  is  selected  in  the  FLOF  position. 

Selection  between  PDC/VPS  and  PCC  is  done  via  the  rear  panel  system  switch  (thumb-wheel 
switch),  depending  on  the  TV  system. 

PDC  or  VPS  data  is  entered  with  the  aid  of  a text  bar  on  the  TV  screen. 

Since  1985  VPS  signals  have  been  transmitted  by  the  German  broadcasting  stations  ARD  and 
ZDF.  VPS  has  also  been  introduced  in  Switzerland  and  Austria. 

PDC  was  introduced  into  the  United  Kingdom  in  1 992.  In  1 993  it  was  introduced  into  the  Nether- 
lands. It  is  planned  to  introduce  PDC  into  several  European  countries,  including  the  countries  into 
which  VPS  has  been  introduced. 

LUCC  was  officially  introduced  in  1 993.  TV  receivers  with  a screen  size  of  1 3 inches  or  larger  and 
manufactured  after  July  1 , 1 993,  are  required  by  law  to  have  a PCC  decoder  built  in. 

7.4.2  PDC  Description 

Exact  information  on  the  design  and  contents  of  PDC  can  be  obtained  from  the  ”EBU  specification 
of  the  domestic  video  Programme  Delivery  Control  system  (PDC)”. 

A general  overview  is  given  below: 

The  PDC  data  is  transmitted  in  CCIR  system  B teletext  extension  data  packets  of  type  8/30 
format  2. 

PDC  is  made  up  of  two  distinct  service  components,  defined  as  Preselection  Function  (PSF)  and 
the  Recording  Control  Function  (RCF). 
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The  Preselection  Function  for  recording  control  loads  the  controller  memory  of  the  recorder  with 
the  information  about  all  programs  required  to  be  recorded.  The  viewer  chooses  the  required 
programs  from  television  program  guides,  then  enters  the  relevant  information  into  the  recorder. 
PSF  is  always  active  when  teletext  is  selected  and  is  independent  from  PDC. 

The  Recording  Control  Function  allows  remote  control,  from  a source  of  transmission,  of  a re- 
cording made  by  a receiving  equipment  capable  of  preselecting  the  program  to  be  recorded. 
Such  afunction  depends  on  the  broadcaster  sending  a program  label  in  coded  form  together  with 
the  program.  RCF  is  active  as  soon  as  the  user  selects  ’RECALL  - PDC  - memory  location  num- 
ber (1  to  9)’.  Additionally  FLOF  must  be  selected  via  the  FLOF/TOP  switch  on  the  rear  panel.  The 
RCF  function  is  available  only  when  the  PDC  option  is  installed. 


7.4.2. 1 Overview  of  PDC  Operation 


Switch  on 

By  calling  up  one  of  the  PDC  memory  locations  1 to  9 by  means  of 
’RECALL  - PDC  - memory  location  number  (1  to  9)’.  The  FLOF/TOP 
switch  on  the  rear  panel  must  be  set  to  FLOF. 

Switch  off 

By  ’RECALL  - PDC  - O’,  i.e.  by  setting  RECALL  - PDC  memory  loca- 
tion number  to  0. 

Initial  data 

By  using  the  keys  ’STORE  - CH  - PDC’; 

appropriate  PDC  data  are  stored  in  the  PDC  memory  locations  1 to  9. 

Data  change 

The  contents  of  memory  locations  1 to  4 can  be  changed  by  the  user. 
PDC  memory  locations  5 to  9 cannot  be  changed. 

Data  memory 

EEPROM 

Contents  display 

By  fading  in  a text  strip  in  current  test  pattern  on  television  screen. 

Strip  width 

1/6  field  height 

Strip  position 

Optional: 

a)  in  each  sixth  of  the  screen 

b)  continuously,  until  a key  is  pressed 

c)  not  visible,  switched  off 

(PDC  data  are  further  transmitted). 

00  + 


7-12 


TELETEXT  (PDC),  VPS,  CLOSED  CAPTION  PM  5415  / PM  5418 


7.4.2.2 


Switching  on  the  PDC  Signal 
PATTERN/KEYBOARD  


VISION  CARRIER 


MEMORY 


FREQUEMCY/MHz  CH  VPS/PDC  QCC 


n 


8 


GREY 

SCALE 


MULTI 

BURST 


COLOR 

BAR 


CH 


PAL/NTSC 

mm  r 


4:3 

16:9 


STOO-9 


U 


m 


CH 
VPS/ 
PDC  _ 

pcc 


SSBtA 

©.75  Iflfli 

RCLO-9 

u £**£  H 

©.50  STEP 

pui 

~ ~ * 

©.25  ||g| 

INPUT 


VIDEO  ANIPL 


CHROMA  AMPL 


VCR 


■ 1 


PURITY 


©R 

©G 

©B 


0 

100%  150% 


VIDEO 


VIDEO  INT 

VIDEO  EXX- 


IN 


OUT 


VPS/ 

PDC 

Pcc1 


CLOCK 


750 


750 


RF  AMPL 
10|iV  100  |iV 

vmV 


RF  OUT 


750 


RECALL 


PDC 


1 ...9 


(number) 


Press  the  keys  shown  above  to  turn  on  a PDC  code  stored  in  the  memory.  The  PDC  code 
generated  is  faded  into  the  television  picture  at  the  same  time.  The  fading  in  consists  of  three  text 
lines. 

First  line:  The  words  ’PDC  Code’  and  the  actual  memory  location  number,  and  the  selected 

sound  mode  on  the  generator  is  shown  in  this  line. 

Second  line:  The  PDC  data  are  given 

Third  line:  The  PDC  data  are  explained.  For  reasons  of  space  the  descriptions  are  abbre- 

viated. 


Example: 


PDC  Code  n: 

STEREO 

31.15 

31:63 

255 

255 

255 

3 

15 

DD.MM 

HH:MM 

CTRY 

NET 

PTY 

R 

FI 

Date 

Time 

Country 

Network 

Identifier 

Programme 

Type 

Reserved 

Bits 

Flags  PRF, 
LUF  and  LCI 

Note: 

1 . The  bits  representing  single  bits  are  combined  into  one  number  only  (see  last  column). 

2.  The  maximum  input  values  are  given  in  this  table. 

3.  In  the  FI  value  the  MSB  bit  is  the  PRF  bit,  the  MSB-1  bit  is  the  LUF  bit,  and  the  two  LSB  bits  are 
the  LCI  bits. 
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Explanations: 

The  sound  identification  depends  on  the  setting  of  the  instrument  and  has  the  following 
significance: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

No  SND  (do  not  know  code) 

0 

0 

7.4.2.3  Switching  off  the  PDC  Signal 


RECALL  PDC 


The  PDC  signal  is  turned  off  by  pressing  the  keys  shown. 


7.4.2.4  Changing  PDC  Data 


INPUT  PDC 


Press  the  keys  shown  above  to  prepare  a new  PDC  code  to  be  entered.  A monitor  or  television 
receiver  is  required  to  check  the  entry. 

A question  mark  appears  on  the  screen  behind  the  item  ’PDC-Code’  and  a cursor  (dash)  appears 
at  the  left  hand  side  of  the  TV  screen  just  below  the  Date  entry. 

The  cursor  can  be  moved  to  the  right  (STEP  V)  and  to  the  left  (STEP  A). 

When  the  end  of  a line  is  reached,  the  cursor  appears  again  at  the  beginning  of  the  line  or  versus. 

Enter  the  new  code  by  pressing  the  number  keys.  The  size  of  the  numerical  values  for  the  various 
parameters  is  limited  by  the  number  of  bits  provided  for  this  in  the  PDC  code,  so  that  random  num- 
bers cannot  be  entered.  If  an  entry  is  not  valid,  a question  mark  appears  in  place  of  the  number. 
As  long  as  there  is  still  a question  mark  in  a number,  it  is  not  possible  to  move  on  using  the  cursor 
keys. 
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Enter  input  by  pressing  the  keys: 


STORE 


(number) 


If  the  new  code  is  filed  under  the  number  that  was  active  at  the  start  of  the  entry,  a ‘recording  inhibit 
code'  will  be  transmitted;  otherwise,  the  new  code  will  only  be  stored  under  the  number  indicated. 
In  order  to  transmit  the  code,  press  the  following  keys  to  call  up  the  memory  location: 


RECALL 


PDC 


(number) 


You  can  stop  the  entry  by  pressing  the  ‘STORE  RECALL’  keys;  the  values  entered  are  then  lost. 
The  original  display  prior  to  the  entry  then  reappears  on  the  screen. 

Note: 

Memory  locations  5 to  9 are  not  programmable. 


7.4.2.5  Moving  the  PDC  Display  Block  on  the  Screen 


RECALL 


PDC 


CH 


Press  the  keys  shown  above  to  move  the  PDC  display  block  step-by-step  downwards  over  the 
screen.  Press  any  key  to  stop  again  at  any  time.  It  is  even  possible  to  have  the  display  block  not 
visible  on  screen  (but  the  PDC  data  is  still  transmitted;  PDC  is  not  switched  off). 

If  the  instrument  is  turned  off  in  this  operating  mode,  and  then  the  power  is  turned  on  again,  the 
PDC  display  block  is  not  visible,  but  it  becomes  visible  on  the  screen  after  the  keys  shown  above 
have  been  pressed. 


7 .4.2.6  Initializing  the  PDC  Memory  Locations 

A defined  initialization  ot  1 0 memory  locations  with  PDC  data  is  possible  out  of  operating  program 
(PROM).  PDC  data  stored  by  the  user  are  overwritten  by  the  initialization  of  the  memory.  Simulta- 
neously the  VPS  memory  data  are  initialized  when  you  press  the  following  keys: 


STORE 


CH 


PDC 


A simultaneous  initialization  of  instrument  settings  and  PDC  data  is  carried  out  by  pressing  the 
following  keys: 


STORE 


CH 


STEP 


V 
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Contents  of  memory  locations  1 to  9: 


MEMORY 

PIL 

CNI 

PTY 

REMARKS 

DATE 

DD.MM 

TIME 

HH.MM 

COUNTRY 

PROGRAMME 

SOURCE 

1 

24.12 

14.30 

045 

193 

255 

2 

24.12 

16.00 

045 

193 

255 

3 

21.05 

10.42 

010 

170 

170 

4 

10.10 

21.21 

021 

085 

085 

5 

31.15 

31.63 

045 

193 

255 

No  specific  PIL  value 

6 

00.15 

31.63 

045 

193 

255 

Timer  control  code 

7 

00.15 

30.63 

045 

193 

255 

Recording  Inhibit/ 
Terminate  code 

8 

00.15 

29.63 

045 

193 

255 

Interruption  code 

9 

00.15 

28.63 

045 

193 

255 

Continuation  code 

VPS  Description 

Exact  information  on  the  design  and  contents  of  VPS  can  be  obtained  from  the  ARD/ZDF  Technical 
Guideline  No.  8R2  ’’Video-Programm-System  (VPS)”. 

A general  overview  is  given  below: 

VPS  is  similar  to  PDC.  The  main  difference  is  that  VPS  is  transmitted  in  the  vertical  blanking  interval 
in  a dedicated  TV  line  (line  16).  Transmission  is  done  in  biphase  code,  and  the  data  contains 
15  data  words  of  each  8 bit.  The  transmission  rate  is  2.5  MBit/s. 

The  first  two  of  the  1 5 data  words  are  for  synchronization  of  the  receiver  and  for  identification  of 
the  data  line.  Words  3 and  4 contain  a source  identification,  which  is  not  relevant  for  VPS. 

Word  5 contains  a sound  identification  (mono/dual  sound/stereo)  in  2 bits.  The  remaining  bits  are 
reserved. 

Word  6 displays  a program-related  signal  content  identification;  as  is  the  case  for  words  7 to  1 0, 
it  is  not  relevant  for  VPS. 

Words  1 1 to  15  with  their  40  bits  contain  the  actual  VPS  information. 

Individually  the  bits  signify: 


Bits 

Information 

0-1 

Network  2 MSBs 

2-6 

Transmission  day 

7-10 

Transmission  month 

11-15 

Programme  start  (hour) 

16-21 

Programme  Qtart  (minuto) 

22-25 

Country 

26-31 

Network  remaining  6 bits 

32-40 

Programme  Type 

00  + -Nl 
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In  place  of  the  start  of  a program  (date  and  time),  several  special  codes  may  also  be  transmitted. 
At  present  the  following  codes  are  available: 

- Recording  inhibit  code:  indicates  program  not  worth  recording  (for  example  test  pattern) 

- Interruption  code:  marks  desired  and  undesired  program  interruptions 

- Timer  control  code:  indicates  that  in  spite  of  available  data  line  no  valid  Programme  Labels  are 
transmitted 


7.4.3.1  Overview  of  VPS  Operation 


Switch  on  By  calling  up  one  of  the  VPS  memory  locations  1 to  9 by  means  of 

’RECALL  - VPS  - memory  location  number  (1  to  9)’.  The  FLOF/TOP 
switch  on  the  rear  panel  must  be  set  to  TOR 

Switch  off  By ’RECALL-  VPS  -O’,  i.e.  by  setting  RECALL  -VPS  memory  location 

number  to  0. 


Initial  data 


Data  change 


Data  memory 


By  calling  up  using  the  keys  ’STORE  - CH  - VPS’; 

appropriate  VPS  data  are  stored  in  the  VPS  memory  locations  1 to  9,  in 

particular:  status  code,  blank  code,  interruption  code 

The  contents  of  words  5 and  1 1 to  1 4 can  be  changed  randomly  for  VPS 
memory  locations  1 to  4 using  the  instrument  keyboard.  VPS  memory 
locations  5 to  9 cannot  be  changed. 

EEPROM 


Contents  display  By  fading  in  a text  strip  in  the  current  test  pattern  on  television  screen 


Strip  width  1/6  field  height 

Strip  position  Optional: 

a)  in  each  sixth  of  the  screen 

b)  continuously,  until  a key  is  pressed 

c)  not  visible,  switched  off 

(VPS  data  are  further  transmitted). 
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7.4.3.2 


Switching  on  the  VPS  Signal 
PATTERN/KEYBOARD 


VISION  CARRIER 


MEMORY 


FREQUENCY/MHz  CH  VPS/PDC  QCC 


n 


GREY 

SCALE 


VPS/ 

PDC 

pcc! 


CLOCK 


750 


750 


750 


RECALL  VPS  1 ...  9 (number) 


Press  the  keys  shown  above  to  turn  on  a VPS  code  stored  in  the  memory.  The  VPS  code  generated 
is  faded  into  the  television  picture  at  the  same  time.  The  fading-in  consists  of  three  text  lines. 

First  line:  The  words  'VPS  Code’  and  the  actual  memory  location  number,  and  the  selected 

sound  mode  on  the  generator  is  shown  in  this  line. 

Second  line:  The  VPS  data  are  shown. 

Third  line:  The  VPS  data  are  explained.  For  reasons  of  space  the  descriptions  are  abbre- 

viated. 


Example: 


VPS  Code  n: 

STEREO 

31.15 

31:63 

255 

255 

255 

3 

Datum 

Uhrz. 

Land 

Sen 

PTY 

R 

Date 

Time 

Country 

Senderkennung 
(network  identifier) 

Programme 

Type 

Reserved 

Bits 

Note: 

1 . The  bits  representing  single  bits  are  combined  into  one  number  only  (see  last  column). 

2.  The  maximum  input  values  are  given  in  this  table. 


00  + ^1 
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The  sound  identification  is  dependent  on  the  setting  of  the  instrument  and  has  the  following  sig- 
nificance: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

No  SND  (do  not  know  code) 

0 

0 

The  address  range  is  included  in  the  values  of  the  programme  source  and  can  be  changed  in 
all  programmable  VPS  memory  locations.  The  following  values  are  valid: 


Address  range 

Setting  range  of  programme  source 

1 

192  - 255 

2 

128  - 191 

3 

64  - 127 

4 

0—63 

7.4.3.3  Switching  off  the  VPS  Signal 


RECALL 


VPS 


0 


The  VPS  signal  is  turned  off  by  pressing  the  keys  shown. 


7.4.3.4  Changing  VPS  Data 


INPUT 


VPS 


Press  the  keys  shown  above  to  prepare  a new  VPS  code.  A monitor  or  television  receiver  is  re- 
quired to  check  the  entry. 

A question  mark  appears  on  the  screen  behind  the  item  ’VPS-Code’  and  a cursor  (dash)  appears 
at  the  left  hand  side  of  the  TV  screen,  just  below  the  Date  entry. 

The  cursor  can  be  moved  to  the  right  (STEP  V)  and  to  the  left  (STEP  A). 

When  the  end  of  a line  is  reached,  the  cursor  appears  again  at  the  beginning  of  the  line  or  versus. 

Enter  the  new  code  by  pressing  the  number  keys.  The  size  of  the  numerical  values  for  the  various 
parameters  is  limited  by  the  number  of  bits  provided  for  this  in  the  VPS  code,  so  that  random  num- 
bers cannot  be  entered.  If  an  entry  is  not  valid,  a question  mark  appears  in  place  of  the  number. 
As  long  as  there  is  still  a question  mark  in  a number,  it  is  not  possible  to  move  on  by  pressing  the 

cursor  Keys.  Moreover,  codoe  can  bo  entered  via  the  ’CH’  key,  whioh  contradicts  the  biphase  rule. 

These  codes  are  represented  on  the  screen  by  X or  XX.  For  the  individual  codes,  see  the  next 
page. 

The  user  should  have  specific  knowledge  of  the  relationships  and  the  construction  of  the  VPS  data 
line. 
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Codes  for  biphase  errors  (binary): 


Error  in 

Biphase  code  given 

Day 

0 10L0 

Month 

101 H 

Hour 

OHIO 

Minute 

10  H010 

Country 

L010 

Network 

1 L 1010 

Programme  Type 

1111  1 H1 1 

Reserved  Bits 

HL 

L A biphase  error  00,  H A biphase  error  1 1 


Enter  the  input  by  pressing  the  following  keys: 


STORE 


(number) 


If  the  new  code  is  filed  under  the  numberthat  was  active  atthe  start  of  the  entry,  a ‘recording  inhibit 
code*  will  be  transmitted;  otherwise,  the  new  code  will  only  be  stored  under  the  number  indicated. 
In  order  to  transmit  the  code,  press  the  following  keys  to  call  up  the  memory  location: 


RECALL 


VPS 


(number) 


You  can  stop  the  entry  by  pressing  the  ’STORE  RECALL’  keys;  the  values  entered  are  then  lost. 
The  original  display  prior  to  the  entry  then  reappears  on  the  screen. 

Note: 

Memory  locations  5 to  9 are  not  programmable. 


Moving  the  VPS  Display  Block  on  the  Screen 


RECALL 


VPS 


CH 


Press  the  keys  shown  above  to  move  the  VPS  display  block  step-by-step  downwards  over  the 
screen.  Press  any  key  to  stop  again  at  any  time.  It  is  even  possible  to  have  the  display  block  not 
visible  on  screen  (but  the  VPS  data  is  still  transmitted;  VPS  is  not  switched  off). 

If  the  instrument  io  turned  off  in  thio  operating  modo,  and  thon  tho  power  ie  turned  on  again,  the 

VPS  display  block  is  not  visible,  but  it  becomes  visible  on  the  screen  after  the  keys  shown  above 
have  been  pressed. 
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7.4.3.6  Programming  the  VPS  Line  (Memory  Location  10) 


RECALL 


VPS 


(decimal  point) 


Press  the  keys  shown  above  to  recall  memory  location  1 0,  in  which  the  VPS  code  of  line  1 6 of  the 
television  picture  is  programmable  in  bits. 

This  type  of  operation  should  only  be  used  if  the  user  knows  the  exact  significance  of  the  individual 
words  in  line  16  and  the  code  used. 

This  is  displayed  on  the  screen  by  means  of  a three-line  pulse  diagram: 

1st  line:  words  1 to  5 (from  left  to  right,  MSB  right) 

2nd  line:  words  6 to  10 
3rd  line:  words  11  to  15 

The  sound  identification  transmitted  (in  word  5)  in  this  memory  is  independent  of  the  instrument 
setting. 

If,  after  recalling  this  memory,  you  press  the  keys  ’INPUT’  and  ’VPS’,  the  cursor  appears  under  the 
first  four  bits  of  the  first  line.  Moreover,  the  cursor  position  and  the  contents  of  the  marked  location 
are  shown  in  the  title  line  of  the  display. 

Word  1 1/4:  05D  = Word  1 , the  first  nibble  has  the  value  5 (decimal) 

(the  Most  Significant  Bit  is  on  the  right  in  the  pulse  diagram) 

Now  each  nibble  (half  byte)  can  be  defined  by  entry  of  a decimal  number  between  0 and  1 5.  Two 
numbers  are  always  required  for  entry  for  each  value,  for  example  03.  The  cursor  can  be  moved 
to  the  left  and  the  right  using  the  ’STEP’  keys. 

The  input  can  be  closed  using  ’STORE’;  the  values  entered  are  then  stored.  The  process  can  be 
stopped  using  ’RECALL’;  the  new  values  are  then  lost. 


Example: 

Word  5;  how  to  alter  the  sound  status,  bit  1 / bit  2. 

a.  From  the  table  or  Figure  4 please  read  the  required  status  as  binary  information, 
for  example  Mono 


Bit  1 

Bit  2 

Mono 

0 

1 
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b.  Conversion  of  the  binary  information  into  the  biphase  code. 
For  the  biphase  code  see  Fig.  6. 


Bit  1 

Bit  2 

Binary 

0 

1 

Biphase 

0 1 

1 0 

c.  Conversion  of  the  biphase  code  into  the  decimal  number; 
the  MSB  is  positioned  at  the  right. 


Biphase  code 

0 1 

1 0 

Decimal  value 

1 2 

4 8 

Decimal  number 

0+2  + 4+0 

d.  In  programming  mode  the  number  sequence  ’0  6’  is  input  via  the 
keyboard.  For  that  the  cursor  must  be  positioned  under  the  first  nibble  of 
word  5. 

The  head  line  shows  the  following  information: 

’ZEILE  16  WORT  05  1/4:06D’ 

Press  the  STORE  key  to  send  the  changed  data. 


e.  Survey  for  input  of  the  sound  identification  (word  5,  nibble  1/4). 


Decimal 

Bit  Pattern 

Binary 

Sound 

Input 

Biphase  Code 

Code 

Status 

LSB 

MSB 

according 

norm 

0 9 

1 0 

0 1 

1 

0 

Stereo 

0 5 

1 0 

1 0 

1 

1 

Dual 

0 6 

0 1 

1 0 

0 1 

Mono 

1 0 

0 1 

0 1 

0 0 

Do  not  know 
(Carrier  off) 

h-  + oo 


Parameter  -* 
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Fig.  4 


Data  Format  of  Additional 
Information  in  the  Data  Line  16 
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Fig.  5 Level  and  Position  of  VPS  Data  Line  (TV  Line  16) 


1 


o 


Binary  information 
to  be  transmitted 


10 


01 


10 


10 


10 


01 


01 


10 


01 


01 


10 


Complementary  elements 
for  each  bit 


Complementary  elements 
converted  into  voltage 


Output  signal  after 
bandwidth  limitation 


A A 


A A A A A A (Phase  jump) 


0°  180°  0°  0°  0°  180°  180°  0°  180°  180°  0°  Phase  relation 


Fig.  6 Generation  of  the  Biphase  Code 


00  + -sj 
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7.4.3.7 


Initializing  the  VPS  Memory  Locations 

A defined  initialization  of  10  memory  locations  with  VPS  data  is  possible  out  of  the  operating  pro- 
gram (PROM).  VPS  data  stored  by  the  user  are  overwritten  by  the  initialization  of  the  memory.  Si- 
multaneously the  PDC  memory  data  are  overwritten. 


Key  sequence  to  initialize  VPS  memory  locations: 


STORE 


CH 


VPS 


A simultaneous  initialization  of  instrument  settings  and  VPS  data  is  carried  out  by  pressing: 


STORE 


CH 


STEP 

V 


Contents  of  memory  locations  1 to  9: 


MEMORY 

PIL 

CNI 

PCS 

Reserved 

Bits 

PTY 

Remarks 

DATE 

DD.MM 

TIME 

HH.MM 

COUNTRY 

PROGRAMME 

SOURCE 

1 

24.12 

14.30 

045 

193 

0 

255 

2 

24.12 

16.00 

045 

193 

0 

255 

3 

21.05 

10.42 

010 

170 

0 

170 

4 

10.10 

21.21 

021 

085 

0 

085 

5 

31.15 

31.63 

045 

193 

0 

255 

No  specific  PIL  value 

6 

00.15 

31.63 

045 

193 

0 

255 

Timer  control  code 

7 

00.15 

30.63 

045 

193 

0 

255 

Recording  Inhibit/ 
Terminate  code 

8 

00.15 

29.63 

045 

193 

0 

255 

Interruption  code 

9 

00.15 

28.63 

045 

193 

0 

255 

Continuation  code 

Contents  of  memory  location  10  (programmable  VPS  line) 

By  the  initialization  the  memory  location  10  is  loaded  with  the  following  contents: 


Word  1 to  1 5 

Contents 

Remarks 

Word  1: 

5555H 

RUN  IN  (MSB  on  the  right  of  the  screen) 

Word  2: 

9951 H 

start  code 

Word  3 to  5: 

5555H 

everything  set  to  1 

Word  6: 

556AH 

test  pattern  identification 

Word  7 to  10: 

5555H 

Word  1 1 : 

9999H 

Word  12: 

6666H 

Word  13: 

9999H 

Word  14: 

6666H 

Word  15: 

5555H 

* H A Hex 
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7.4.4  Description  of  Closed  Caption  QCC 

Exact  information  on  the  design  and  contents  of  Closed  Caption  can  be  obtained  from  the  EIA-608 
standard  ’’LINE  21  DATA  SERVICES  FOR  NTSC”  and  from  the  FCC  Report  and  Order  FCC  91-119 
and  FCC  Memorandum,  Opinion  and  Order  FCC  92-157. 


A general  overview  is  given  below: 

Effective  July  1 , 1 993,  all  TV  broadcast  receivers  with  picture  screens  1 3 inches  or  larger  in  diame- 
ter shipped  in  interstate  commerce,  manufactured,  assembled  or  imported  from  any  foreign  coun- 
try into  the  United  States  shall  comply  with  the  provisions  for  Closed  Caption. 

Closed  Caption  is  transmitted  on  line  21  of  field  1 of  the  vertical  blanking  interval  of  television  sig- 
nals. 

The  television  receiver  will  employ  customer-selectable  modes  of  operations  for  TV  and  Caption. 
A third  mode  of  operation,  Text,  may  be  included  on  an  optional  basis.  The  Caption  and  Text 
Modes  may  contain  data  in  either  of  two  operating  channels,  referred  to  in  this  document  as  Cl 
and  C2.  The  television  receiver  must  decode  both  Cl  and  C2  captioning,  and  must  display  the 
captioning  for  whichever  channel  the  user  selects.  The  TV  Mode  of  operation  allows  the  video  to 
be  viewed  in  its  original  form.  The  Caption  and  Text  Modes  define  one  or  more  areas  (’’boxes”) 
in  the  screen  within  which  Caption  or  Text  characters  are  displayed. 

Caption  mode  possibilities  are  as  follows: 

1 . Roll-up:  2,  3 or  4 continuous  rows 

2.  Pop-on:  maximum  of  4 rows,  not  necessarily  continuously,  displayed  anywhere  on  the  screen. 
This  data  will  be  displayed  after  receipt  of  an  End  of  Caption  command. 

3.  Paint-on:  subsequent  data  are  addressed  immediately  without  the  need  of  an  End  of  Caption 
command. 

In  the  PM  541 5 / PM  541 8 the  Closed  Caption  data  cannot  be  changed.  All  memory  locations  are 
pre-programmed. 


Note: 

Memory  location  9 is  an  automatically  continuous  sequence  of  memory  location  1 to  8. 
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7.4.4.1  Switching  on  the  Closed  Caption  Signal  PCC 

VISION  CARRIER 


PATTERN/KEYBOARD 


n 


GREY 

SCALE 


COLOR 

BAR 


l^/NTSC 


4:3 


m 


MEMORY 

FREQUENCY/MHz  CH  VPS/PDC  QCC 

STO  0-9 

A 

© 

8 88  8 

©.75  iM 

CH 
VPS/ 
PDC  | 

RCLO-9 

©.50  STEP 

©. 25  |jpp| 

© PCC 

▼ 

6[ 


Or 


VIDEO  INT 
VIDEO  EXT- 


vps/  I 

PDC  II 

Pcc“ 


CLOCK 


INPUT 


VIDEO  AMPL 


CHROMA  AMPL 


RF  AMPL 

10|iV  100  pV 

Na  ImV 


V 

100%  150% 


VIDEO 


IN 


OUT 


RF  OUT 


750 


750 


750 


VIDEO  EXT 


RECALL 

PCC 

1 ...9 

(number) 


By  pressing  the  keys  shown  above,  a PCC  code  stored  in  the  memory  is  switched  on. 
Additionally  the  PAL/NTSC  thumbwheel  switch  on  the  rear  panel  must  be  set  to  NTSC  M or 
NTSC  4.43. 


7.4.4. 2 Turning  off  the  Closed  Caption  Signal  PCC 


RECALL 


VIDEO  EXT 

pcci  r o 


The  PCC  signal  is  turned  off  by  pressing  the  keys  shown  above. 
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7.4.4.3  Memory  Contents 


Memory 

Location 

Caption  1 

Line 

Column 

Caption  2 

Line 

Column 

Remarks 

1 

Roll-up 

Roll-up 

4 lines,  Gr 

4 lines,  Re 

Characters, 

Special 

Capital  Letters 

Characters, 

13 

1 

Small  Letters 

4 

1 

2 

Roll-up 

Roll-up 

3 lines,  Gr 

3 lines,  Re 

Special 

Text  as 

Characters  as 

Caption  1 

®,  © etc. 

13 

1 

4 

1 

3 

Paint-on 

6 

1 

Paint-on 

6 

1 

4 lines,  Gr 

11 

1 

4 lines,  Re 

8 

1 

Opt.  Extended 

12 

1 

Opt.  Extended 

13 

1 

Characters  1 +2 

15 

1 

Characters  3+4 

15 

1 

4 

Roll-up 

Roll-up 

4 lines,  Bl 

14 

1 

4 lines,  Re 

5 

1 

Opt.  Extended 

Opt.  Extended 

Characters  5 

Characters  6 

5 

Pop-on 

Pop-on 

No  clear  screen 

4 fields 

4 fields 

command 

Wh 

3,4 

16 

Ye 

12,  13 

16 

Cy 

12,  13 

1 

Gr 

1,2 

1 

Re  (Opt. 

12,  13 

16 

Ma  (Opt. 

12,  13 

1 

Characters) 

Characters) 

Gr 

3,4 

1 

Re 

1,2 

16 

6 

Pop-on 

Pop-on 

Screen  will  be 

(as  memory  5), 

(as  memory  5), 

cleared  before 

without  Opt. 

without  Opt. 

every  field  is 

Characters 

Characters 

displayed 

7 

Paint-on 

Paint-on 

4 lines 

4 lines 

Gr,  underlined 

3 

8 

Bl 

12 

8 

Cy 

12 

8 

Ye,  underlined 

3 

8 

Bl 

4 

8 

Ma 

11 

8 

Ma 

11 

8 

Wh 

4 

8 

8 

Paint-on 

Paint-on 

Text  mode  is 

2 lines 

2 lines 

active 

Gr 

6,7 

1 

Re 

6,7 

1 

9 

Continuously  repetitive  display  of  memory  locations  1 to  8 

Bl  = Blue;  Cy  = Cyan;  Gr  = Green;  Ma  = Magenta;  Re  = Red;  Wh  = White;  Ye  = Yellow 


At  the  start  of  every  data  string,  commands  are  present  to  clear  the  memory  of  the  CC  decoder 

in  tne  television,  i ne  aaia  siring  is  cyclic,  ai  me  enu  ur  me  Uaia  suiny,  a oieai  auccn  

is  present. 


The  Optional  Extended  Characters  are  mostly  accented  characters.  If  the  receiver  does  not 
support  these  characters,  the  appropriate  character  is  shown  without  accent. 
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8 CHARACTERISTICS 

PDC/VPS/CC  FUNCTIONS  for  instrument  versions  see  page  7-1 ; 

TV  standard  SECAM  only  PM  5418 


8.1  TELETEXT  SYSTEMS 


Selection  of  Teletext  system 


Automatic  selection  on 

- TV  system  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Automatic  selection  off 

- TV  system  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Signal  output 

Video  signal 


Modulated  vision  carrier 


Teletext  B (United  Kingdom) 

Teletext  A (France) 

automatically  with  TV  system 

or  manually  with  UK-TT/AUTO/ANTIOPE  switch 

on  the  rear  panel 

or  remote:  PM  5418  TDSI 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 

with  switch  on  the  rear  panel 
UK  Teletext/DIDON  ANTIOPE,  selectable 
DIDON  ANTIOPE/UK  Teletext,  selectable 
DIDON  ANTIOPE/UK  Teletext,  selectable 


VIDEO  OUT,  BNC  connector 
AUDIO/VIDEO  OUT,  Scart  (Euro-AV)  connector 

RF  OUT,  BNC  connector 


8.2  TELETEXT  SYSTEM  UNITED  KINGDOM  (CCIR  System  B) 


8.2.1  System  Data 

Signalling  method 
Signal  level  ’O'  level 
Signal  level  ’1  ’ 

- Tolerance 
Bitrate 

Clock  frequency 

- Tolerance 

— Standard  instruments 
— Versions  -TDS,  -TNS,  -TDSI 

Data  timing  reference  point 

- Position 
Data  line  content 
Data  shaping 


binary  NRZ 
black  level 

66  % of  the  difference 

between  black  level  and  peak  white  level 

±6% 

444  X fin 
6.9375  MHz 

<30  ppm 
<3  ppm 

peak  level  of  penultimate  ”1” 
of  clock  run-in 
12.3  jis  ±0.7  jis 

360  bits  as  45  bytes  of  8 bits  each 
sin2-filter 
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8.2.2  Text  Data 

Page  mode 

- Selection  mode 
— PM  5415 
— PM  5418 
Data  lines 

- PAL  systems 

- SECAM  systems 

- Number  of  pages 

— FLOF  system  selected 
Contents  FLOF  pages 

Contents  FLOF 

pages  with  PSF 

— TOP  system  selected 
Contents  TOP  pages 

Contents  TOP 

pages  with  VPT 

8.2.3  FLOF/FASTEXT/TOP  System 

FLOF/FASTEXT  system  selected 

TOP  system  selected 


on/off  switchable 

with  TXT  OFF/TXT  ON  key 

always  selected 


13,  14,  20,  21, 326,  327,  333,  and  334 
or  only  20,  21 , 333,  and  334; 
internally  selectable  with  solder  bridge 

20,  21 , 333,  and  334 

1 8 different  pages 

page  numbers 

100,  101, 102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

400,  401 , 402,  403,  555,  560 

page  number  300, 

the  PSF  part  of  the  page  is  programmable  via  PDC 

18  different  pages 

page  numbers 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

400, 401 , 402,  403,  555,  560 

page  number  300, 

the  VPT  part  of  the  page  is  programmable  via  VPS 

Selectable  with  FLOF/TOP  switch 
on  the  rear  panel 

Combination  of: 

FLOF/FASTEXT  access  system  to  teletext  pages 
PSF  (PDC  preselection  function) 

RCF  (PDC  recorder  control  function) 

combination  of: 

TOP  access  system  to  teletext  pages 
VPT  (preselection  function) 

VPS  (recorder  control  function) 
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8.3  DIDON  ANTIOPE  TELETEXT  SYSTEM  (CCIR  System  A) 


8.3.1  System  Data 

Signalling  method 
Signal  level  ’0’ 

Signal  level  T 

- Tolerance 

Bitrate 

Clock  frequency 

- Tolerance 

— Standard  instruments 
— Versions  -TDS,  -TNS,  -TDSI 

Data  timing  reference  point 

- Position 
Data  shaping 


binary  NRZ 
black  level 

7/3  of  sync  amplitude 
+0  % to  -10% 

397  x f H 

6.203125  MHz 

<30  ppm 
<3  ppm 

position  of  the  leading  edge  of 
the  half-amplitude  point  of  the 
line  sync  pulse  to  the  half-amplitude 
point  of  the  first  low  to  high  transition 
of  the  data  signal 
10.5  pis  ±0.32  ns 

sin2-filter 


8.3.2  Text  Data 

Page  mode  always  selected 

Data  lines  20,  21 , 333,  and  334 

- Number  of  pages  7;  for  details,  see  Section  7.2.4 

- Contents  Test  pages  with  different  contents 
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8.4  RCF  (PDC  RECORDING  CONTROL  FUNCTION) 

8.4.1  System  Data 


Transport  mechanism 

via  Teletext  (CCIR  system  B) 

Signalling  method 

binary  NRZ 

Signal  levels 
- 0 level 

black  level 

- 1 level 

66  % of  the  difference 

between  black  level  and  peak  white  level 

— Tolerance 

±6% 

Bitrate 

444  x fH 

Clock  frequency 
- Tolerance 

6.9375  MHz 

— Standard  instruments 

<30  ppm 

— Versions  -TDS,  -TNS,  -TDSI 

<3  ppm 

Data  timing  reference  point 

peak  level  of  penultimate  ”1” 

of  clock  run-in 

- Position 

12.3  ^is  ±0.7  ns 

Data  line  content 

45  bytes  of  8 bits 

- Prefix 

bytes  1 to  5 

- Designation  code 

byte  6 

- Data 

bytes  7 to  45 

— Initial  teletext  page 

bytes  7 to  1 2 

— Label  channel  identifier 

(LCI) 

byte  13;  bitO  and  1: 

remote  programmable 

— Label  update  flag 

(LUF) 

byte  13;  bit  2: 

remote  programmable 

— Reserved  but  as  yet  undefined 

byte  13;  bit  3: 

remote  programmable 

— Status  of  analog  sound 

(PCS) 

byte  1 4;  bit  0 and  1 : 

multi  channel  sound  status 
code  corresponds  with  the 
actual  sound  status  of  the 
generator 

— Reserved  but  as  yet  undefined 

byte  1 4;  bit  2 and  3: 

remote  programmable 

— Country 

(CNI) 

byte  15: 

programmable 

byte  21;  bit  2 and  3: 

programmable 

byte  22;  bit  0 and  1 : 

programmable 
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Network 

(or  program  provider) 

(CNI) 

Day 

(PIL) 

Month 

(PIL) 

Hour 

(PIL) 

Minute 

(PIL) 

Program  type 
Program  title 

(PTY) 

(PTL) 

Data  shaping 

8.4.2  RCF  Operation 

RCF  system  selection 

RCF  signal 

On/Off  selection 

- On 

- Off 

Predefined  data 

- Contents  of  memory  locations 

— Memory  locations  1 to  4 
— Memory  locations  5 to  9 

- PDC  data  memory 

Indication  of  actual  PDC  data 
on  TV  screen 

- Text  bar 
— Height 

— Position 

— Contents  (English  language) 


byte  1 6;  bit  0 and  1 : programmable 

byte  22;  bit  2 and  3:  programmable 

byte  23:  programmable 

byte  1 6;  bit  2 and  3:  programmable 

byte  1 7;  bits  0 to  2:  programmable 

byte  1 7;  bit  3:  programmable 

byte  1 8;  bits  0 to  2:  programmable 

byte  1 8;  bit  3:  programmable 

byte  19:  programmable 

byte  20:  programmable 

byte  21 ; bit  0 and  1 : programmable 

byte  24  and  25:  programmable 

bytes  26  to  45:  fixed 

sin2-filter 


with  FLOF/TOP  switch  on  the  rear  panel 
by  selecting  FLOF,  see  Section  8.2.3 


by  recalling  one  of  the  PDC  memory 
locations  1 to  9 

by  recalling  PDC  memory  location  0 


9 memory  locations,  see  operating  part  Chapter  7 

free  programmable 
non-programmable 

EEPROM 

by  fading  in  a horizontal  text  bar 

into  the  current  test  pattern  on  TV  screen 

1/6  field 
selectable: 

a)  in  each  sixth  of  the  screen 

b)  rolling  through  all  positions 

c)  no  text  bar  present 

see  operating  part,  Chapter  7 
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8.5  VPS  (VIDEO  PROGRAMME 


SYSTEM) 

8.5.1  System  Data 

Transport  mechanism 
Signalling  method 

Signal  levels 

- 0 level 

- 1 level 

— Tolerance 
Bitrate 

Clock  frequency 

- Tolerance 

— Standard  instruments 
— Versions  -TDS,  -TNS,  -TDSI 

Data  timing  reference  point 

- Position 
Signal  shape 

- Pulse  width  at  half  amplitude 


only  available  with  625  line  systems 


via  television  line  16 
biphase  modulation 


black  level 
0.5  V 

at  0.7  V difference  between  black  level 

and  peak  white  level 

±5% 

320  X fH 

5.0  MHz 

<30  ppm 
<3  ppm 

position  of  leading  edge 
of  the  run-in  signal 
to  line  sync  pulse  at  half  amplitude 
11.6  (xs  ±0.2  ms 

approximately  cos2 
200  ns  ±10  ns 


8.5.2  VPS  Data 


Data  line  content 

Run-In 

Startcode 

Data 

- Not  relevant  to  VPS 

- Status  of  analog  sound  (PCS) 


- Reserved  but  as  yet  undefined  (PCS) 

- Reserved  for  enhancement  of  VPS 

- Not  relevant  to  VPS 

- Country  (CNI) 


15  bytes  of  8 biphase  coded  data  bits 
byte  1 : 16  alternating  bits 

101010...  starting  with  1 
byte  2:  16  bits 

10/00/10/10/10/01/10/01 


bytes  3 to  1 5 
bytes  3 to  4: 
byte  5;  bit  0 and  1: 


byte  5;  bit  2 and  3: 
byte  5;  bits  4 to  7: 
bytes  6 to  10: 
byte  13;  bit  6 and  7: 
byte  1 4;  bit  0 and  1 : 


all  bits  1 

multi  channel  sound  status 

code  corresponds  with  the 

actual  sound  status  of  the 

generator 

programmable 

all  bits  1 

all  bits  1 

programmable 

programmable 
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- Network 


(or  program  provider) 

(CNI) 

byte  11;  bit  0 and  1 : 

programmable 

byte  14;  bits  2 to  7: 

programmable 

- Day 

(PIL) 

byte  1 1 ; bits  2 to  6: 

programmable 

- Month 

(PIL) 

byte  11;  bit  7: 

programmable 

byte  1 2;  bits  0 to  2: 

programmable 

- Hour 

(PIL) 

byte  12;  bits  3 to  7: 

programmable 

- Minute 

(PIL) 

byte  13;  bits  Oto  5: 

programmable 

- Program  type 

(PTY) 

byte  15: 

programmable 

VPS  Operation 

VPS  system  selection 

VPS  signal 

On/Off  selection 

— On 

— Off 

Predefined  data 

— Contents  of  memory  locations 

— Memory  locations  1 to  4 

— Memory  locations  5 to  9 

VPS  data  memory 

Indication  of  actual  VPS  data 
on  TV  screen 

— Text  bar 

— Height 

— Position 

— Contents  (German  language) 


with  TOP/FLOF  switch  on  the  rear  panel 
by  selecting  TOR  see  Section  8.2.3 


by  recalling  one  of  the  VPS  memory 
locations  1 to  9 

by  recalling  VPS  memory  location  0 


9 memory  locations, 

see  operating  part  Chapter  7 

free  programmable 
non-programmable 

EEPROM 

by  fading-in  a horizontal  text  bar 

into  the  current  test  pattern  on  TV  screen 


1/6  field 
selectable: 

a)  in  each  sixth  of  the  screen 

b)  rolling  through  all  positions 

c)  no  text  bar  present 

see  operating  part,  Chapter  7 
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8.6  CLOSED  CAPTION  (CC) 

8.6.1  System  Data 

Transport  mechanism 

Signalling  method 

Signal  level  ’0’ 

Signal  level  ’1’ 

- Tolerance 

Bitrate 

Clock  frequency 

- Tolerance 

— Standard  instruments 
— Versions  -TDS,  -TNS,  -TDSI 

Data  timing  reference  point 

- Position 
Data  line  content 

- Clock  Run-In  Burst 

- Start  bit 

- Data 

— Coding 

— Transmission  sequence 
Signal  shape 


only  available  with  525  line  systems 
NTSC  M and  NTSC/4.433 


via  television  line  21  of  field  1 
binary  NRZ 

0 IRE  (blanking  level) 

50  IRE 

± 2.5  IRE 

32  xfn 

503.4965  kHz 

<30  ppm 
<3  ppm 

position  of  leading  edge 

of  the  Run-In  signal 

to  line  sync  pulse  at  half  amplitude 

10.5  |is  ±0.5  pis 

7 cycle  sinusoidal  burst 
and  17  bits  of  data 
7 cycle  sinusoidal 

1 bit 

1 6 bits 

consisting  of  two  8 bit  characters 

7-bit  code  of  USASCII  X3.4-1967 
with  added  odd  parity  bit 

in  numerical  order  from  bit  1 to  bit  8 

approximately  filtered  to  a ”2T”  response 
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8.6.2  CC  Features 


Caption  mode  1 

- Pop-on  mode 

- Paint-on  mode 

- Roll-up  mode 
Caption  mode  2 
Text  mode 

8.6.3  CC  Operation 
CC  signal 

On/Off  selection 

- On 

- Off 

Predefined  data 

- Contents  of  memory  locations 


three  display  modes  are  available: 

Pop-on  mode 
Roll-up  mode 
Paint-on  mode 

memory  locations  5 and  6; 

contents  see  operating  part,  Section  7.4.4.3 

memory  locations  3,  7 and  8; 
contents  see  Section  7.4.4.3 

memory  locations  1 , 2 and  4; 
contents  see  Section  7.4.4.3 

9 memory  locations  as  Caption  mode  1 , 
except  different  contents,  see  Section  7.4.4.3 

memory  location  8; 
contents  see  Section  7.4.4.3 


by  recalling  one  of  the  CC  memory 
locations  1 to  9 

by  recalling  memory  location  0 
see  operating  part,  Chapter  7 


CC  data  memory 


PROM 
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9 STEREO  SOUND  ANALOG 


Supplement  for  Operating  Manual  PM  5415  / PM  5418 

This  supplement  contains  additional  and  replacement  information  for  the  PM  5415  / PM  5418 
Operating  Manual  and  concerns  the  following  instrument  versions: 

PM  5415  TX  with/without  Y/C,  PM  5415  TXS  with/without  Y/C 
PM  541 8 TX  with/without  Y/C,  PM  541 8 TXS  with/without  Y/C 
PM  5418TXI  with  Y/C 


CONTENTS 

9.1  GENERAL 

9.2  OPERATING  THE  INSTRUMENT 

9.2.1  Controls  and  Connectors 

9.2.2  Operation 

9.2.3  Table  Sound  Modes  MONO/STEREO 

9.3.  CHARACTERISTICS 


9.1  GENERAL 

The  audio  signal  is  FM  modulated  on  the  sound  carrier  (except  for  SECAM  L system,  where  the 
sound  is  AM  modulated) . The  frequency  of  the  sound  carrier  depends  on  the  TV  system,  for  exam- 
ple PAL  B,G,H  5.5  MHz  and  PAL  I 6.0  MHz. 

Broadcast  stations  transmit  the  sound  carrier  above  the  vision  carrier,  while  PM  541 5 and  PM  5418 
generate  double  sideband  modulation.  This  is  not  of  importance  fortesting  TV  sets. 

One  way  to  transmit  Stereo  sound  or  Dual  sound  is  the  two-carrier  system  which  is  used  in 
Germany,  Switzerland,  and  the  Netherlands  (TV  system  PAL  B,G).  The  second  sound  signal  is 
transmitted  by  using  an  additional  sound  carrier.  The  frequency  of  this  sound  carrier  is  approxima- 
tely 242  kHz  above  the  first  sound  carrier,  for  example,  5.742  MHz  for  PAL  B,G. 

To  distinguish  between  Stereo-  and  Dual-sound  transmission,  an  additional  pilot  signal  of 
54.68  kHz  is  present  on  the  second  sound  carrier.  This  pilot  signal  is  AM  modulated  with  identifica- 
tion frequencies  (117.5  Hz  for  Stereo  or  274.1  Hz  for  Dual  sound).  The  pilot  carrier  and  the 
identification  frequencies  are  coupled  with  the  line  frequency  fH.  The  pre-emphasis  for  both  sound 
carriers  is  50  |is. 

The  instrument  allows  external  modulation  from  a stereo  tuner/amplifier  or  a tape  or  cassette 
recorder  with  PM  5415  / PM  5418  as  the  RF  modulator. 
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9.2  OPERATING  THE  INSTRUMENT 

9.2.1  Controls  and  Connectors  (Modifications) 

Control/Connector  Function 


Front  panel 


Keys  for  the  required  sound  modulation  modes 


SOUND 


A 


MODULATION 


INTERN 

0 

EXTERN  Q 

CARRIER 

MONO 

© 

dual  © 

STEREO 

L 

Ml 

1kHz 

L 

Ml 

3kHz  0 

R 

M2 

1kHz 

| @ 

Sound  carrier  with  internal/external  modulation, 
sound  carrier  ON/OFF 


Modulation  modes:  MONO,  DUAL,  STEREO  sound 


Audio  frequencies  1 kHz,  3 kHz  channel  1 or  left  chan- 
nel, and  1 kHz  for  channel  2 or  right  channel 

★ Front  panel  PM  5415 


Rear  panel 


AUDIO/VIDEO  OUT 


Audio/video  output,  Scart-/Euro-connector, 
standard  connection  for  TV  and  video  systems 
Pin  assignment: 

Pin  Signal 

1 audio,  R/M2  *1 

3 audio  mono,  L/M1  *1 

4 ground  audio 

8 function  switching,  CVBS  status 

17  ground  video 

19  video 

21  ground  chassis 


AUDIO  IN 


Audio  input,  5 pin  DIN  connector  (180°) 

Pin  Signal 

2 ground 

3 audio  mono,  L/M1  *1 

5 audio  mono,  R/M2  *1 


1 in  FM  Stereo,  Dual  sound  mode 
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9.2.2  Operation 

The  instrument  has  nine  keys  in  the  SOUND  keypad  area  to  operate  the  Mono  Sound  and  the 
Analog  Stereo/Dual  Sound.  Light-emitting  diodes  (LEDs)  are  assigned  to  all  keys  indicating  the 
actual  on/off  state.  When  the  sound  carrier  is  switched  off  by  the  CARRIER  key  or  by  switching  from 
internal  to  external  modulation,  the  actual  sound  mode  is  stored  in  the  memory  and  completely 
recalled  when  going  back  to  the  original  operating  mode.  So  this  function  serves  for  convenient 
operation  of  the  instrument. 

In  the  external  sound  modulation  mode,  the  external  audio  signals  (mono  or  stereo)  are  applied 
to  the  AUDIO  INPUT  connector  on  the  rear  panel  of  the  instrument. 

The  correct  sound  carrier  frequencies  are  selected  by  setting  the  PAL/NTSC  and  SECAM 
thumbwheel  switches  on  the  rear  panel  to  the  TV  system  desired. 

The  Analog  Stereo/Dual  Sound  mode  is  only  possible  for  the  TV  systems  PAL  B,G,H. 


Note: 

After  the  sound  is  turned  on  it  lasts  some  seconds  until  the  sound  carrier  has  settled. 
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9.2.3  Table  Sound  Modes  MONO/STEREO 


Operating  mode 
sound/modulation 

Sound 

CARRIER 

MODULATION 
INTERN  EXTERN 

MONO 

-j k 

DUAL 

★ 

STEREO 

L 

Ml 

1 kHz 

L 

Ml 

3 kHz 

R 

M2 

1 kHz 

Remarks 

Sound  carrier  off 

0 

Mono, 

sound  signal  off 

X 

X 

X 

0 

0 

Mono,  sound  signal 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

Mono, 

external  audio  signal 

X 

X 

X 

apply  ext.  signal 
to  connector 
AUDIO  IN: 
pin  3/5 

Dual  sound, 
sound  signal  off 

X 

X 

X 

0 

0 

O 

Dual  sound,  mono  1, 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

0 

Dual  sound,  mono  2, 
1 kHz 

X 

X 

X 

0 

0 

X 

Dual  sound,  mono  1, 
1 kHz  (3  kHz) 

+ mono  2,  1 kHz 

X 

X 

X 

X 

(X) 

X 

Dual  sound 
external  audio  signal 

X 

X 

X 

apply  ext.  signal 
to  connector 
AUDIO  IN: 
pin  3 mono  1 
pin  5 mono  2 

Stereo, 

sound  signal  off 

X 

X 

X 

0 

0 

0 

Stereo,  left  channel 
1 kHz  (3  kHz) 

X 

X 

X 

(X) 

X 

0 

Stereo,  right  channel 
1 kHz 

X 

X 

X 

0 

0 

X 

Stereo,  left  channel 
1 kHz  (3  kHz) 

+ right  channel  1 kHz 

X 

X 

X 

1 

X 

(X) 

X 

Stereo, 

external  audio  signal 

X 

X 

X 

apply  ext.  signal 
to  connector 
AUDIO  IN: 
pin  3 left 
pin  5 right 

O = mode  off 
X = mode  on 

* = DUAL/STEREO  for  PAL  B,G 
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9.3  CHARACTERISTICS 

DUAL,  STEREO  sound 


for  -TX,  -TXS  versions, 
PM  5418TXI 


Mono  sound  mode 

Sound  carrier  1 


Frequency  4.5  MHz 

5.5  MHz 
6.0  MHz 

6.5  MHz 


Tolerance 

<30  ppm 

Tolerance 

< 1 ppm  (at  23 

Temperature  drift 

2 ppm 

Aging 

2 ppm/year 

Vision/sound  carrier  ratio 

13  dB 

13  dB 

12  dB 

11  dB 

Sound  modulation 

internal 

external 

Modulation  mode 

FM 

AM 

FM  frequency  modulation 

Pre-emphasis 

50  ns 

75  ns 

FM  INTERN 

1 ±0.1  kHz 

3 ±0.3  kHz 

Modulation  deviation 

30  ±2  kHz 

28  ±6  kHz 

26  ±6  kHz 

15  ±5  kHz 

FM  EXTERN 

0,4  V 

on/off  switchable; 
locked  to  line  frequency 
with  PLL 

M,N 

B.G.H 

I 

D,K,K1  ,L 

(Secam  sound  system 
only  PM  5418) 

for  -TX,  -TXS  version 

°C)  | for  PM  541 8 TXI 

M,N 

B,G,H 

I 

D,K,K1,L 

on/off  switchable 
on/off  switchable 

frequency  modulation 
amplitude  modulation 

all  TV  systems  except  SECAM  L 

B,D,G,H,I,K,K1 

M,N 

sinewave 

switchable 

B,G,H  1 

I l measured  with 
D,K,K1  [ de-emphasis 
M,N  J 

0.4  V will  give  same  deviation  as 
with  internal  modulation;  mea- 
surement with  de-emphasis 


AM  amplitude  modulation 
AM  INTERN 

Modulation  degree 
AM  EXTERN 

Dual,  stereo  sound  mode 

Sound  carriers 

Frequency 

Tolerance 

Tolerance  (at  23  °C) 
Temperature  drift 
Aging 

Vision/sound  carrier  ratio 
Modulation 

Pre-emphasis 
FM  INTERN 

Modulation  deviation 

FM  EXTERN 

Operation  mode  detection 

Pilot  frequency 
Tolerance 

Modulation 
Modulation  degree 

Identification  frequencies 

Tolerance 

Deviation  of  sound  carrier  2 


STEREO  SOUND  ANALOG  PM  541 5 / PM  541 8 


SECAM  L (only  PM  5418) 

1 ±0.1  kHz 

3 ±3  kHz 

50%  ±5% 

sinewave 

0.4  V 

0.4  V will  give  same  degree  as 
with  internal  modulation 

system  B,G,(H); 
for  D,I,M,N  the  instruments  are 
automatically  switched  to 
MONO  sound 

carrier  1 

carrier  2 

on/off  switchable 

5.5  MHz 

5.7421875  MHz 

locked  to  fn 

<30  ppm 

<30  ppm 

for  -TX,  -TXS  versions 

<1  ppm 
2 ppm 
2 ppm/year 

<1  ppm  I 

2 ppm  > 

2 ppm/year  J 

for  PM  5418  TXI 

13  dB 

20  dB 

FM  internal 
FM  external 

FM  internal 
FM  external 

on/off  switchable 
on/off  switchable 

50  [is 

50  [is 

1 ±0.1  kHz 
3 ±0.3  kHz 
switchable 

1 ±0.1  kHz 

sinewave 

30  ±2  kHz 
15  ±1  kHz 
30  ± 2 kHz 

30  ±2  kHz 
30  ±2  kHz 

DUAL,  1 kHz 
STEREO,  right  carrier  off 
STEREO,  both  carriers  on 

0.4  V 

0.4  V 

0.4  V will  give  same  deviation  as 
with  internal  modulation;  mea- 
surement with  de-emphasis 

54.6875  kHz  (3,5  x fH) 

coupled  with  line  frequency 

<30  ppm 
<3  ppm 

for  -TX,  -TXS  versions 
for  PM  541 8 TXI 

AM 

50%  ±5% 

274.1  Hz  (fH/57) 
117.5  Hz  (fa/133) 

DUAL 

STEREO 

<30  ppm 
<3  ppm 

for  -TX,  -TXS  versions 
for  PM  541 8 TXI 

±2.5  ±0.5  kHz 
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10  NICAM  DIGITAL  SOUND  / STEREO  SOUND 

Supplement  for  Operating  Manual  PM  5415  / PM  5418 

This  supplement  contains  additional  and  replacement  information  for  the  PM  5415  / PM  5418 
Operating  Manual  and  concerns  the  following  instrument  versions: 

PM  5415  TN  with/without  Y/C,  PM  541 5 TNS  with/without  Y/C 
PM  541 8 TD  with/without  Y/C,  PM  541 8 TDS  with/without  Y/C 
PM  5418  TDSI  with  Y/C 


CONTENTS 

10.1  GENERAL 

1 0.2  OPERATING  THE  INSTRUMENT 

10.2.1  Controls  and  Connectors  (Modifications) 

10.2.2  Operation 

10.2.3  Applications 

10.3.  CHARACTERISTICS 


10.1  GENERAL 

NICAM  Digital  Sound 

Specific  benefits  of  the  NICAM  generators  (Near  Instantaneous  Companding  Audio  Multiplexed) 
include  the  ability  to  select  more  than  55  digital  sound  test  signals,  thereby  speeding  and  simplify- 
ing operation.  Subcarrier  and  sound  carrier  signals  have  an  exceptionally  high  stability  of  within 
3 ppm. 

NICAM  is  compatible  with  the  existing  systems  PAL  B/G,  PAL  I,  and  SECAM  L terrestrial  TV  and 
cable  TV  standards,  and  it  adds  two  high-quality  digital  sound  channels.  Suitable  TV  sets  can 
receive  two  mono  channels  for  simultaneous  translation  of  foreign-language  programs,  stereo, 
or  transparent  transmission  of  data. 

The  NICAM  color  pattern  generators  equipped  with  digital  filters  provide  a number  of  test  signals 
for  NICAM  TV  receivers  and  QPSK  demodulators.  The  two  digital  sound  channels  have  selectable 
low- or  high-amplitude  signals  to  test  the  expander  of  the  TV  receiver.  Standard  1 kHz  tones  check 
the  sound  channels,  and  a 3 kHz  tone  on  channel  1 can  test  the  stereo  or  dual-sound  performance 
of  the  TV. 

Three  special  test  signals  (Data  1 to  3)  are  available  to  check  the  operation  of  the  demodulator 
and  decoder.  An  RSSF  (Reserve  Sound  Switching  Flag)  is  high/low  selectable  to  indicate  that  the 
two  sound  carriers  are  transmitting  different  information  or  to  indicate  faults  in  the  digital  transmis- 


sion. 


10-2 


NICAM  DIGITAL  SOUND  / STEREO  SOUND  PM  5415  / PM  541 8 


Signals  generated  by  the  -TD,  -TDS,  -TN,  -TNS,  and  -TDSI  versions  allow  measurements  and  align- 
ment of  NICAM  decoders.  This  capability  is  of  increasing  importance  for  people  handling  NICAM 
equipment  in  regions  like  the  United  Kingdom,  the  Nordic  countries,  France,  Hong  Kong,  as  well 
as  for  use  by  customers  in  the  production  of  NICAM  sets. 

The  standard  versions  also  have  analog  FM  stereo,  Dual  and  Mono  sound  features,  see  also 
chapter  9,  Stereo  sound. 


The  NICAM-728  transmission  mode 

Two  sound  carriers  are  used  for  the  NICAM-728  transmission  mode,  similar  to  the  analog  FM 
stereo/dual  sound  mode.  For  NICAM,  for  reasons  of  compatibility,  the  first  sound  carrier  is  still 
transmitting  the  analog  information  assigned  to  the  picture  contents.  The  second  sound  carrier 
comprises  the  total  digital  two-channel  audio  information.  Because  of  different  TV  systems  in  the 
Nordic  countries  and  France,  the  NICAM  version  B/G  is  used,  while  the  United  Kingdom  uses  the 
NICAM-I  version.  The  NICAM  sound  carriers  are  5.850  MHz  for  PAL  B/G,  SECAM  L,  and  6.552  MHz 
for  PAL  I. 

For  NICAM  the  analog  sound  signal  is  converted  into  14-bit  amplitude  values  at  a sampling  rate 
of  32  kHz.  These  values  are  compressed  to  1 0 bits.  A further  parity  bit  serves  for  an  error  message. 
For  synchronizing,  an  8-bit  Frame  Alignment  Word  (FAW)  is  used. 

Sixteen  bits  serve  for  control  information;  only  bits  CO  to  C4  are  used  in  the  present,  these  bits  have 
the  following  functions: 

CO  Frame  Flag  Bit 

Cl , C2,  C3  Application  Control  Bits  (transmission  mode) 

C4  Reserve  Sound  Switching  Flag  (RSSF). 

It  is  set  to  high  (1),  if  the  FM  channel  transmits  the  same  program  as  the  NICAM 
channel;  otherwise,  it  is  set  to  LOW  (0). 

The  remaining  1 1 bits  are  reserved  for  future  purposes. 

The  data  for  the  sound  are  split  into  blocks  of  704  bits  each  and  afterwards  interleaved  according 
to  the  system;  a set  of  24  control  bits  is  added.  A scrambling  without  FAW  serves  for  equal  energy 
dispersal.  This  data  stream  serves  for  phase  shift  keying  of  the  unmodulated  carrier  (4QPSK  mod- 
ulation). 
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10.2  OPERATING  THE  INSTRUMENT 


10.2.1  Controls  and  Connectors  (Modifications) 

Control/Connector  Function 


Rear  panel 

POWER 

ON 
I 

0 

OFF 


linei  ruuir 

FIELD  I I 

OUT 


Power  switch  shown  in  ON  position 
(rear  panel) 


Combined  line/field  sync  output, 
(rear  panel) 


Front  panel 


Analog  sound  section 


SOUND 


MODULATION 

INTERN 

0 

EXTERN 

0 

CARRIER  @ 

r v’:f 

MONO 

© 

DUAL 

0 

STEREO 

© 

' ' -T:  [ 

MODULATION  SOURCE  FM- NICAM 

CHANNEL  1 

CHANNEL  1 

CHANNEL2  ^ 

1kHz 

© 

3kHz 

0 

1kHz 

w 

J. 

NICAM  INTERN 

MONO  Q 

DUAL  0 

STEREO 

wm 

Iftn 

■i 

RSSF  HIGH 

AMPL  HIGH 

TEST 

AMPLLGWq 

DATA 

n 

IK 

flu 

A 


★ 


1 

3 

2 


Keys  for  the  required  AM/FM  sound 
modulation  modes,  LED  indication  of  the 
selected  mode: 

sound  carrier  with  internal  or  external  modulation, 
sound  carrier  ON/OFF 

Keys  available  for  modulation  modes: 
mono,  dual  sound,  stereo  signal 

Keys  for  analog  and  digital  sound 
modulation;  audio  frequency  channel  1, 
channel  2 respectively  left/right  channel 

* front  panel  PM  5415  with  NICAM  sound 


Digital  sound  section 

Keys  for  MONO,  DUAL,  and  STEREO; 

NICAM  sound  carrier  is  available  by  selecting 
the  required  mode. 

The  selected  mode  can  be  turned  off  by  pressing 
the  key  once  more 

RSSF  (Reserve  Sound  Switching  Flag), 
high  or  low  selectable 


AMPL,  amplitude  high  or  low  selectable;  AMPL  LOW 
generates  1 /3  volume  of  high  amplitude  of  demodulated 
signal,  volume  remains  for  the  analog  signal 


TEST,  key  has  step  function;  repeated 
pressing  effects  3 test  modes 
DATA  1 : 4QPSK  demodulator  test 
DATA  2:  NICAM  decoder  test 
DATA  3:  unmodulated  NICAM  carrier 
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Control/Connector 
Rear  Panel 


NICAM 


Function 


Output  connector  of  NICAM  audio  data, 
1 V(pp)  into  75  Q 

Output  connector  of  NICAM  clock, 

1 V(pp)  into  75  Q 


AUDIO/VIDEO  OUT 


Euro-AV-connector  (SCART), 

standard  connection  for  TV  and  video  systems 

Alterations: 

Pin  Signal 

1 Internal  modulation  mode: 

contents  of  sound  channel  2; 
for  RSSF  LOW  mode:  modulation 
contents  of  the  AM/FM  mono  channel 

External  modulation  mode: 
same  signal  applied  to  pin  5 
of  the  AUDIO  IN  connector 

3 Internal  modulation  mode: 

contents  of  sound  channel  1 ; 
for  RSSF  LOW  mode:  modulation 
contents  of  the  AM/FM  mono  channel 

External  modulation  mode: 
same  signal  applied  to  pin  3 
of  the  AUDIO  IN  connector 


AUDIO  IN 


Audio  input,  DIN  connector  (180°) 
Alterations: 

Pin  Signal 

3 Audio  mono  (CH  1 , left)  * 

5 Audio  mono  (CH  2,  right)  * 

★ in  FM-STEREO,  DUAL  sound 

External  modulation  of  the  NICAM 
carrier  is  not  possible 
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10.2.2  Operation 

The  NICAM  mode  can  be  activated  for  the  TV  systems  PAL  B/G/H  and  PAL  I by  setting  the  thumb- 
wheel switch  PAL/NTSC  on  the  rear  panel  to  position  1 or  3.  PM  541 8 with  NICAM  sound  also  has 
the  possibility  to  select  the  NICAM  mode  for  TV  system  SECAM  L (thumbwheel  switch  SECAM  in 
position  3).  For  operating  the  analog  AM/FM  sound  referto  Stereo  sound  in  Chapters  The  operat- 
ing modes  of  the  sound  modulation  are  indicated  by  LEDs.  Not  all  AM/FM  operating  modes  can 
be  indicated  by  the  LEDs  when  both  systems  are  active. 

NICAM  is  activated  by  pressing  one  of  the  NICAM  MONO,  NICAM  DUAL,  or  NICAM  STEREO  keys. 
By  doing  this,  the  AM/FM  sound  is  set  to  mono  (AM  for  SECAM  L).  It  can  be  switched  on  and  off 
and  can  be  externally  modulated. 

By  pressing  the  key  RSSF  the  Reserve  Sound  Switching  Flag  (RSSF)  can  be  set  to  LOW  (0)  or 
to  high  (1).  In  the  RSSF  LOW  mode  the  AM/FM-  and  NICAM-signals  are  different.  The  following 
table  shows  the  different  possibilities  for  the  NICAM  modes. 

The  AMPL  key  is  used  to  select  a high  or  low  amplitude  for  the  NICAM  LF  signals.  The  volume  of 
the  analog  AM/FM  carrier  is  not  altered  by  this. 

The  NICAM  sound  carrier  cannot  be  externally  modulated. 


Digital  sound 

Analog  sound  FM  (system  B,G,I), 

AM  for  system  L 

Channel  1 

Channel  2 

NICAM 

left 

right 

RSSF  high 

RSSF  low 

STEREO 

— 

— 

— 

3 kHz 

STEREO 

- 

1 kHz 

1 kHz 

3 kHz 

STEREO 

1 kHz 

- 

1 kHz 

3 kHz 

STEREO 

1 kHz 

1 kHz 

1 + 1 kHz 

3 kHz 

STEREO 

3 kHz 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

3+  1 kHz 

3 kHz 

DUAL 

— 

— 

— 

3 kHz 

DUAL 

— 

1 kHz 

- 

3 kHz 

DUAL 

1 kHz 

- 

1 kHz 

3 kHz 

DUAL 

1 kHz 

1 kHz 

1 kHz 

3 kHz 

DUAL 

3 kHz 

- 

3 kHz 

1 kHz 

DUAL 

3 kHz 

1 kHz 

3 kHz 

1 kHz 

MONO 

_ 

— 

— 

3 kHz 

MONO 

1 kHz 

- 

1 kHz 

3 kHz 

MONO 

3 kHz 

- 

3 kHz 

1 kHz 
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Explanations: 

- The  mono  sound  carrier  in  NICAM  Dual  and  Stereo  modes  acts  as  for  FM  Dual  and  Stereo. 

- In  Dual  mode  the  FM  sound  carrier  transmits  channel  1 ; for  Stereo,  it  transmits  the  sum  of 
channels  1 and  2.  When  the  instrument  is  in  NICAM  mode  and  the  FM  modulation  is  switched 
off  (for  example,  by  selecting  the  external  modulation  or  by  switching  off  the  FM  carrier),  the 
RSSF  bit  is  automatically  set  to  LOW. 

The  TEST  key  selects  three  special  data  sets.  The  TEST  key  has  a stepping  function  and  by  repeat- 
edly pressing  the  key,  the  signals  DATA  1 - DATA  2 - DATA  3 are  switched  on.  For  DATA  3,  both 
LEDs  next  the  key  are  lit.  The  data  sets  do  not  comprise  real  NICAM  data;  they  contain  bit  patterns 
to  enable  the  check  of  NICAM  modules.  The  data  sets  are  as  follows: 

DATA  1 NICAM  demodulator  test 

DATA  2 NICAM  decoder  test 

DATA  3 unmodulated  carrier 

In  the  test  mode  only  the  unmodulated  FM  sound  carrier  is  available. 


10.2.3  Applications 

The  color  TV  pattern  generators  including  NICAM  sound  make  it  possible  to  check  conventional 
TV  sets  with  analog  sound  facilities  in  mono,  dual,  and  stereo  modes. 

In  addition  the  NICAM-728  signal  allows  you  to  check  the  complete  digital  sound  channel  in  the 
same  operating  modes. 

By  selecting  different  NICAM  amplitudes  (AMPL  LOW/AMPL  high)  you  can  check  the  expander 
of  the  NICAM  decoder.  In  this  part  the  scale  factors  are  recovered  and  an  expansion  of  the  audio 
data  from  10  to  14  bits  is  realized. 

For  checking  the  de-emphasis  of  the  NICAM  receiver  you  can  use  the  1 kHz  and  3 kHz  sound  fre- 
quencies. It  is  possible  to  select  the  RSSF  bit  for  all  NICAM  modes.  By  doing  this,  switching  from 
NICAM  to  analog  sound  can  be  checked  in  the  receiver. 


Test  functions 

The  test  signals  are  ideally  suited  for  checking  single  functions  or  circuitries  in  the  sound  part  of 
NICAM  receivers  (see  Fig.  1 block  diagram  of  a NICAM  receiver  for  TV  sets). 

The  test  signal  DATA  1 is  used  for  checking  the  4QPSK  demodulator.  By  this  method  atriggerable 
signal  at  the  data  output  of  the  NICAM  demodulator  circuit  TDA  8732  can  be  displayed  on  the 
screen  of  an  oscilloscope.  The  subsequent  circuit  SAA  7280  (Terrestrial  Digital  Sound  Decoder) 
in  this  case  sends  an  error  message  (error  flag)  and  thus  indicates  faulty  NICAM  data. 
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1*0  (to  MICROPROCESSOR) 


Fig.  1 NICAM  Receiver  for  TV  Set  (Philips) 


Similar  circuit  design  is  also  used  by  other  manufacturers,  for  example  the  demodulator  circuit 
from  Toshiba  TA  8662N  or  the  decoder  circuit  CF  70123  from  Texas  Instrument. 

The  test  DATA  2 checks  NICAM  decoders,  for  example  it  sends  a continuous  32  kHz  square  wave 
signal  at  the  l2S  bus  output  of  the  SAA  7280,  which  can  easily  be  displayed  on  the  screen  of  an 
oscilloscope. 

Test  DATA  3 sends  an  unmodulated  NICAM  sound  carrier  that  is  suited  for  adjustment  and  level 
measurements. 


NICAM  DIGITAL  SOUND  / STEREO  SOUND  PM  5415  / PM  541 8 


10-8 


1 0.3  CHARACTERISTICS 

10.3.1  Video  Part 


Video  modulation  AM 


TV  systems 
Polarity 

all  except  L 

SECAM  L 

negative 

positive 

RF  sync,  level 

100% 

5 ...  20  % 

RF  blanking  level 

30% 

RF  white  level 

10...  30% 

100% 

10.3.2  Chroma  Part 
PAL/NTSC 

TV  systems  B,D,G,H,I,M,N 

M 


Subcarrier  frequency 


4.433619  MHz 
3.579545  MHz 

3.575611  MHz 
3.582056  MHz 

- Tolerance 

<1  ppm 

- Temperature  drift 

2 ppm 

- Aging 

2 ppm/year 

Subcarrier  frequency 

4.433619  MHz 

- Tolerance 

< 100  ppm 

internal/external  switchable 


SECAM  only 
PM  5418 


PAL 

NTSC 

coupled  with  line  frequency 
according  to  system  selected 
PAL  B,D,G,H,I 
NTSC 

PALM  1 only  PM  5418  TDSI 
PAL  N J 

at  23  °C 


system  NTSC/4.433  MHz;  not 
coupled  with  line  frequency 
at  23  “C 


Subcarrier  blanking 


according  to  TV  system 
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10.3.3  Sound  Part  Analog 

AM/FM  sound  (analog)  see  analog  stereo  sound, 

Section  9.3 


Following  additions  and  changes: 


Sound  carrier  frequency 

on/off  switchable; 
coupled  with  line  frequency 

Sound  carrier  1 

4.5  MHz 

system  M,N 

5.5  MHz 

B,G,H 

6.0  MHz 

1 

6.5  MHz 

D,K,K1,L 
(SECAM  sound 
system  only  PM  541 8) 

- Tolerance 

<1  ppm 

at  23  °C 

- Temperature  drift 

2 ppm 

- Aging 

2 ppm/year 

FM  frequency  modulation 

FM  INTERN 

1 kHz  ±3  ppm 
3 kHz  ±3  ppm 

FM  deviation 

15  ±5  kHz 

system  M,N  1 internal  source 

30  ±6  kHz 

B,G,H  1 1 kHz, 

31  ±6  kHz 

1 | measured  with 

27  ±6  kHz 

D,K,K1  J deemphasis 

Sound  carriers 

Carrier  1 

Carrier  2 

FM  deviation  (B/G) 

30  ±6  kHz 
15  ±3  kHz 

30  ±6  kHz 

DUAL,  1 kHz 
STEREO,  right  carrier  off 

30  ±6  kHz 

30  ±6  kHz 

STEREO,  both  carriers  on 

Modulation  of  the 

1 

see  Section  9.3, 

AM/FM  sound  carriers, 

! 

1 

> except  specifications 

NICAM  off 

J 

in  this  section. 

Modulation  of  the 

AM/FM  MONO  carrier  remains,  sound  carrier  1 

AM/FM  sound  carrier, 
NICAM  on 

FM  STEREO  carrier  off 

sound  carrier  2 

Sound  carrier  2 

5.7421875  MHz 

system  PAL  B,G 

- Tolerance 


<3  ppm 


NICAM  DIGITAL  SOUND  / STEREO  SOUND  PM  5415  / PM  541 8 


(GB) 


10  - 10 


Internal 

MONO  and  DUAL 

same  contents  as 
NICAM  channel  1 

STEREO 

sum  of  NICAM  channel  1 

+ 2 

FM  deviation 

±30  kHz 

Sound  channel  1 

1 kHz  or  3 kHz 

sinewave,  on/off  switchable 

Sound  channel  2 

1 kHz 

sinewave,  on/off  switchable 

- Tolerance  channel  1 , 2 

<3  ppm 

Test  mode 

modulation  off 

for  the  NICAM-Test  mode 
AM/FM  modulation  is  switched  off 

External 

as  PM  5415 /PM  5418 

1 RSSF  (Reserve  Sound  Switching 

MONO  sound 

> Flag)  is  automatically  set 
J to  LOW 

10.3.4  Sound  Part  Digital  (NICAM) 

Sound  carrier  (SC2) 

on/off 

switchable  by  selecting/deselec- 
ting the  NICAM  modes: 

MONO,  DUAL,  STEREO 

Frequency 

5.850  MHz 

TV  system  PAL  B/G,  SECAM  L 

6.552  MHz 

TV  system  1 

sound  carrier  related  to  bit-rate 
clock,  automatically  matched 
to  chosen  TV  system 

- Tolerance 

1 ppm 

at  23  °C 

- Temperature  drift 

2 ppm 

- Aging 

2 ppm/year 

Amplitude 

-20  dBc 

related  to  video  carrier  amplitude 

- Tolerance 

±2dB 

Modulation 

4QPSK 

differential  encoded  quadrature 
phase  shift  keying 

Modes 

MONO,  DUAL, 
STEREO,  TEST 
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Internal  sources 

Sound  channel  1 
Sound  channel  2 
Tolerance  channel  1 , 2 
Amplitude 


Amplitude  high 


Amplitude  low 

Reserve  Sound 
Switching  Flag 
(RSSF) 


Test 


1 kHz  or  3 kHz 


sinewave,  on/off  switchable 


1 kHz 


sinewave,  on/off  switchable 


<3  ppm 

2 amplitudes 
high/low 


1/3  of  high  amplitude 
high/low 


selectable  with  AMPL  LOW  key, 
FM  deviation  of  FM  mono  carrier 
remains  at  ±30  kHz  or 
50  % AM  for  SECAM  L 

reference  is  the  max.  codeable 
amplitude  at  15  kHz. 

1 kHz  and  3 kHz  are  attenuated 
relatively  to  the  level  according 
to  pre-emphasis  CCITT  Rec  J17 


selectable  with  RSSF  LOW  key  for 
all  NICAM  modes.  Content  of 
AM/FM  modulated  carrier  is 
different  to  the  NICAM  carrier; 
LEDs  at  the  front  panel  indicate 
the  NICAM  modes 


DATA  1 
DATA  2 
DATA  3 


NICAM  demodulator  test 
NICAM  decoder  test 
unmodulated  NICAM  carrier 


External  sources 

NICAM  encoding  of  external  analog  sound  signal  is  not  possible. 


Sound  coding 

Bit-rate 
- Accuracy 
Pre-emphasis 


1 0 bits/sample,  according  to  NICAM-728 

32  samples/block 

728  kbit/s 

<3  ppm 

according  to  CCITT  Rec.  J17 


Spectrum  shaping 


40  % cosine  roll-off 
1 00  % cosine  roll-off 


system  PAL  B/G,  SECAM  L 
system  PAL  I 
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NICAM  audio  output 

BNC  connector 

Data  format 

according  to  NICAM-728 

Bit-rate 

728  kbit/s 

Data  level  (pp) 

1 V 

- Tolerance 

±10% 

Impedance 

75  Q 

NICAM  clock  output 

BNC  connector 

Frequency 

728  kHz 

Clock  amplitude  (pp) 

1 V 

- Tolerance 

±10% 

Impedance 

75  Q 

Analog  output 

Euro-AV-connector 

Output  voltage  (rms)  0.4  V 

Impedance  1 kQ 

Internal  modulation 

External  modulation 
of  AM/FM  carrier  combined 
with  NICAM  sound 


NICAM  DATA,  rear  panel 


NICAM  CLOCK,  rear  panel 


SCART,  rear  panel; 
standard  connection  for  TV 
and  video  systems 


internal  audio  signals  are  available 
at  the  Euro-AV-connector 

RSSF  bit  is  set  automatically 
to  LOW;  same  signal  contents  of 
applied  to  AUDIO  IN  is  available 
at  the  Euro-AV-connector 


BTSC  SOUND  (PM  5418) 
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1 1 BTSC  SOUND  (PM  541 8) 

Supplement  to  the  Operating  Manual  PM  5415  / PM  5418 

This  supplement  contains  additional  and  replacement  information  for  the  PM  5415  / PM  5418 
Operating  Manual  and  concerns  the  following  instrument  versions: 

PM  541 8 TD  with/without  Y/C 
PM  541 8 TDS  with/without  Y/C 
PM5418TDSI  with  Y/C 


CONTENTS 

11.1  GENERAL 

11.2  OPERATING  THE  INSTRUMENT 

1 1 .2.1  Controls  and  Connectors 

1 1 .2.2  Operation 

1 1 .2.3  Applications 

1 1 .3  CHARACTERISTICS 

11.1  GENERAL 

The  BTSC  Sound  System 

The  BTSC  (Broadcast  Television  System  Committee)  sound  system  is  a Multichannel-Television 
Sound  (MTS)  standard  that  uses  only  one  sound  carrier  to  transmit  a stereophonic  as  well  as  a 
second  audio  program.  The  BTSC  standard  was  first  introduced  in  the  USA  and  later  on  in  Canada 
and  Taiwan.  BTSC  is  transmitted  in  the  TV  system  NTSC  M.  BTSC  will  also  be  introduced  in  Brazil 
for  PAL  M. 

The  four  components  of  the  BTSC  composite  signal  are  described  below  and  shown  in  Figure  1 . 

- Main  channel, 

a monophonic  L+R  signal  with  a 75  jls  pre-emphasis. 

- Pilot  carrier, 

locked  to  the  line  frequency  fH  (15.734  kHz). 

- Stereo  subchannel, 

L-R  signal,  amplitude  modulated  on  a suppressed  subcarrier  of  2xfH,  compressed  by  the 
dynamic  noise  reduction  system  according  to  the  BTSC  specification. 

- SAP  (Second  Audio  Program)  channel, 

frequency  modulated  on  a subcarrier  of  5xfH  (78.670  kHz),  compressed  by  the  dynamic  noise 
reduction  system  according  to  the  BTSC  specification. 

MAX.  SOUND 
CARRIER 
DEVIATION 


a kHz 

STEREO  SUBCHANNEL 

MAIN 

CHANNEL 

L-R 

BTSC  COMPRESSED 

1 

I 

*fH=  15.734  kHz 

1 

| 

SAP  CHANNEL 

L+R 

t 

AM-DSB-SC 

1 

1 

! FM  j 

1 BTSC  COMPRESSED  1 

___  1 SAP I 

_1 | 1 l 1 1 ^ 

1 *T* 1 "T 1 1 1 ' ► 

0 fH*  2fH  3fH  4fH  5fH  FREQUENCY 


PILOT 


Fi9- 1 BTSC  Baseband  Spectrum 
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The  broadband  baseband  spectrum  is  transmitted  via  frequency  modulation  on  the  sound  carrier 
(4.5  MHz) . Due  to  the  parabolic  noise  characteristic,  which  is  typical  for  FM  transmission  systems, 
the  noise  level  increases  for  higher  frequencies.  To  improve  the  Signal-to-Noise  Ratio  of  the  L-R 
signal  and  the  SAP  signal,  both  channels  are  encoded  by  the  BTSC  Compressor;  see  Figure  2. 

The  compressor  on  the  transmitter  side  is  level  and  frequency  dependent  and  the  expander  on 
the  receiver  side  has  to  respond  exactly  in  the  opposite  way  to  guarantee  proper  signal  process- 
ing, mainly  determined  by  stereo  channel  separation  and  frequency  response.  Therefore,  it  is 
important  that  the  audio  signal  levels  are  well  defined,  which  is  mostly  done  by  giving  the  corre- 
sponding peak  deviation  of  the  sound  carrier. 

Figure  2 shows  a simplified  diagram  of  a BTSC  transmitter  system.  The  BTSC  modulation  stan- 
dards and  the  maximum  allowed  peak  deviations  are  shown  on  the  next  page. 


Fig.  2 Simplified  Diagram  of  a BTSC  Transmitter  System 
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BTSC  SOUND  CARRIER  MODULATION  STANDARDS 

Service 

or 

Signal 

Modulating 

Signal 

Modulating 

Frequency 

Range 

kHz 

Audio 

Processing 

or 

Pre- 

Emphasis 

Subcarrier 

Frequency 

* 

Subcarrier 

Modulation 

Type 

Subcarrier 

Deviation 

kHz 

Sound 

Carrier 

Peak 

Deviation 

kHz 

Mono  Sound 

L+R 

.05  - 15 

75  [AS 

- 

25  • 

Pilot  Subcarrier 

- 

fH 

5 

Stereo  Sound 

L - R 

.05  - 15 

BTSC 

Compression 

2 x fH 

AM-DSB 

SC 

50  • 

SAP 

Second  Progr. 

- 

.05  - 10 

BTSC 

Compression 

5 x fH 

FM 

10 

15 

* fH  = 15.734  kHz  • Sum  does  not  exceed  50  kHz 


Definitions 

The  following  explanations  will  help  to  define  the  level  specifications  of  the  various  BTSC  signals 
that  are  delivered  by  the  PM  5418  TV  Pattern  Generator. 

1.  100  % modulation  of  the  L+R  signal  corresponds  to  a peak  deviation  of  the  sound  carrier 
of  Afmax  = 25  kHz.  1 00  % modulation  of  the  SAP  signal  corresponds  to  a peak  deviation  of 
the  SAP  carrier  of  Af  = 1 0 kHz. 

2.  The  maximum  allowed  audio  input  level  of  1 00  % modulation  (1 00  % A 0 dB)  is  frequency 
dependent  due  to  the  75  (xs  pre-emphasis;  see  Figure  2. 

For  example,  for  a signal  component  of  15  kHz,  the  maximum  allowed  input  level  is  14  %, 
about  -17  dB,  for  L (if  R = 0)  or  R (if  L = 0).  Due  to  the  75  ^s  pre-emphasis  this  leads  to  the 
maximum  allowed  peak  deviation  of  Af  = 25  kHz  for  L+R. 

On  the  other  hand,  at  300  Hz  the  maximum  allowed  input  level  is  approximately  100  % ne- 
glecting the  small  gain  factor  of  the  pre-emphasis  at  300  Hz. 

3.  Another  often  used  level  definition  is  called  ’75  [is  equivalent  input  modulation’  of  a certain 
value  in  percentage,  for  example  1 00  %. 

This  is  used  as  a reference  and  determines  the  modulation  level  that  would  occur  for  the 
equivalent  Mono  signal  processed  via  a 75  jxs  pre-emphasis;  see  Figure  2. 

Example: 

An  audio  input  level  of  1 4 % at  1 5 kHz  leads  to  ’75  ns  equivalent  input  modulation’  of  1 00  %. 
At  300  Hz  the  same  input  level  leads  about  to  ’75  jxs  equivalent  input  modulation’  of  14.1  %. 
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1 1 .2  OPERATING  THE  INSTRUMENT 


1 1 .2.1  Controls  and  Connectors  (Modifications) 

Control/Connector  Function 


Power  switch  shown  in  ON  position 
(rear  panel) 


Combined  line/field  sync  output 
(rear  panel) 


Front  Panel 


Analog  Sound  Section 


SOUND * 

AM/FM 


INTERN 

0 

EXTERN 

Q CARRIER 

: 

1 

MONO 

Q 

DUAL 

© 

STEREO 

■'  f 

Iflll 

MOD.  SOURCE  AM/FM- NICAM -BTSC 

CHANNEL  1 
1kHz 

© 

CHANNEL  1 
3kHz 

© 

CHANNEL2 

1kHz 

' 

- . 

Keys  for  the  required  AM/FM  sound 
modulation  modes,  LED  indication  of  the 
selected  mode: 

sound  carrier  with  internal  or  external  modulation, 
sound  carrier  ON/OFF 

Keys  available  for  modulation  modes: 
mono,  dual  sound,  stereo  signal 

Keys  for  analog,  NICAM,  and  BTSC  sound; 
audio  frequency  channel  1 , channel  2 
respectively  left/right  channel 

* Front  panel  PM  5418  with  BTSC/NICAM  sound 


Internal  BTSC/NICAM  Sound  Section 


NICAM/ BTSC  INTERN 

MONO  _ 

PILOT  OFF  m 

DuflL  . © 

STEREO 
PHOTON  CJ 

m 

■’ 

1 

RSSFL0W 
SAP  ON  Q 

AMPLLOW 

SAPMODq 

TEST 

DATA  @1 

un 

wm 

| °2 

For  BTSC  sound  the  green  letters  are  valid; 
Keys  for: 

Pilot  carrier  ON/OFF  (Stereo/Mono) 

SAP  (Second  Audio  Program)  ON/OFF 
SAP  modulation  5 kHz  ON/OFF 

TEST  DATA,  key  has  step  function; 
repeated  pressing  effects  three  test  modes: 
special  BTSC  signals  useful  for  BTSC 
receiver  testing. 


For  operating  NICAM  sound,  see  Chapter  10. 
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Control/Connector 
Rear  Panel 

MPX  OUT 


50  n 


Function 


MPX  output  connector, 

BTSC  baseband  spectrum, 

for  Af  25  kHz  4 0.32  V-rms  into  50  Q 


AUDIO/VIDEO  OUT 


Euro-AV-connector  (SCART), 

standard  connection  for  TV  and  video  systems 

Alterations: 

Pin  Signal 

1 Internal  modulation  mode: 

contents  of  BTSC  stereo  channel  R 
or  mono  signal 

External  modulation  mode: 
not  available  for  BTSC  sound 

3 Internal  modulation  mode: 

contents  of  BTSC  stereo  channel  L 
or  mono  signal 

External  modulation  mode: 
not  available  for  BTSC  sound 


AUDIO  IN 


Audio  input,  DIN  connector  female  (180°) 

Alterations: 

Pin  Signal 

3 Audio  mono 

5 Audio  mono 

External  modulation  of  the  BTSC 
carrier  is  impossible 
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1 1 .2.2  Operation 

The  BTSC  sound  mode  can  only  be  activated  in  the  PM  541 8 TD,  PM  541 8 TDS,  and  PM  541 8 TDSI 
versions  for  the  NTSC  M or  PAL  M TV  systems.  The  PAL/NTSC  thumbwheel  switch  on  the  rear 
panel  is  set  to  position  6 or  7.  For  operating  the  analog  AM/FM  sound,  refer  to  ’Stereo  Sound 
Analog’  in  Chapter  9.  The  operating  modes  of  the  sound  modulation  are  indicated  by  LEDs  within 
the  SOUND  keypad. 

In  the  BTSC-intern  mode,  fixed  frequencies  and  various  signal  combinations  are  selectable.  The 
BTSC  baseband  spectrum  is  available  via  the  high  precision  MPX  Output  at  the  rear  panel  or  via 
RF  processing  (RF  Output). 

The  internal  BTSC  sound  modes  are  controlled  by  the  keys  PILOT  OFF,  PILOT  ON,  SAP  ON,  SAP 
MODULATION,  and  TEST.  Viathe  keypad  MOD.  SOURCE  BTSC  you  can  select  the  audio  frequen- 
cies 1 kHz/3  kHz  for  channel  1 (left)  and  1 kHz  for  channel  2 (right). 

When  you  press  the  PILOT  OFF  or  PILOT  ON  key  the  analog  FM  sound  mode  is  automatically 
switched  overto  BTSC.  SAP  ON  and  SAP  MODULATION  can  only  be  turned  on  in  the  BTSC  mode. 
The  following  table  shows  the  different  possibilties  for  the  BTSC  sound  modes. 

The  TEST  key  selects  three  special  test  modes.  The  key  has  a stepping  function,  and  when  you 
press  the  TEST  key  repeatedly  the  signals  TEST  1 - TEST  2 - TEST  3 are  switched  on.  For 
TEST  3,  both  LEDs  next  the  key  are  lit.  For  details,  see  next  page. 

External  modulation  is  possible  for  Mono  sound  without  SAP.  For  BTSC  sound,  only  internal  sound 
modulation  is  available. 


Table  of  Sound  Modes  for  Internal  BTSC 


Mode 

CH1/L 

CH2/R 

Pilot 

SAP 

SAP 

SCART  OUT 

Carrier 

Modulation 

L 

R 

MONO 

_ 

— 

off 

off 

_ 

_ 

_ 

MONO 

- 

- 

off 

on 

- 

- 

— 

MONO 

- 

- 

off 

on 

5 kHz 

- 

- 

MONO 

1 kHz 

- 

off 

off 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

off 

on 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

off 

on 

5 kHz 

1 kHz 

1 kHz 

MONO 

3 kHz 

- 

off 

off 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

off 

on 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

off 

on 

5 kHz 

3 kHz 

3 kHz 

STEREO 

— 

_ 

on 

off 

_ 

_ 

_ 

STEREO 

- 

- 

on 

on 

- 

- 

— 

STEREO 

- 

- 

on 

on 

5 kHz 

- 

- 

STEREO 

1 kHz 

- 

on 

off 

- 

1 kHz 

— 

STEREO 

1 kHz 

- 

on 

on 

- 

1 kHz 

- 

STEREO 

1 kHz 

- 

on 

on 

5 kHz 

1 kHz 

- 

STEREO 

- 

1 kHz 

on 

off 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

on 

on 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

on 

on 

5 kHz 

- 

1 kHz 

STEREO 

1 kHz 

1 kHz 

on 

off 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

on 

on 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

on 

on 

5 kHz 

1 kHz 

1 kHz 

STEREO 

3 kHz 

- 

on 

off 

- 

3 kHz 

- 

STEREO 

3 kHz 

- 

on 

on 

- 

3 kHz 

- 

STEREO 

3 kHz 

- 

on 

on 

5 kHz 

3 kHz 

- 

STEREO 

3 kHz 

1 kHz 

on 

off 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

on 

on 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

on 

on 

5 kHz 

3 kHz 

1 kHz 

TEST  MODE  1 

300  Hz 

3.1  kHz 

on 

on 

1 kHz 

- 

- 

TEST  MODE  2 

300  Hz 

8 kHz 

on 

on 

300  Hz 

- 

- 

TEST  MODE  3 

300  Hz 

- 

off 

on 

300  Hz 

- 

- 
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Explanations  of  BTSC  Test  Modes 


Test  Mode  1 

Stereo:  L = 300  Hz,  R = 3.1  kHz 

Each  component  has  a level  of  -23  dB  below  the  1 00  % audio  input  level.  The  sum  L+R  leads 
to  a level  of  approximately  -17  dB  (14.1  %)  below  the  maximum  audio  input  level. 

This  signal  combination  is  useful  for  adjusting  the  Stereo  Channel  Separation  of  BTSC-decoders, 
for  example,  Philips  TDA  9855  or  TDA  3833. 

SAP:  fmod  = 1 kHz,  with  70  % audio  input  level 

This  signal  is  useful  for  making  THD  measurements  of  the  SAP  processing  on  the  receiver  side. 


Test  Mode  2 

Stereo:  L = 300  Hz,  R = 8 kHz 

Each  component  has  a level  of  ’75  ns  equivalent  input  modulation  of  10  %’. 

The  signal  combination  is  useful  for  measurements  of  channel  separation  on  the  receiver  side 
especially  at  a higher  frequency. 

SAP:  fmod  = 300  Hz 

The  level  is  27  % of  the  maximum  audio  input  level,  which  corresponds  approximately  to  ’75  ns 
equivalent  input  modulation  of  28  %’.  The  level  of  this  signal  is  the  same  as  used  for  the  standard 
SAP  modulation  fmod  = 5 kHz. 

On  the  receiver  side  both  signals,  fmod  = 5 kHz  and  300  Hz  (test  mode  2)  should  lead  to  the  same 
audio  output  level. 


Test  Mode  3 

Mono:  L = R = 300  Hz 

With  a level  of  ’75  ns  equivalent  input  modulation  of  1 00  %’  which  corresponds  to  99  % audio  input 
level.  The  L+R  signal  modulates  the  sound  carrier  with  the  maximum  allowed  peak  deviation 
(Afmax  = 25  kHz  for  L+R). 

SAP:  fmod  = 300  Hz 

With  a level  of  ’75  ns  equivalent  input  modulation  of  1 00  %’.The  SAP  carrier  is  now  modulated  with 
the  maximum  allowed  peak  deviation  (Afmax  = 10  kHz). 

Both  signals,  the  Mono-  and  the  SAP  signal  are  useful  to  adjust  a BTSC-decoder  to  its  approxi- 
mately maximum  output  level  or  to  compare  the  Mono  signal  level  with  a corresponding  SAP 
signal. 
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1 1 .2.3  Applications 

The  PM  541 8 color  TV  pattern  generators  with  BTSC  make  it  possible  to  check  TV  sets  with  analog 
sound  facilities  in  Mono,  Stereo,  and  digital  NICAM.  Additionally  the  BTSC  facilities  allow  perfor- 
mance measurements  and  alignment  of  TV  receivers  and  VCRs  in  regard  to  the  BTSC  Stereo  and 
SAP  processing. 

For  baseband  processing  the  composite  signal  is  available  at  the  MPX  Output.  The  output  level 
of  the  MPX  Output  is  specified  to  320  mV-rms  (into  50  Q)  for  the  maximum  L+R  signal.  This 
maximum  level  for  L+R  is  available  via  Test  Mode  3 and  corresponds  to  a peak  deviation  of  Af  = 
25  kHz  of  the  sound  carrier. 

By  connecting  the  MPX  Output  directly  to  a BTSC  decoder,  you  have  to  change  the  output  level 
to  the  specified  input  level  of  the  used  decoder. 

For  RF-  or  IF-processing  the  RF  Output  is  connected  to  the  tuner  input  (antenna)  or  to  the 
IF-circuitry. 

Areas  of  application: 

- Alignment  of  the  composite  input  level 
Alignment  of  FM-sound-demodulator-output  level, 

(for  instance  via  Test  Mode  3) 

- Alignment  of  Stereo  channel  separation  of  BTSC  decoders 

Settings  of  PM  5418  for  BTSC  Stereo  separation: 

TV  system:  NTSC  M or  PAL  M 

Video  modulation:  OFF  (Video  Extern) 

or  black  pattern  (black-burst  signal), 
all  patterns  turned  off 
Sound  Carrier:  ON 

Select  among: 

1 . Single  tone  mode 

Pilot  ON,  L = 1 kHz  or  3 kHz,  R = 0 

2.  Double  tone  mode 

Pilot  ON,  L = 3 kHz,  R = 1 kHz 

3.  Double  tone  mode  (L  = 300  Hz,  R = 3.1  kHz)  via  Test  Mode  1, 

which  is  especially  useful  for  Philips  BTSC  Decoder  circuit  TDA  9855  but  may  be  useful  also 
for  other  decoders. 

- SAP  level  adjustment  of  BTSC  decoders 

To  adaptthe  SAP  output  level  of  a BTSC  decodertothe  corresponding  level  of  the  Mono  signal 
(volume),  Test  Mode  3 generates  L+R  and  SAP  with  100  %. 

- Further  performance  measurements  concerning  harmonic  distortion,  frequency  response, 
and  bandwidth  are  possible. 
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Recommendations 

Because  the  BTSC  receiver  is  sensitive  to  the  signal  level  and  to  interfering  frequency  compo- 
nents, there  are  several  sources  of  decreasing  performance.  Any  of  the  following  can  cause  loss 
in  stereo  channel  separation. 

- Bandwidth  reduction  within  the  IF  or  intercarrier  filters  of  receivers  or  excessive  group  delay 
ripple. 

- Frequency  response  of  FM  demodulators 

- Interfering  components  from  the  video  modulation,  mainly  n x fH 

To  reduce  problems  during  alignments  or  measurements  of  BTSC  sound,  it  is  recommended  that 
you  turn  off  the  video  modulation  of  the  PM  5418  with  BTSC  sound  (Video  Extern  mode). 

For  stereo  separation  alignments,  it  is  also  helpful  to  select  a stereo  signal  with  a lower  and  a 
higher  frequency  component.  As  long  as  the  stereo  signals  are  high  enough  this  leads  to  a mask- 
ing of  interfering  components. 

For  example: 

L = 3 kHz  and  R = 1 kHz,  or  Test  Mode  1 , or  Test  Mode  2 


CHARACTERISTICS 

BTSC  System  Characteristics 

TV  systems 

Sound  carrier  frequency 

Vision/sound  carrier  ratio 
- Tolerance 

Sound  carrier  modulation 


Contents  of  BTSC  composite 
signal 


Pilot  subcarrier  frequency  fp 


SAP  carrier  frequency 

- Modulation 

Sound  carrier  peak  deviation  Af 

- due  to  pilot 

- due  to  SAP 


NTSC  M 
PALM 

4.5  MHz 

13  dB 
±2dB 

FM 

by  BTSC  composite  signal 

according  to  OST  Bulletin  No.  60,  April  1984 

Main  channel  L+R 
Pilot  Subcarrier  fp 
Stereophonic  subchannel  L-R 
(BTSC  compressed) 

SAP  channel  (BTSC  compressed) 

15.73426  kHz 

locked  to  line  frequency  fH 

5 x fH 
FM 


5 kHz  ±0.2  kHz 
13  kHz  to  15  kHz 
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Stereophonic  subchannel 

Modulation 

Double  Side  Band  AM  with 
suppressed  carrier 

Subcarrier  frequency 

2 x fH 

- Subcarrier  suppression 
reference  Af  = 25  kHz 

Frequency  tolerance  for 
Sound  carrier,  SAP  subcarier, 
and  pilot 

>50  dB 

- Tolerance  (at  23  °C) 

<1  ppm 

- Temperature  drift 

2 ppm 

- Aging 

2 ppm/year 

1 1 .3.2  Internal  Modulation  Frequencies  and  Levels 

Mono  sound 

1 kHz  or  3 kHz  with  54  % AIL  *1 

Stereo  sound 

- Channel  1 (left) 

1 kHz  or  3 kHz  with  27  % AIL 

- Channel  2 (right) 

1 kHz  with  27  % AIL 

SAP 

5 kHz  with  27  % AIL 

Test  Mode  1 

- Stereo  CHI  (left) 

0.3  kHz  with  7.05  % AIL 

- Stereo  CH2  (right) 

3.1  kHz  with  7.05%  AIL 
(L+R  = 14.1  % AIL) 

- SAP 

1 kHz  with  70  % AIL 

Test  Mode  2 

- Stereo  CHI  (left) 

0.3  kHz  with  10  % EIM  *2 

- Stereo  CH2  (right) 

8 kHz  with  10  % EIM 

- SAP 

0.3  kHz  with  27  % AIL 

Test  Mode  3 

- Mono 

0.3  kHz  with  100%  EIM  *2 

- SAP 

0.3  kHz  with  100%  EIM 

Tolerance  of  modulation  frequencies 

<0.5  % 

Tolerance  of  modulation  levels 

- measured  via  MPX  Output 

- measured  via  RF  Output 

< ±5% 

Mono/stereo  channels 

< ±5% 

SAP  channel 

< ±25% 

*1  AIL  = Audio  Input  Level 
*2  100  % EIM  = ”75  [as  Equivalent  Input 
Modulation”  of  100  % 
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1 1 .3.3  System  Performance 

Harmonic  distortion  (fmod  = 1 kHz)  <0.3  % 

measured  with  75  |xs  de-emphasis 
via  RF  OUTPUT 

Spectral  Spurious  < -50  dB 

within  baseband  < 1 00  kHz; 

measured  via  RF  OUTPUT, 

video  modulation  off, 

reference  Af  = 25  kHz 

FM  noise  on  sound  carrier,  < -60  dB 

measured  with  75  ^s  de-emphasis, 
reference  Af  = 25  kHz 


MPX  Output  BNC  connector  (rear  panel), 

dc  coupled 

Output  impedance  50  Q 

Output  level 

for  Af  = 25  kHz  A 1 00  % L+R  320  mV-rms  ±5  % (into  50  Q) 


Stereo  Channel  Separation 

Stereo  channel  separation 
measured  via  MPX  Output 
with  correct  level  adaption 
to  a BTSC  Decoder: 

- for  all  available  frequencies  >36  dB 

and  combinations 

Stereo  channel  separation, 
measured  via  RF  OUTPUT  for 
fc  = 32  to  900  MHz  using 
Quasi-Split  Sound  Technique; 
values  in  brackets  for 
IF  processing  f = 45.75  MHz  *3 

- Video  modulation:  off  (VIDEO  EXTERN) 
for  all  combinations  inclusive  Test  Modes, 

fmod  >300  Hz  >30  dB  (33  dB) 

fmod  = 300  Hz  >26  dB  (30  dB) 


*3  BTSC  channel  separation  depends  strongly  on 

performance  of  the  IF-  and  Intercarrier  signal  processing; 
for  recommendations,  see  Section  1 1 .2.3. 
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- Video  modulation: 

BLACK  pattern  (black-burst  signal), 

all  patterns  turned  off, 

for  all  available  frequencies  and 

combinations: 


except  for  L = 1 kHz, 

L = 0, 

R = 0 and 
R = 1 kHz 

>26  dB 

(30  dB) 

and  for  L = 1 kHz, 

L = 0, 

R = 0 and 
R = 1 kHz 

>20  dB 

(30  dB) 

Crosstalk 

- L+RintoL-R 

reference  Af  = 50  kHz 

< -60 dB 

- Stereo  into  SAP 

< -54  dB 

reference  Af  = 1 0 kHz 


1 1 .3.4  Additions  and  Changes  to  Standard  Instruments 

Tolerance  of  modulation  frequencies 
- FM  INTERN,  Mono  Sound 

TV  System  NTSC/PALM  <1  % 

NTSC/4.433  <1  % 

All  other  TV  systems  with  AM/FM  sound, 

Stereo,  and  NICAM  Sound,  refer  to 
Section  10.3.3  and  10.3.4. 
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1 2 PM  541 8 TXI  / PM  541 8 TDSI  AND 
REMOTE  CONTROL 

Supplement  to  the  Operating  Manual  PM  5415  / PM  5418 

This  supplement  contains  additional  and  replacement  information  for  the  PM  5415  / PM  5418 
Operating  Manual  and  concerns  the  following  instrument  versions: 

PM  541 8 TXI  + Y/C 
PM  541 8 TDSI  + Y/C 

Programming  Card  4822  872  10126  also  comes  with  this  manual. 

CONTENTS 

12.1  GENERAL 

1 2.2  SELECTION  OF  TEST  PATTERNS 

1 2.3  OPERATION  AND  APPLICATION 

12.3.1  Controls  and  Connectors 

12.3.2  Remote  Control 

12.4  CHARACTERISTICS 

1 2.4.1  Basic  Test  Patterns 

1 2.4.2  Quadruple  Combinations  of  Patterns 

12.1  GENERAL 

The  PM  541 8 TXI  and  PM  541 8 TDSI  versions  are  the  most  advanced  instruments  of  the  PM  541 8 
Color  TV  Pattern  Generators.  They  are  especially  applied  for  systems  use  because  of  the  built-in 
GPIB/IEEE-488  Interface. 

The  instrument  application  areas  are  testing  and  adjustment  of  TV  sets,  monitors,  and  video 
recorders  in  virtually  any  systems  or  stand-alone  application  in  development,  production,  and 
service. 

The  IEEE-488  Interface  allows  remote  selection  and  control  of  most  functions.  The  ’identification 
mode’  and  the  ’bus  learn  mode’  are  implemented. 

All  subcarriers  for  the  TV  standards  PAL/NTSC/SECAM,  including  PAL  M and  PAL  N,  are  available. 
The  master  clock  and  the  subdivided  frequencies  have  a higher  accurancy  than  the  standard 
models. 

Also  included  are  teletext,  antiope,  composite  video  outputs,  sound  modulation  in  stereo,  dual 
and  mono  channels  and  Y/C  + RGB  facilities. 

The  PM  5418  TDSI  offers  also  NICAM  digital  sound,  BTSC  sound,  PDC/VPS  programming 
codes,  and  Closed  Caption  (CC)  subtitling  information. 

12.2  SELECTION  OF  TEST  PATTERNS 

Test  pattern  no.  8:  Multiburst 

The  signal  ’multiburst  1 ’ or  ’multiburst  2’  is  selected  via  a 
jumper  on  unit  6.  In  all  test  pattern  combinations  of  which 
the  multiburst  signal  is  a part,  multiburst  1 or  2 selected  by 
the  jumper  is  active. 


Multiburst  1 
Multi  burst  2 


H 
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12.3  OPERATION  AND  APPLICATION 

12.3.1  Controls  and  Connectors 

A 9-pin  connector  is  built  into  the  rear  panel  for  connection  of  the  PM  9547G  IEEE-488  Adapter 
via  an  extension  cable. 

The  following  figure  shows  the  signal  connection. 

When  the  instrument  is  set  to  remote  control  via  the  IEEE-488  bus,  all  front  panel  LEDs  are  turned 
off,  and  the  display  shows  r . 


GREEN 


75  0 

PAL/NTSC 

SUBCARRIER 


75  0 


BLUE 


75  0 


CONN. FOR 
PM9547 


0 

f 

® 


Pin  Signal 

1 SDA  Serial  Data 

2 SCLO  Serial  Clock 

3 ± 

4 ^ 

5 free 

6 +5  V 

7 JL 

8 ~ 

9 1 

Connector  housing  connected  to  chassis. 


The  IEEE-488  connector  and  the  address  switch  are  located  on  the  front  panel  of  the  PM  9547G. 
On  delivery  the  address  is  set  to  5 

Note:  To  avoid  malfunction  of  the  instrument  it  is  not  allowed  to  connect  or  disconnect  the  con- 

nection cable  between  PM  9547G  and  the  pattern  generator  PM  5418  while  the  instru- 
ment is  turned  on. 

Do  not  use  a different  connection  cable  as  the  attached  one. 
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12.3.2  Remote  Control  via  IEEE-488  Interface 

The  PM  9547G  Interface  is  in  accordance  with  the  IEEE-488.1  Standard  with  the  exception  of  the 
theoretical  response  of  100  (as  on  'REN  false’. 


12.3.2.1  IEEE-488  Interface  Functions 


The  interface  permits  the  following  functions: 


SHI 

source  handshake 

PPO 

no  parallel  poll 

AH1 

acceptor  handshake 

DC1 

device  clear  function 

T6 

talker  function 

DTO 

no  device  trigger  function 

L3 

listener  function 

CO 

no  controller  function 

SRI 

service  request  (SRQ) 

E2 

tri-state  drivers 

RL2 

local/remote  without  local  lockout 

The  maximum  transmission  rate  is  1 KByte/s. 

The  separators  are  fully  programmable.  LF  is  set  after  power  on. 
END  is  always  released. 

The  input  separator  + END  always  applies  for  the  output. 

The  address  is  set  by  switches  at  the  interface. 

This  also  includes  a switch  for  ’Listen  only’  (LON) 


Delivery  status: 
address  5 


ADDRESS 


1 2 

tt 

ON 

3 4 

tf 

5 6 

if 

7 8 

if 

1 1 

1 2 

1 1 1 

4 8 16 

L 

LISTEN  ONLY 
(no  function) 


Functions  Specific  to  this  Instrument 
Listener  Functions 

The  following  functions  of  the  instrument  can  be  remote  controlled: 

Frequency  setting 
Test  pattern  setting 
Aspect  ratio  (picture  format) 

Sound  setting 
Memory  function 
Teletext 

TV  system  switching 

PDC/VPS/CC  functions  (only  PM  5418  TDSI) 

NICAM/BTSC  sound  (only  PM  541 8 TDSI) 

Real-Time  Clock  (only  PM  5418  TDSI) 


Talker  Functions 

The  instrument  generates  its  identification  string  and  error  messages. 


PM  541 8 TXI  / PM  541 8 TDSI  AND  REMOTE  CONTROL  PM  5415  / PM  541 8 


12-4 


Service  Request  (SRQ) 

If  an  error  occurs  (e.g.,  wrong  header,  failure  in  frequency  setting) , the  instrument  tells  the  control- 
ler via  SRQ  that  it  cannot  understand  the  data  received. 

The  status  byte  looks  as  follows: 


bit  7 0 (not  used) 

bit  6 RQS  bit 

bit  5 error  bit 

bit  4 0 (not  used) 

bit  3 EF3  = 1 , if  setting  wrong 

bit  2 EF2  = 1 , if  option  missing 

bit  1 EF1  = 1 , if  there  is  a hardware  fault 

bit  0 0 (not  used) 


The  SRQ  causes  can  be  masked  (default:  no  SRQ). 

The  following  decimal  values  allow  the  individual  causes  to  be  enabled  using  the  command  MSR: 


32  enables  bit  1 (EF1) 

64  enables  bit  2 (EF2) 

128  enables  bit  3 (EF3) 


This  means  that  MSR  192  enables  causes  EF2  and  EF3. 


12.3.2.2  Description  of  the  IEEE-488  Commands 

A command  consists  of  header  and  body  separated  by  a space.  Several  commands  separated 
by  a semicolon  can  be  combined  to  a string  and  sent  to  the  generator.  Commands  may  be  written 
in  small  or  capital  letters. 


1 . Programming  the  Interface 

Setting  the  ’Service  Request’  mask 

MSR  (SRQ  mask  as  described  above  in  ’Service  Request’) 
Example:  MSR  224;  enables  all  SRQ  causes 


Programming  the  Message  Terminator 

SPR  (decimal  value  of  the  Message  terminator) 

One  or  two  byte  terminators  are  possible  (all  ASCII  control  signs  apart  from  ESC).  The  default 
value  is  NL  (LF). 

Example:  SPR  13,10;  sets  the  CR-LF  sequence  as  input  and  output  Message  Terminator. 
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Interface  Test 
TSIUor  CHR$  (170) 

Self-test  on  the  interface;  when  the  test  recognizes  an  error,  the  interface  will  produce  ’F’  and 
generate  a service  request. 

If  the  interface  is  in  order,  it  will  reply  to  the  ’U’  with  the  decimal  value  1 70  and  SRQ. 

The  answer  to  CHR$  (170)  is  ’U’  without  SRQ! 

All  messages  are  terminated  by  the  appropriate  separators. 


Identity 

ID  ? or  ID?  (space  or  without  space  between  ID  and  ?) 
Additional  data  are  ignored. 

Causes  the  instrument  to  output  its  identity  string. 


2.  Commands  for  the  Instrument 

This  section  lists  all  commands  with  their  syntax. 
An  example  explains  the  command. 

The  following  notation  applies: 

/ = choice  of  listed  expressions 

[ ] = optional  expressions 


Frequency  Setting 

Header:  FRQ  (Frequency) 

Body:  Data  format  <NRf>,  suffix  H,  K,  or  M for  Hz,  kHz,  and  MHz. 

If  no  suffix  is  given,  Hz  is  considered  as  unit. 

Examples:  FRQ  123.05  E6; 

FRQ  32.00  MHz; 

Note:  Contrary  to  keyboard  input,  the  frequency  can  be  input  in  50  kHz  steps. 

Figures  with  a resolution  of  more  than  50  kHz  are  cut  at  the  1 kHz  position.  The 
10  kHz  are  rounded  up  to  the  next  50  kHz  value. 

In  the  suffix  only  the  first  letter  is  read;  the  rest  are  ignored  up  to  the  delimiter. 
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Test  Patterns 


Header: 

Body: 

Mnemonics: 


PAT  (pattern) 

String  with  mnemonics  for  each  pattern 

CB  = color  bar 

CH  = checkerboard 

Cl  = circle 

CR  = center  cross 

DE  = DEM  pattern 

DS  = 100  Hz  test  (special  pattern  4) 

DT  = dots 

GS  = greyscale 

HA  = crosshatch 

MB  = multiburst 

OF  = off  (black) 

PB  = purity  blue 
PC  = purity  cyan 
PG  = purity  green 
PM  = purity  magenta 
PO  = purity  off  (black) 

PR  = purity  red 
PW  = purity  white 
PY  = purity  yellow 

51  = special  pattern  1 

52  = special  pattern  2 

53  = special  pattern  3 
VC  = VCR  pattern 
WH  = white 


Examples:  PAT  GS,  CB,  MB;  (greyscale,  color  bar,  multiburst) 

PAT  CB,  PR;  is  identical  to  the  command  PAT  SI ; 

Note:  When  a new  header  PAT  is  recognized  all  previously  set  test  patterns  are  switched 

off.  This  means  that  PAT  has  the  same  effect  as  PAT  OF. 


Aspect  Ratio 

Header:  ASP  WI/NO 

Body:  none 


Note: 


ASP  Wl  selects  aspect  ratio  16:9 
ASP  NO  selects  aspect  ratio  4:3 
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Color  on/off 


Header: 

Body: 

Examples: 


CHR  (Chroma) 

ON/OFF 
CHR  ON; 

CHR  OFF;  is  identical  to  CHR; 


Note:  When  changing  to  LOCAL,  the  instrument  automatically  sets  chroma  ON. 


Vision  Carrier  / Sound  Carrier  on/off 

Header:  OSC  (Oscillators) 

Body:  ON/OFF 

Examples:  OSC  ON; 

OSC  OFF;  is  identical  to  OSC; 


Note: 


When  changing  to  LOCAL,  the  instrument  automatically  sets  oscillators  ON. 


Sound  Carrier  on/off 


Header:  SCA  (Sound  Carrier) 

Body:  ON/OFF 

Examples:  SCA  ON; 

SCA  OFF;  is  identical  to  SCA; 


Note:  SCA  OFF  sets  all  previous  selected  sound  settings  to  OFF. 


Sound  Modulation  Internal/External 

Header:  SIN/SEX  (Sound  Internal/External) 

Body:  ON/OFF 

Examples:  SIN  ON; 

SEX  OFF;  is  identical  to  SEX; 

Note:  SIN  ON  includes  SCA  ON  and  SEX  OFF. 

SEX  ON  includes  SCA  ON  and  SIN  OFF. 

SEX  ON  sets  all  previous  selected  sound  settings  to  OFF. 

Sound  Mode  (Mono,  Stereo,  Dual  Sound) 

Header:  MON/STE/DUA  (Mono/Stereo/Dual) 

Body:  none 

Examaples:  MON; 

STE; 

DUA; 

Note:  The  commands  include  SCA  ON: 

In  mono  instruments  MONO  has  the  same  effect  as  SIN  ON. 
STE  and  DUA  can  only  be  used  in  stereo  instruments; 
otherwise,  the  error  message  ’NO  STEREO  MODULE’  appears. 
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Sound  Frequencies 

Header: 

Body: 

Examples: 

SL1/SL3/SR1  (sound  left  1 kHz  / sound  left  3 kHz  / sound  right  1 kHz) 

ON/OFF 

SL1  ON; 

SRI  OFF;  is  identical  to  SRI ; 

Note: 

The  commands  include  SCA  ON  and  SIN  ON. 

In  mono  instruments  SL1  ON  has  the  same  effect  as  SIN  ON. 

SL3  and  SRI  are  possible  only  with  stereo  instruments  and  STEREO  and/or 
DUAL  ON;  otherwise,  an  error  message  appears. 

TV  System  Switching 

Header: 

Body: 

Examples: 

STD  (Standard) 

SEC  [B/G/H/D/K/L]  / PAL  [B/G/H/D/l/M/N]  / NTSC  [M/P] 
STD  PAL  G; 

STD  SEC  L; 

Note: 

SEC,  PAL  and  NTSC  can  be  abbreviated  by  the  first  letter.  In  the  instrument 
PM  541 8,  STD  P or  STD  N switches  from  SECAM  to  the  previously  set  PAL/NTSC 
norm. 

When  changing  to  LOCAL,  the  norm  set  at  the  system  switch  is  reactivated. 

Teletext 

Header: 

Body: 

Examples: 

TTX  (Teletext) 
FLOF/TOP/ANT/OFF 
TTX  FLOF; 

TTX  OFF;  is  identical  to  TTX; 

Note: 

For  instruments  with  the  Teletext  TOP/FLOF  unit,  PM  541 5 TX,  541 8 TX,  541 8 TXI, 
with  or  without  Y/C  unit,  the  command  TTX  (TOP/FLOF/ANT)  switches  Teletexton, 
but  the  version  selected  is  always  dependent  on  the  TV  system  or  on  the  position 
of  the  UK/AUTO/ANT  switch  on  the  rear  panel. 

For  instruments  PM  5418  TDSI  (TNSI)  this  command  switches  off  the  PDC/VPS 
function  and  the  PDC/VPS  text  insertion  on  screen. 

Store/Recall  Functions 

Header: 

Body: 

Examples: 

STO/REC  (Store/Recall) 

Data  format  <NR1  > (0  to  9) 

STO  4;  stores  the  actual  status  of  the  instrument  in  storage  register  4. 
REC  5;  sets  the  status  stored  in  storage  register  5. 

Video  Internal/External 

Header: 

Body: 

Examples: 

VI D (Video) 
INT/EXT 
VID  INT; 
VID  EXT; 
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Real-Time  Clock  (PM  5418  TDSI  only) 

Header:  TIM  (Time) 

Body:  YYYY.MM.DD,HH:MM 

Example:  TIM  1992.12.31,23.59  sets  the  date  to  31 .12.1992,  and  sets  the  time  to  23:59. 

Header:  LTO  (Local  Time  Offset) 

Body:  +/-HH;  integer  hours  are  accepted  only. 

LTO  1 sets  the  Offset  for  MEZ. 

LTO  0 The  time  set  by  TIM  is  the  UTC  time. 


Instrument  Identification 

Header:  ID? 

Body:  none 

Output:  string  with  PM  number  and  software  version 

Example:  PM  541 8 TXI,  V6.4 

PM  5418  TDSI,  D1.3 


Error  Messages 


Header: 

Body: 

Output: 

Example: 


EM? 

none 

string  with  error  message 
pattern  mismatch 


Error  Number 


Output  of  the  error  number  and  cancellation  of  the  error  message 
Header:  EN? 

Body:  none 

Output:  number  of  the  error 

Example:  3 


Instrument  Settings  (Learn  Mode) 

Header:  IS?  (Instrument  Settings) 

Body:  none 

Output:  After  the  receipt  of  this  header  the  instrument  generates  a string  which  comprises 

the  actual  instrument  settings.  This  string  can  be  read-in  by  the  controller. 

The  contents  of  the  storage  registers  0 to  9 and  VPS/PDC  data  are  not  trans- 
mitted. 


Example: 


FRQ  203.75  MHz;  PAT  DT;  etc. 

This  string  may  be  re-sent  directly  to  the  instrument. 
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PDC  and  Closed  Caption  (PM  541 8 TDSI  only) 


Switching  on  PDC/VPS/Closed  Caption 


Header: 

Body: 


Example: 


Note: 


VPS/PDC/CLC 

Data  format  <NR1  > (0  to  9) 

or  B for  Bit  programmable  memory  (only  for  VPS) 

VPS  0;  = VPS  off 

VPS  1 ; = recall  of  VPS  memory  register  1 
(TOP/VPS  is  switched  on) 

PDC  1 ; = recall  of  PDC  memory  register  1 
(FLOF/PDC  is  switched  on) 

CLC  1 ; = recall  of  Closed  Caption  memory  register  1 
(only  possible  for  TV  system  NTSC) 

Changing  the  teletext  system  switches  off  the  PDC  function. 


VPS  Information  Displayed  on  Screen 

Header:  VPD  (VPS  Display)  / PDD  (PDC  Display) 

Body:  Data  format  <NR1  > (0  to  6) 

Example:  VPD  0,  VPS  information  not  visible  on  screen 

VPD  2;  VPS  visible  in  the  second  sixth  part  of  the  screen 
upper  sixth  part  on  screen  = 1 , lower  sixth  part  = 6; 

Note:  VPD  and  PDD  have  the  same  function. 

Note:  Changing  the  teletext  system  switches  off  the  PDC  display  on  screen. 

When  receiving  the  command  VPD/PDD  the  instrument  is  busy  for 
about  3 seconds. 


Programming  PDC/VPS  Data 

Input  of  PDC/VPS  data: 

After  receipt  of  the  string  the  instrument  is  busy  for  about  3 seconds. 

The  controller  should  wait  for  this  time  or  a timeout  of  more  than  3 seconds  should  be  pro- 
grammed. 

Note:  Day  and  month  must  be  separated  by  a point,  hour  and  minute  must  be  separated 

by  a colon;  other  signs  result  in  an  error  message. 

If  data  are  to  be  taken  over  from  the  active  displayed  data  record,  they  must  be 
present  as  no-load  fields  within  the  string.  No-load  fields  in  this  case  does  not 
mean  that  there  are  spaces:  the  numbers  and  mode  of  separators  must  be 
correct,  see  second  example. 

The  string  may  be  shortened  by  a semicolon  if  the  following  data  remain 
unchanged. 


PM  541 5 / PM  541 8 PM  541 8 TXI  / PM  541 8 TDSI  AND  REMOTE  CONTROL 


(GB) 


12  - 11 


PDC  Data 

Header: 

PDP  (PDC  Programming) 

Body: 

N,  TG.MO,  ST:MI,  LLL,  PPR  TTT,  R, 

FF; 

Consists  of: 

N 

PS  memory  number 

1 to  4 

TG 

day  of  transmission 

0 to  31 

MO 

month  of  transmission 

Oto  15 

ST 

hour  of  transmission 

0 to  31 

Ml 

minute  of  transmission 

Oto  63 

LLL 

code  of  country 

0 to  255 

PPP 

network 

0 to  255 

TTT 

program  type 

0 to  255 

R 

reserved  Bits 

Oto  3 

FF 

Flags  (LCI,  LUF,  PRF) 

Oto  15 

Example:  PDP  1, 31.12,14:00,13,135,201,2,0; 

PDP  2, .,17:15,,, 127; 

The  second  example  changes  only  the  time  and  the  program  type.  The  remaining  values  are  taken 
over  from  the  recalled  memory  register;  data  are  stored  into  PDC  memory  2. 

(Initial  values  for  PDC  off:  all  = 0) 


VPS  Standard  Data 

Header:  VPP  (VPS  Programming) 

Body:  N,  TG.MO,  ST:MI,  LLL,  PPR  TTT,  R; 


Consists  of: 

N 

VPS  memory  number 

1 to  4 

TG 

day  of  transmission 

Oto  31 

MO 

month  of  transmission 

Oto  15 

ST 

hour  of  transmission 

Oto  31 

Ml 

minute  of  transmission 

Oto  63 

LLL 

code  of  country 

0 to  255 

PPP 

network 

0 to  255 

TTT 

program  type 

0 to  255  IJ5J 

R 

reserved  Bits 

0 to  3 

Example: 

VPP  1, 31.12,14:00,13,135,201,0; 
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VPS  Bit  Data 

Header:  VPP 

Body:  B,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh, 

hhhh,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh,  hhhh; 

Example:  VPP  B,  5555,  51 99,  5555,  ABCD,  5555,  6666,  7777,  8888, 

9999,  AAAA,  1111, 2222,  3333,  4444,  5555; 

Run-in  and  startcode  are  set  correctly;  the  rest  of  the  bit  data  are  nonsense: 
7777,  for  example,  supplies  none  valid  biphase  code. 

VPP  B 6A55;  sets  a test  pattern  identification  in  word  6. 

Note:  The  numbers  are  hex  numbers  (sedecimal  numbers). 

The  four  least  significant  digits  are  taken  over;  if  less  than  four  digits  are  present; 
the  upper  digits  are  set  to  zero. 

Example:  1 2345678  = 5678  and  1 3 = 001 3 

Each  set  of  numbers  must  be  separated  by  a comma.  If  the  bit  memory  is  active 
the  values  are  taken  over  from  the  display. 

In  all  other  cases  the  following  initial  values  are  valid: 

5555,  5199,  5555,  5555,  5555,  6A55,  5555,  5555, 

5555,  5555,  9999,  6666,  9999,  6666,  5555; 

12.3.2.3  Additional  IEEE  Bus  Commands  (PM  5418  TDSI  only) 

NICAM  Sound 

NICAM  sound  is  selectable  for  the  TV  systems  PAL  B,G,I  and  SECAM  L. 

Additional  commands  used  for  operating  the  NICAM  sound. 

NICAM  Mono 

Header:  NIM 

Body:  none 

Example:  NIM; 

The  command  switches  the  AM/FM  sound  to  MONO,  similar  to  the  NICAM  MONO  key; 
test  modes  DATA  1 to  DATA  3 are  switched  off. 

NICAM  Dual 

Header:  NID 

Body:  none 

Example:  NID; 


The  command  switches  the  AM/FM  sound  to  MONO,  similar  to  the  NICAM  DUAL  key; 
test  modes  DATA  1 to  DATA  3 are  switched  off. 
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NICAM  Stereo 

Header:  NIS 

Body:  none 

Example:  NIS; 

The  command  switches  the  AM/FM  sound  to  MONO,  similar  to  the  NICAM  STEREO  key;  test 
modes  DATA  1 to  DATA  3 are  switched  off. 


RSSF  (Reserve  Sound  Switching  Flag) 

Header:  NRF 

Body:  ON  / OFF  * 

Example:  NRF  OFF;  is  identical  to  NRF; 

* NRF  ON  = RSSF  bit  is  set  to  high 

NRF  OFF  = RSSF  bit  is  set  to  low 


NICAM  Sound  Amplitude 

Header:  NAP  (Nicam  Amplitude) 

Body:  LOW  /HIGH 

Example:  NAP  LOW; 

NAP  HIGH; 


NICAM  Test  DATA  (DATA  1 to  DATA  3) 

Header:  NT1 , NT2  or  NT3  (Nicam  Test  DATA  1 , 2,  or  3) 

Body:  none 

Example:  NT1; 

NT2; 

Note:  This  command  switches  off  the  normal  NICAM  modes. 


NICAM  mode  off 

If  NICAM  should  be  switched  off  you  only  have  to  send  an  AM/FM  sound  command,  such  as  MON, 
DUA,  or  STE. 
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BTSC  Sound 

BTSC  sound  is  selectable  for  the  TV  systems  NTSC  M and  PAL  M. 
MTS  (Multichannel  Television  Sound)  stands  for  BTSC  sound. 
Additional  commands  used  for  operating  the  BTSC  sound. 


BTSC  Mono 

Header:  MTM 

Body:  none 

Example:  MTM; 


The  command  switches  FM  sound  to  BTSC  MONO;  Test  Modes  1 to  3 are  switched  off. 
SAP  depends  on  previous  setting. 


BTSC  Stereo 

Header:  MTS 

Body:  none 

Example:  MTS; 

The  command  switches  the  FM  sound  to  BTSC  Stereo;  the  pilot  carrier  is  switched  on; 
BTSC  Test  Modes  1 to  3 are  switched  off.  SAP  depends  on  previous  setting. 


SAP  (Second  Audio  Program) 

Header:  SAP 

Body:  ON/OFF/MOD/UNMOD 

Example:  SAP  ON  or  SAP  UNMOD  both  commands  switch  on  the  unmodulated  SAP 

SAP  MOD  SAP  with  5 kHz  sound  modulation  on 

SAP  OFF  switches  SAP  off 


BTSC  Test  Modes 

Header:  MT1.MT2.MT3 

Body:  none 

Example:  MT1; 

MT2; 

The  command  switches  on  the  selected  BTSC  Test  Mode  1 to  3;  all  previous  sound  modes  are 
switched  off.  For  details  of  the  BTSC  Test  Modes,  see  Section  1 1 .2.2. 
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12.3.2.4  Program  Example 

The  following  example  is  related  to  a IBM  compatible  PC  with  built-in  IEEE/GPIB  interface.  For  this 
we  assume  that  you  are  acquainted  with  basic  knowledge  of  the  operating  MS-DOS  of  the  control- 
ler and  the  programming  language  QuickBasic  (version  4.0  and  onwards). 


DECLARE  SUB  SendCmd  (WR$) 
DECLARE  SUB  SendStr  (WR$) 
DECLARE  SUB  ErrChk  (Cs!,  Sts%) 
REM  $ INCLUDE : 'qbdecl.bas' 


CLS 

PRINT  " " 
PRINT  " " 
PRINT  " 
PRINT 
PRINT  " 
BEEP 
PRINT 
PRINT  " 
PRINT 
PRINT  " 

B$  = "" 
DO 


*****  deMO  PROGRAMM  FOR  PM  5415  *****" 
PRESS  'RETURN'  TO  CONTINUE  " 


To  leave  running  prograinm  type  ' END ' " 
For  demo  type  'DEMO'  " 

'waiting  for  'RETURN' 


DO  UNTIL  B$  <>  "" 

B$  = INKEY$ 

LOOP 

IF  ASC (B$ ) <>  13  THEN 

COLOR  23 , 0 'means  flashing  screen 

PRINT 

PRINT 

PRINT 

PRINT  " Wrong  key I Press  'RETURN'  " 

BEEP 

B$  = "" 

END  IF 

LOOP  UNTIL  B$  = CHR$ ( 13 ) 


COLOR  7 , 0 
CLS 

Stp  = 0 

BDNAME$  = "PM_5415" 

CALL  IBFIND ( BDNAME$ , gen%) 


'flashing  off 
'clears  screen 

'name  on  the  conf. table 
'open  device 


CALL  ErrChk ( 1 , gen% ) 


'check  error 


IF  Stp  = 0 THEN 

CALL  IBCLR(gen%) 

CALL  ErrChk ( 2 , ibsta%) 

END  IF 


'send  interface  clear 
'check  error 


IF  Stp  = 0 THEN 

A$  = "MSR  224;" 
CALL  SendCmd  (A$) 


Error  will  generate  SRQ 
r send  command 
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• Initialize  the  generator: 

A$  = "std  p g; frq  2030.25E-1  MHZ; SIN  ON;STE;SLl  ON;  SRI  ON" 
CALL  SendStr (A$) 

LINE  INPUT  "Command:  ";  B$ 

PRINT  "Acknowledge:  ";  B$ 

DO  UNTIL  B$  = "end"  OR  B$  = "END" 

IF  B$  = "demo"  OR  B$  = "DEMO"  THEN 

PRINT  "circle , colour  bar,  multiburst , 

PRINT  " vcr-pattern,  greyscale" 

PRINT 

A$  = "PAT  Cl, CB,MB, VC, GS"  9 circle, colour  bar, multiburst, 
'vcr-pattern, greyscale 

CALL  SendStr (A$) 

PRINT  "circle,  colour  bar" 

PRINT 

A$  = "PAT  Cl , CB" 

CALL  SendStr (A$) 

PRINT  "White,  circle,  cross" 

PRINT 

A$  = "PAT  PW,CI,CR"  9 white,  circle,  cross 

CALL  SendStr (A$) 

PRINT  "yellow" 

PRINT 

A$  = "PAT  PY"  # yellow 

CALL  SendStr (A$) 

PRINT  "cyan" 

PRINT 

A$  = "PAT  PC"  ' cyan 

CALL  SendStr (A$) 

PRINT  "green,  circle,  cross" 

PRINT 

A$  = "PAT  PG, Cl , CR"  ' green,  circle,  cross 

CALL  SendStr (A$) 

PRINT  "magenta" 

PRINT 

A$  = "PAT  PM"  ' magenta 

CALL  SendStr (A$) 

PRINT  "red" 

PRINT 

A$  = "PAT  PR" 

CALL  SendStr (A$) 


red. 
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PRINT  "yellow" 

PRINT 

A$  = "PAT  PY"  ' yellow 

CALL  SendStr (A$) 

ELSE 

CALL  SendStr (B$) 

END  IF 

LINE  INPUT  "Commands  ";  B$ 

PRINT  "Acknowledges  ";  B$ 

LOOP 


END  IF 

CALL  ibloc(gen%)  ' set  to  local 

END 


SUB  ErrChk  (Cs,  Sts%)  'Error  handler 

SHARED  Stp 
SELECT  CASE  Cs 
CASE  1 

IF  Sts%  < 0 THEN 
PRINT 
PRINT 

PRINT  "IBFIND  ERROR" 

PRINT  "Check  the  configuration  of  the  bus  interface  with 
IBCONF.EXE" 

PRINT 


Stp  = 1 
END  IF 
CASE  2 

IF  Sts%  < 
PRINT 
PRINT 
PRINT  " 
PRINT 
PRINT  " 
PRINT  " 
PRINT 


'terminate  program 


0 THEN 


BUS  ERROR!" 

Please  check  connections  and 
start  program  again" 


Stp  = 1 
END  IF 


terminate  the  program 
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CASE  3 

IF  sts%  < 0 THEN 
PRINT 
PRINT 

PRINT  "GPIB  ERROR" 
PRINT 
END  IF 

IF  Sts%  > 16383  THEN 
PRINT 
PRINT 

PRINT  "TIME  OUT  ERROR" 
PRINT 
END  IF 
END  SELECT 
END  SUB 


SUB  SendCmd  (WR$) 

'Send  command  string  to  instrument  via  GPIB  without  response 
SHARED  gen% 

CALL  ibwrt (gen%,  WR$)  'output  command  string 

CALL  ErrChk(3,  ibsta%)  'check  error 

END  SUB 


SUB  SendStr  (WR$) 

EM$  = SPACE$ ( 20 ) 

EN$  = SPACE$ ( 3 ) 

'Send  command  string  to  instrument  via  GPIB  with  response 
SHARED  gen% 

CALL  ibwrt (gen%,  WR$)  'output  command  string 

FOR  counts  = 1 TO  1000  'wait  . . . 

NEXT  counts 

CALL  ibrsp(gen%,  status^)  'get  status 

IF  status^  <>  0 THEN 
PRINT 

PRINT  "Status:";  status^ 

END  IF 


IF  (status^  AND  64)  <>  0 THEN 
CALL  ibwrt ( gen%  , "EM? ; " ) 


'if  Service-request 
'get  Error-message 


FOR  counts  = 1 TO  1000  'wait  . . . 

NEXT  counts 


CALL  ibrd(gen%,  EM$ ) 

CALL  ibwrt (gen%,  "EN?;")  'get  Error-number 

FOR  counts  = 1 TO  1000 

NEXT  counts 

CALL  ibr d ( gen%  , EN$ ) 

PRINT  "ERROR_NR:  EN$;  " EM$ 

PRINT 
END  IF 

FOR  counts  = 1 TO  20000 
NEXT  counts 
END  SUB 


wait  some  time 
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12.3.2.5  Error  Messages 

There  are  three  types  of  errors: 

Invalid  settings 

Hardware  error  1 (for  example,  option  not  available) 
Hardware  error  2 (instrument  defect) 


1 .  Invalid  Settings 

Invalid  settings  are  the  following  syntax  errors: 

Illegal  header 
Body  syntax  error 

and  the  following  invalid  settings: 

Illegal  test  pattern  combination 
Exceeding  the  frequency  range 
Wrong  storage  / channel  number 
Wrong  TV  system 
Stereo  not  switched  on 

With  this  type  of  error  the  status  byte  has  the  value  68  Hex  = 104  dec. 


2.  Hardware  Error  1 

This  error  refers  to  options  that  are  not  built  in  and  to  the  transmission  of  data  records  that  are  too 
long.  The  following  messages  are  possible: 

NO  PAL-MODULE 
NO  SECAM-MODULE 
NO  STEREO-MODULE 
NO  TELETEXT-MODULE 
NO  PDC/VPS-OPTION 

The  message  ’String  too  long’  appears  when  a string  has  been  transmitted  that  consists  of  more 
than  31  characters  without  any  separator,  for  example,  semi-colon  (;)  or  New  Line  (NL).  These 
messages  have  the  status  64  Hex  = 1 00  dec. 


3.  Hardware  Error  2 

These  messages  appear  when  the  instrument  itself  is  defective.  Only  two  of  these  types  of  mes- 
sages are  transmitted  via  the  IEEE-488  bus: 

Oscillators  arc  not  working  (PLL  not  locked) 

- Checkbyte  in  the  VPS  - EEPROM  cannot  be  corrected 
The  status  is  62  Hex  = 98  dec. 

Other  hardware  defects  are  displayed  wherever  possible. 
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List  of  the  Error  Numbers  and  Messages 
Error  No.  Error  message 

Description 

0 

NO  ERROR 

No  error  appeared. 

1 

ILLEGAL  HEADER 

Unknown  header,  e.g.,  typographical  error. 

2 

BODY:  SYNTAX  ERROR 

Syntax  error  in  the  body. 

3 

PATTERN  MISMATCH 

Test  pattern  combination  not  permitted,  e.g., 
to  prevent  overmodulation. 

4 

FREQ.  OUT  OF  RANGE 

Frequency  range  exceeded 
(32.0  MHz  - 900.95  MHz). 

5 

WRONG  MEMORY  NUMBER 

Storage  number  wrong  (only  0 to  9) 
respectively  VPS  memory. 

6 

WRONG  TV-STANDARD 

The  function  chosen  is  not  possible  with  the 
selected  system,  e.g.,  stereo  with  PAL  M. 

7 

STEREO  ON  REQUIRED 

Attempt  to  switch  on  the  right  sound  channel 
when  in  mono. 

First  switch  on  stereo  or  dual. 

8 

NICAM  / MTS  ON  REQUIRED 

9 

NICAM:  NO  EXT.  MOD. 

NICAM,  no  external  modulation. 

10 

NO  PAL-MODULE 

PAL  unit  is  not  built  in. 

11 

NO  SECAM-MODULE 

SECAM  unit  is  not  built  in. 

12 

NO  STEREO-MODULE 

STEREO  unit  is  not  built  in. 

13 

NO  TELETEXT-MODULE 

TELETEXT  unit  is  not  built  in. 

14 

STRING  TOO  LONG 

The  instrument  has  received  a data  string  that 
cannot  be  processed. 

15 

NO  PDC/VPS-OPTION 

VPS  unit  is  not  built  in. 

20 

OSCILLATOR  FAULT 

Oscillators  are  not  working  properly  (PLL  does 
not  lock  within  the  time  permitted). 

21 

VPS-EEPROM  FAULT 

The  checkbyte  in  the  VPS-EEPROM  cannot  be 
corrected.  The  data  may  be  destroyed; 
the  instrument  operates  with  the  initial  values. 
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Error  No. 

Error  message 

Description 

30 

ILL.VPS-POSITION 

Wrong  fade-in  position  of  VPS  on  screen 
(negative  values  or  values  >6). 

31 

PDC/VPS-FLAGS-ERROR 

VPS  special  identification  (not  suitable  for  young 
people).  Negative  values  or  values  >3  or 
wrong  separator. 

32 

PDC/VPS-DATE-ERROR 

VPS  date  wrong: 

day  negative  values  or  values  >31  or 

month  negative  values  or  values  > 1 5 or 

no  point  between  day  and  month  or 
wrong  separator. 

33 

PDC/VPS-TIM  E-ERROR 

VPS  time  wrong: 

hour  negative  values  or  values  >31  or 

minute  negative  values  or  values  >63  or 
no  colon  between  hour  and  minute  or 
wrong  separator. 

34 

PDC/VPS-COUNTRY-ERROR 

VPS  country  code;  negative  values  or  values  >255 
or  wrong  separator. 

35 

PDC/VPS-NETWORK-ERROR 

VPS  network  code;  negative  values  or  values  >255 
or  wrong  separator. 

36 

VPS-PTY-ERROR 

VPS  program  type;  negative  values  or  values  >255 
or  wrong  separator. 

37 

VPS-HEX-DATA-ERROR 

For  input  of  VPS  data  in  Hex  (memory  B): 
illegal  HEX-Code, 

wrong  separator,  or  too  many  parameters. 

38 

ERROR  IN  DATE/TIME 

Setting  error  of  the  Real  Time  Clock. 

39 

ERROR  IN  LTO 

Input  error  of  Local  Time  Offset 
LTO  < -12  or  LTO  > 12. 

12 
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12.4  CHARACTERISTICS 

Alteration  and  amendments  to  PM  5415  / PM  5418  Operating  Manual,  Chapter  4. 

12.4.1  Basic  Test  Patterns 

8.  Multiburst  1 , Multiburst  2 selected  by  internal  jumper 

Muitiburst  1 8 vertical  bars  of 

definition  lines 

0.8  - 1.8  - 2.8  - 3.0  - 

3.2  - 3.4  - 3.8  - 4.8  MHz  sinusoidal 

Amplitude  response  <0.5  dB 

Multiburst  2 250  kHz  sinewave  full  field 

Frequency  error  < ± 5 % 

In  all  test  pattern  combinations  with  Multiburst,  either  Multiburst  1 or  Multiburst  2 
is  present  according  to  preselection  with  the  internal  jumper. 


VCR  pattern 

4 horizontal  bars: 

bar  1 : 

white  100  % Y 

1/6  field 

bar  2: 

multiburst  1 
or  multiburst  2 

2/6  field;  see  test  pattern  no.  8 

bar  3: 

saturation  steps 
of  linear  decreasing 
chroma  (R-Y) 

2/6  field 

bar  4: 

white  square 
stepwise  moving  from 
right  to  left  on  black  bar; 
duration  of  1 circulation: 

1/6  field 

5.12  s 

CCIR 

4.27  s 

RTMA 

DEM  pattern 

SECAM 
\/  

cn  o/ 

full  field 

Y = 50% 
R - Y=  0 
B - Y = 50% 
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1 1 .4.2  Fourfold  Combinations  of  Patterns 

Pattern  no.  42  6 horizontal  bars 

1/6  field  each 
greyscale 
color  bar 
multiburst 
DEM 

barl:  greyscale 

bar  2:  color  bar 

100/0/75/0  CCIR 

77/7.5/77/7.5  RTMA 

bar  3:  multiburst  1 

or  multiburst  2 


TV  System 

PAL/NTSC 

SECAM 

bar  4:  DEM 

see  Chapter  4 

Y =50  % 
R— Y = 50% 
B— Y = 0% 

bar  5:  DEM 

see  Chapter  4 

Y =50  % 
B— Y = 50% 
R— Y = 0% 

bar  6:  DEM 

see  Chapter  4 

Y =50  % 
R-Y  = 0 % 

B-Y  = 0 % 

INHALT 
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TECHNISCHE  DATEN 

GARANTIEBESTIMMUNG,  HERSTELLERERKLARUNG 
VIDEOTEXT  (TOP  / FLOF) 

VIDEOTEXT  MIT  PDC,  VPS-FUNKTIONEN,  CLOSED  CAPTION 

STEREO-TON  ANALOG 
NICAM  DIGITALER  TON 
BTSC  TON  (PM  5418) 

PM  5418TXI  / PM  5418TDSI  UND  FERNSTEUERUNG 
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7 

+ 
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9^ 

To 
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INHALT  DIESES  HANDBUCHES 

In  diesem  Bedienungs  - Handbuch  werden  alle  Fu  nktionen  der  Farbbildmuster-Generatoren  Familie  PM  541 5 
und  PM  5418  beschrieben.  Es  beginnt  mit  Hinweisen  zur  Lieferung  mit  Wareneingangskontrolle. 

Aufgrund  der  unterschiedlichen  Gerateversionen  kann  das  Bedienungs-Handbuch  zusatzliche  Kapitel  ent- 
halten,  die  zur  Bedienung  von  z.B.  Stereo-Ton,  Videotext  Oder  Fernsteuerung  dienen. 

Die  nachfolgende  Ubersicht  zeigt,  welche  Kapitel  fur  die  jeweilige  Gerateversion  zu  benutzen  sind.  Fur  die 
Grundgerate PM  541 5 / PM  541 8 geiten  die  Kapitel  1 bis  5 dieses  Bedienungs- Handbuchs,  siehe  Inhaltsver- 
zeichnis.  Im  Anhang  befinden  sich  nutzliche  FS-Grundlagen  zum  Nachschlagen  fur  den  Anwender. 


Kapitel  6 
Kapitel  7 + 8 
Kapitel  9 
Kapitel  10 
Kapitel  1 1 
Kapitel  12 


Videotext  (TOP/FLOF),  Didon  Antiope 

Videotext  mit  PDC,  Video-Programm-System  (VPS)  und  Closed  Caption 
Stereo-Ton  analog 
NICAM  digitaler  Ton 
BTSC-Ton  (PM  5418) 

PM  5418  TXI  / PM  5418  TDSI  und  Fernsteuerung  (englisch:  Remote  Control) 


Gerate- 

Kapitel 

version 

1 - 5 

6 

9 

10 

11 

12 

PM  5415 

X 

PM  5415 

+Y/C 

X 

PM  541 5 TX 

X 

X 

X 

PM  5415  TX 

+Y/C 

X 

X 

X 

PM  5415  TN 

X 

X 

X 

X 

PM  5415  TN 

+Y/C 

X 

X 

X 

X 

PM  5415TXS 

X 

X 

X 

PM  5415  TXS 

+Y/C 

X 

X 

X 

1 PM5415TNS 

X 

X 

X 

X 

PM  5415  TNS 

+Y/C 

X 

X 

X 

X 

PM  5418 

X 

PM  5418 

+Y/C 

X 

PM  5418  TX 

X 

X 

X 

PM  541 8 TX 

+Y/C 

X 

X 

X 

PM  541 8 TXI 

+Y/C 

X 

X 

X 

X 

PM  541 8 TD 

X 

X 

X 

X 

X 

PM  5418  TD 

+Y/C 

X 

X 

X 

X 

X 

PM  5418  TXS 

X 

X 

X 

PM  541 8 TXS 

+Y/C 

X 

X 

X 

PM  5418TDS 

X 

X 

X 

X 

X 

PM  5418  TDS 

+Y/C 

X 

X 

X 

X 

X 

PM  541 8 TDSI 

+Y/C 

X 

X 

X 

X 

X 

X 
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LIEFERHINWEIS 

Die  Sendung  muB  folgende  Teile  enthalten: 

1 Color  TV  pattern  generator 

1 Bedienungsanleitung 

1 Netzkabel 

2 Sicherungen 

1 PM  9538/01  HF-AnschluBkabel  BNC-TV 

1 Y/C  Kabel  (nur  Gerate  mit  Y/C-Ausgang) 

4 GummifuBe  fur  seitliche  Aufstellung 

Nur  PM  5418  TXI,  PM  5418  TDSI: 

1 PM  9547G  lEEE-Interface  mit  Verbindungskabel 

Nur  PM  5418  mit  BTSC-Ton: 

1 HF-AnschluBkabel  BNC  - F-Stecker 

1 Euro-AV-Kabel  - Cinch 


WARENEINGANGSKONTROLLE 

Uberprufen  Sie  den  Inhalt  der  Sendung  auf  Vollstandigkeit  und  nehmen  Sie  eine  Sichtkontrolle  vor,  um 
festzustellen,  ob  das  Gerat  wahrend  des  Transportes  beschadigt  wurde.  Wenn  der  Inhalt  unvollstandig  ist 
Oder  wenn  Defekte  wahrgenommen  werden,  muB  beim  Uberbringer  sofort  reklamiert  werden.  Eine  Fluke 
Verkaufs-  und  Servicestelle  muB  ebenfalls  verstandigt  werden,  um  Reparatur  Oder  Ersatz  des  Gerates  zu 
ermoglichen. 
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1 INSTALLATIONS-  UND  SICHERHEITSANWEISUNGEN 

1 .1  SICHERHEITSANWEISUNGEN 

Das  Gerat  hat  das  Werk  in  sicherheitstechnisch  einwandfreiem  Zustand  verlassen  (siehe  Kapi- 
tel  4) . Zur  Erhaltung  dieses  Zustands  und  seines  gefahrlosen  Betriebs  mussen  die  nachfolgenden 
Hinweise  sorgfaltig  beachtet  werden. 

1.1.1  Reparatur  und  Wartung 

Fehler  und  auRergewohnliche  Beanspruchungen: 

Wenn  anzunehmen  ist,  da8  ein  gefahrloser  Betrieb  nicht  mehr  moglich  ist,  so  ist  das  Gerat  auBer 
Betrieb  zu  setzen  und  gegen  unbeabsichtigten  Betrieb  zu  sichern.  Dieser  Fall  tritt  ein, 

- wenn  das  Gerat  sichtbare  Beschadigungen  aufweist, 

- wenn  das  Gerat  nicht  mehr  arbeitet, 

- nach  Uberbeanspruchungen  jeder  Art  (z.B.  Lagerung,  Transport),  die  die  zulassigen  Gren- 
zen  uberschreiten. 

Offnen  des  Gerates: 

Beim  Offnen  von  Abdeckungen  Oder  Entfernen  von  Teilen  mit  Werkzeug  konnen  spannungsfuh- 
rende  Teile  freigelegt  werden.  Auch  konnen  AnschluBstellen  spannungsfuhrend  sein.  Vor  dem 
Offnen  muB  das  Gerat  von  alien  Spannungsquellen  getrennt  sein. 

Wenn  eine  Kalibrierung,  Wartung  Oder  Reparatur  am  geoffneten  Gerat  unter  Spannung  un- 
vermeidlich  ist,  so  darf  das  nur  durch  eine  Fachkraft  geschehen,  welche  die  damit  verbundenen 
Gefahren  kennt.  Kondensatoren  im  Gerat  konnen  noch  geladen  sein,  selbst  wenn  das  Gerat  von 
alien  Spannungsquellen  getrennt  wurde. 

1.1.2  Erden 

Bevor  irgendeine  Verbindung  hergestellt  wird,  muB  das  Gerat  uber  das  dreiadrige  Netzkabel 
mit  einem  Schutzleiter  verbunden  werden.  Der  Netzstecker  darf  nur  in  eine  Schutzkontaktsteck- 
dose  eingefuhrt  werden.  Diese  SchutzmaBnahme  darf  nicht  unwirksam  gemacht  werden,  z.B. 
durch  eine  Verlangerungsleitung  ohne  Schutzleiter. 


WARNUNG:  Jede  Unterbrechung  des  Schutzleiters  innerhalb  Oder  auBerhalb  des 
Gerates  Oder  Trennung  des  Schutzerdeanschlusses  ist  gefahriich. 
BewuBte  Unterbrechung  ist  verboten. 


Die  AuBenkontakte  der  BNC-Buchsen  fuhren  das  Schaltungsnullpunkt-Potential  und  sind  mit 
dem  Gehause  verbunden.  Die  Schutzerdung  uber  die  AuBenkontakte  der  BNC-Buchsen  ist  unzu- 
lassig. 
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1 .1 .3  Netzspannungseinstellung  und  Sicherungen 

Vor  dem  AnschlieBen  des  Netzsteckers  an  das  Netz  ist  zu  prufen,  ob  das  Gerat  auf  die  ortliche 
Netzspannung  eingestellt  ist. 


WARNUNG:  Wenn  der  Netzstecker  an  die  ortlichen  Gegebenheiten  angepaBt  werden 

muB,  darf  eine  solche  Umrustung  nur  von  einer  Fachkraft  ausgefuhrt  werden. 


Bei  Fabrikauslieferung  ist  das  Gerat  auf  einen  der  folgenden  Netzspannungsbereiche  eingestellt: 


Geratetyp 

Kode  no. 

Netzspannung 

mitgeliefertes 

Netzkabel 

PM  5415 

9452  054  15xx1 

220  V 

Europa,  Schuko 

PM  5415 

9452  054  15xx3 

120  V 

Nordamerika  (1 20  V) 

PM  5415 

9452  054  15xx4 

240  V 

England  (U.K.) 

PM  5415 

9452  054  15xx5 

220  V 

Schweiz 

PM  5415 

9452  054  15xx8 

240  V 

Australien 

PM  5418 

9452  054  18xx1 

220  V 

Europa,  Schuko 

PM  5418 

9452  054  18xx3 

120  V 

Nordamerika  (1 20  V) 

PM  5418 

9452  054  18xx4 

240  V 

England  (U.K.) 

PM  5418 

9452  054  18xx5 

220  V 

Schweiz 

PM  5418 

9452  054  18xx8 

240  V 

Australien 

Die  eingestellte  Netzspannung  und  der  Wert  der  zugehorigen  Sicherung  sind  an  der  Gerateruck- 
wand  angezeigt. 

Es  ist  zu  beachten,  daB  nur  Sicherungen  mit  dem  angegebenen  Nennstrom  und  vom  angegebe- 
nen  Sicherungstyp  verwendet  werden  diirfen,  wenn  eine  Sicherung  zu  ersetzen  ist.  Die  Verwen- 
dung  reparierter  Sicherungen  und/oder  das  KurzschlieBen  des  Sicherungshalters  ist  verboten. 
Die  Sicherung  darf  nur  von  einer  Fachkraft  ausgewechselt  werden,  die  die  damit  verbundenen 
Gefahren  kennt. 


WARNUNG:  Beim  Auswechseln  einer  Sicherung  und  beim  Einstellen  auf  eine  andere 
Netzspannung  ist  das  Gerat  von  alien  Spannungsquellen  zu  trennen. 


Das  Gerat  kann  auffolgende  Netzspannungen  eingestellt  werden:  100  V,  120  V,  220  V und  240  V 
Wechselspannung.  Diese  Nennspannungen  konnen  mit  dem  Spannungswahler  (kombiniert  mit 
der  Netzbuchse  an  der  Gerateruckwand)  eingestellt  werden.  Die  Sicherung  befindet  sich  in  einem 
Halter  am  selben  Platz.  Zum  Einstellen  der  Netzspannung  Oder  zum  Ersetzen  der  Sicherung  ist 
das  Netzkabel  herauszuziehen  und  die  VerschluBklappe  mit  einem  Schraubenzieher  zu  offnen 
(siehe  Zeichnung). 
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Die  geeignete  Spannung  ist  durch  Drehen  des  Stellrades  zu  wahlen.  Falls  erforderlich,  ist  die 
entsprechende  Sicherung  (T0.31 5A  bzw.  T0.63A)  anstelle  der  eingebauten  in  den  Sicherungshal- 
ter  einzusetzen. 


1 .2  BETRIEBSLAGE  DES  GERATES 

Das  Gerat  darf  in  den  im  Kapitel  4 angegebenen  Positionen  betrieben  werden.  Mit  herunterge- 
klappten  AufstellfuBen  kann  das  Gerat  in  schrager  Lage  betrieben  werden.  Dietechnischen  Daten 
im  Kapitel  4 gelten  fur  die  angegebenen  Positionen.  Es  ist  darauf  zu  achten,  dali  die  Luftungsoff- 
nungen  des  Gerates  nicht  verdeckt  werden.  Das  Gerat  nie  auf  eine  warmeerzeugende  Oder 
-ausstrahlende  Oberflache  stellen  Oder  direkter  Sonneneinstrahlung  aussetzen. 

1.3  FUNKENTSTORUNG 

Das  Gerat  wurde  funkentstortechnisch  sorgfaltig  entstort  und  gepruft.  Beim  Zusammenschalten 
mit  nicht  einwandfrei  entstorten  Basiseinheiten  und  weiteren  peripheren  Geraten  konnen 
Funkstorungen  entstehen,  die  dann  im  einzelnen  Fall  zusatzliche  FunkentstorungsmaBnahmen 
erfordern. 

1 .4  TRENN-TRANSFORMATOR 

Da  das  Chassis  vieler  Fernsehempfanger  an  Phase  liegt,  ist  es  aus  Sicherheitsgrunden  erforder- 
lich, den  zu  testenden  Empfanger  uber  einen  geeigneten  Trenn-Transformator  zu  betreiben. 
Dies  gestattet,  eine  direkte  Verbindung  des  Chassis  der  Fernsehempfanger  mit  dem  Schutzlei- 
teranschluB  irgendeines  Testgerates  herzustellen,  womit  das  Risiko  eines  elektrischen  Schlages 
verringert  wird. 
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2 ALLGEMEINES 

2.1  EINLEITUNG 

Die  Mehrnormen  Farbbildmuster-Generatoren  PM  5415  und  PM  5418finden  Anwendung  beim 
Testen  und  Messen,  bei  Wartung  und  Reparatur  von  Geraten  der  Fernsehtechnik,  bei  Farb-  und 
Schwarz/Wei6-Fernsehempfangern,Videoausrustung,  Videotext/Antiope-Empfangern,  Farb-Mo- 
nitoren  und  beim  Kabelfernsehen.  Das  Anwendungsgebiet  umfa8t  die  Entwicklung,  Produktion, 
Qualitatsuberwachung,  Fernsehstudios,  Service-Werkstatten  und  die  Ausbildung. 

Die  Gerate  liefern  den  Bildtrager  im  gesamten  Frequenzbereich  von  32  MHz  bis  900  MHz.  Sie  ar- 
beiten  gemaB  der  europaischen  CCIR  und  amerikanischen  RTMA  Fernsehnorm  mit  PAL-  bzw. 
NTSC-Farbsignalen,  wobei  PM  5418  zusatzlich  SECAM  anbietet.  Es  werden  18  Grund-Testbilder 
angeboten,  mitdenen  uber  100  Bildmusterkombinationen  gewahlt  werden  konnen.  DieTestbilder 
wurden  modernen  und  zukunftigen  Aufgaben  angepaBt.  Das  Bildformat  kann  bei  alien  Testbildern 
von  4:3  auf  16:9  umgeschaltet  werden. 

Mikroprozessor-Technik  bietet  Vielseitigkeit  und  einfache  Handhabung.  Sie  ermoglicht  ebenfalls 
Speicherung  und  wahlweisen  Aufruf  einer  Mehrzahl  von  Gerateeinstellungen.  Bis  zu  10  Einstel- 
lungen  konnen  in  nichtfluchtigen  Speichern  abgelegtund  in  beliebiger  Reihenfolgewiederaufge- 
rufen  werden.  Jedes  Programm  kann  aus  Bildtragerfrequenz,  Testbild  Oder  Testbildkombination 
sowie  aus  einer  der  Tonbetriebsarten  bestehen. 

Beim  PM  541 8 geschieht  die  Wahl  der  Fernsehnorm  mit  der  Drucktaste  PAL/  NTSC/SECAM  und 
zwei  Daumenradschaltern  an  der  Ruckseite  des  Gerates;  beim  PM  541 5 nur  mit  dem  Daumenrad- 
schalter  PAL/NTSC.  Die  Zeilenfrequenz  wird  dabei  automatisch  auf  15625  Hz  fur  CCIR  Oder 
15734  Hz  fur  RTMA  umgeschaltet.  Die  Zeilen-  und  Bild-Synchronisation  ist  normgerecht;  die 
Synchronsignale  stehen  als  Zeilen-  und  Bildfrequenz  an  der  BNC-Buchse  an  der  Frontplatte  fur 
externe  Anwendung  zur  Verfugung. 

Die  4-stellige  Leuchtziffernanzeige  gehort  zum  Bedienfeld  des  Bildtragers.  Die  erste  Stelle  zeigt 
den  aktuellen  Speicherplatz  an,  die  2.,  3.  und  4.  Stelle  die  Bildtragerfrequenz  in  MHz. 

Fein-Einstellung  der  Bildtragerfrequenz  in  Schritten  von  0,25  MHz  - im  unteren  Frequenzbereich 
in  100  kHz  Schritten  - wird  mit  den  Fortschalttasten  STEP  up/down  neben  der  Anzeige  erreicht. 
Leuchtdioden  zeigen  den  gewahlten  Wert  an.  Frequenzabstimmung  durch  den  gesamten 
Frequenzbereich  wird  mit  standigem  Druck  auf  eine  der  Fortschalttasten  erreicht. 

Die  STORE-  und  RECALL-Tasten  haben  Zugriff  auf  den  Speicher.  Letztere  ermoglicht  es  in  Verbin- 
dung  mit  den  Fortschalttasten  STEP  up/down,  die  Reihe  der  gespeicherten  Gerateeinstellungen 
nacheinander  aufzurufen. 
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Die  Amplitude  des  Video-Ausgangssignals  (VIDEO  AMPL)  betragt  in  Raststellung  normgerecht 
1 V;  sie  kann  von  0 bis  1 ,5  V eingestellt  werden. 

Die  Amplitude  des  Farbsignals  (CHROMA  AMPL)  betragt  in  der  Raststellung  100%;  sie  kann  von 
0 bis  150  % eingestellt  werden. 

Das  HF-Ausgangssignal  (RF  AMPL)  von  10  mV  kann  urn  mehr  als  60  dB  abgesenkt  werden. 

Alle  Grundgerate  PM  5415  und  PM  5418  bieten  Mono-Ton  entsprechend  dergewahlten  Fernseh- 
norm  an,  wobei  der  Tontrager  mit  1 kHz  intern  bzw.  extern  modulierbar  ist. 

Zusatzlich  steht  eine  Y/C  & RGB  Einheit  zur  Verfiigung,  die  fur  Tests  und  Applikationen  von 
Videorecordern,  Camcordern,  Monitoren  und  FS-Geraten  benutzt  werden  kann. 

Der  Y/C-Ausgang,  eine  4-polige  S-Buchse,  stellt  das  Luminanz-  und  Farbsignal  getrennt  zur 
Verfugung  und  dient  zum  Testen  von  moderner  Videoausrustung,  die  uber  entsprechende  Ein- 
gange  fur  S-VHS  Oder  Hi-8  verfugen.  Eine  direkte  Ansteuerung  mit  dem  Y/C-Signal  fuhrt  zur 
Verbesserung  des  Farbubersprechens  und  der  Bildqualitat. 

Der  RGB-Ausgang  stellt  die  Signale  Rot,  Griin,  Blau,  Composite  Sync  und  den  Farbhilfstrager  an 
5 BNC-Buchsen  an  der  Gerateriickseite  zur  Verfugung. 

Neben  den  Grundgeraten  PM  5415  und  PM  5418  stehen  weitere  Versionen  zur  Verfugung,  die 
zusatzliche  Moglichkeiten  wie  Videotext,  VPS/PDC,  Stereo-Ton,  NICAM  digitaler  Ton,  BTSC  Ton 
Oder  Fernsteuerung  anbieten.  Die  hochste  Ausbaustufe  bietet  PM  541 8 TDSI,  der  alle  genannten 
Moglichkeiten  hat. 

DieserGebrauchsanleitung  ist  eine  Bedienkarte  (Operating  Card)  beigefugt;  sie  dient  als  Kurzan- 
leitung  fur  die  mit  dieser  Art  von  Geraten  vertrauten  Kunden. 

Zum  Vorteil  des  Kunden  und  urn  den  Service  zu  erleichtern,  ist  ein  Test-Programm  eingebaut. 
Der  mechanische  Aufbau  erlaubt  schnellen  Zugang  zu  den  Teilen:  alle  Einheiten,  ausgenommen 
der  Modulator,  sind  in  die  Grundplatine  eingesteckt. 
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2.2  GERATEVERSIONEN 


Erkennung  des  Geratetyps  anhand  des  Typenschildes 


Made  in  Germany 

TYPE!  PM  5415  +Y/C 

NC!  9452  054  1504.  46  UA 

NO!  LD 50/60  HZ 


Typen-Nr. 

Kode-Nr. 

Fertigungs-Nr. 


Geratetyp 

Version 

Kode-Nr. 

zusatzliche  Funktionen 

FS-Standard 

PM  5415 

9452  054  1500X 

— 

PAL7NTSC 

PM  5415  +Y/C 

9452  0541504X 

Y/C 

PAL/NTSC 

PM  541 5 TX 

9452  054  151  Ox 

Stereo,  Teletext 

PAL/NTSC 

PM  541 5 TX  +Y/C 

9452  054  1 51 4x 

Stereo,  Teletext,  Y/C 

PAL/NTSC 

PM  5415TXS 

9452  0541550X 

Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC 

PM5415TXS  +Y/C 

9452  054  1554X 

Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC 

PM  541 5 TN 

9452  054  1520X 

NICAM/Stereo,  Teletext 

PAL/NTSC 

PM  5415  TN  +Y/C 

9452  054  1524X 

NICAM/Stereo,  Teletext,  Y/C 

PAL7NTSC 

PM  5415TNS 

9452  054  1560x 

NICAM/Stereo,  Teletext/PDC/CC,  VPS/PDC 

PALVNTSC 

PM  5415TNS  +Y/C 

9452  054  1564X 

NICAM/Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC 

PM  5418 

— 

PAL/NTSC/SECAM 

PM  5418  +Y/C 

9452  0541804X 

Y/C 

PAL/NTSC/SECAM 

PM  541 8 TX 

9452  054  181  Ox 

Stereo,  Teletext 

PAL/NTSC/SECAM 

PM  541 8 TX  +Y/C 

9452  054  1 81 4x 

Stereo,  Teletext,  Y/C 

PAL/NTSC/SECAM 

PM  5418TXS 

9452  054  1850x 

Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC/SECAM 

PM  5418  TXS  +Y/C 

9452  0541854X 

Stereo,  Teletext/PDC/CC,  VPS/PDC,  Y/C 

PAL/NTSC/SECAM 

PM  541 8 TD 

NICAM/BTSC/Stereo,  Teletext 

PAL/NTSC/SECAM 

PM  5418  TD  +Y/C 

9452  054  1834X 

NICAM/BTSC/Stereo,  Teletext,  Y/C 

PAL/NTSC/SECAM 

PM  5418TDS 

9452  0541870X 

NICAM/BTSC/Stereo,  Teletext/PDC/CC,  VPS/PDC 

PAL/NTSC/SECAM 

PM  5418TDS  +Y/C 

9452  054  1874x 

NICAM/BTSC/Stereo,  Teletext/PDC/CC, 
VPS/PDC,  Y/C 

PAL/NTSC/SECAM 

PM5418TXI  +Y/C 

9452  0541 81 6x 

Stereo,  Teletext,  Y/C,  IEEE 

PAL/NTSC/SECAM 

PM5418TDSI  +Y/C 

9452  054  1876X 

NICAM/BTSC/Stereo,  Teletext/PDC/CC, 
VPS/PDC,  Y/C,  IEEE 

PAL/NTSC/SECAM 

Netzspannungseinstellung  und 
Netzkabel  bei  Auslieferung 


x = 1 220  V,  50  Hz 

3 120  V,  60  Hz 

4 240  V,  50  Hz 

5 220  V,  50  Hz 

8 240  V,  50  Hz 


Europa,  Schuko 
Nordamerika  (120  V) 
GroBbritannien 
Schweiz 
Austral  ien 
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3 BETRIEBSANLEITUNG 

3.1  ALLGEMEINES 

Dieser  Abschnittgibt  einen  Oberblick  uberdiefurdie  Bedienung  erforderlichen  Handlungen  und 
VorsichtsmaBregeln.  Er  beschreibt  und  erlautert  in  Kurzform  die  Funktion  der  Bedienelemente  auf 
Frontplatte  und  Ruckwand  sowie  der  Anzeigen.  AuBerdem  sind  hier  die  praktischen  Gesichts- 
punkte  der  Bedienung  erklart;  dies  ermoglicht  dem  Benutzer  eine  rasche  Bewertung  der  Haupt- 
funktionen  des  Gerates. 

3.2  EINSCHALTEN  DES  GERATES 

Nachdem  das  Gerat  gemaB  Kapitel  1 .1 .3  an  das  Netz  angeschlossen  ist,  kann  es  mit  dem  Netz- 
schaltereingeschaltet  werden  (POWER  ON).  Bei  einigen  Geratevarianten  befindet  sich  der  Netz- 
schalter  an  der  Ruckwand. 

Bei  normaler  Installation  gemaB  Kapitel  1 und  nach  einer  Anwarmzeit  von  30  Minuten  gelten  die 
Technischen  Daten  gemaB  Kapitel  4. 

Nach  dem  Ausschalten  dart  das  Gerat  erst  wieder  eingeschaltet  werden,  wenn  das  Netzteil  ent- 
laden  ist  (ca.  5 Sekunden).  Zu  schnelles  Wiedereinschalten  kann  zu  einem  fehlerhaften 
Initialzustand  des  Gerates  fuhren. 

3.3  SELBSTTEST  DES  GERATES 

Nach  dem  Einschalten  des  Gerates  erfolgt  ein  Selbsttest,  wobei  ROM  und  RAM  gepruft  wird.  Eine 
eventuelle  Fehlermeldung  wird  im  Anzeigefeld  dargestellt  und  hatfolgende  Bedeutung: 

Err  1 ROM,  Prufsumme  falsch 

Err  2 RAM,  Schreib-/Lese-Fehler 

Err  3 ...  Err  5 Anzeigen  beziehen  sich  auf  Fehler,  die  im  Service-Manual  behandelt  sind. 

AnschlieBend  werden  zur  Uberprufung  der  Anzeige  alle  Segmente  und  Dezimalpunkte  der  Ziffern 
und  alle  Leuchtdioden  fur  ca.  3 Sekunden  eingeschaltet.  Nach  AbschluB  derTestroutineschaltet 
das  Gerat  automatisch  auf  die  Einstellung  des  Gerates,  die  vor  der  Netzabschaltung  verwendet 
wurde. 

Weitere  Ausfuhrungen  iiber  Fehlermeldungen  stehen  im  Kapitel  3.4.3.  ’Fehlermeldung’. 

3.4  KURZVERFAHREN  ZUM  PRUFEN 

3.4.1  Allgemeines 

Dieses  Verfahren  dient  zur  Funktionsprufung  des  Gerates  mit  nur  wenigen  Testschritten  und 
Handhabungen.  Es  wird  angenommen,  daB  der  Benutzer,  der  diesen  Test  ausfuhrt,  mit  dem  Gerat 
und  seiner  Arbeitsweise  vertraut  ist. 

Wenn  mit  dem  Test  wenige  Minuten  nach  dem  Einschalten  begonnen  wird,  ist  es  moglich,  daB 
Testschritte  wegen  ungenugender  Anwarmzeit  den  Spezifikationen  nicht  entsprechen. 


WARNUNG:  Wenn  der  Netzstecker  an  die  ortlichen  Gegebenheiten  angepaBt  werden 

muB,  darf  eine  solche  Umrustung  nur  von  einer  Fachkraft  ausgefuhrt  werden. 
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3.4.2  Kurzer  Funktionstest 

Nach  dem  Einschalten  des  Gerates  erfolgt  ein  Selbsttest,  siehe  Kapitel  3.3. 

AnschlieBend  wird  automatisch  auf  die  letzte  Gerateeinstellung  geschaltet,  die  vor  Netzabschal- 
tung  benutzt  wurde  (Frequenz,  Bildmuster,  Modulation). 

- Prufe  die  richtige  FS-Norm: 

PM  5415  Daumenradschalter  PAL/NTSC  auf  der  Gerateruckwand 

PM  5418  Drucktaste  PAL/NTSC/SECAM  und  der  entsprechende  Daumenradschalter  PAL/ 
NTSC  Oder  SECAM  an  der  Gerateruckwand. 

— Schalte  im  Bedienfeld  SOUND  die  Tasten  CARRIER  und  MODULATION  INTERN  ein. 

- Schalte  im  Bedienfeld  PATTERN  das  Bildmuster  Grautreppe/Farbbalken/Multiburst  ein. 

- Uberprufe  die  Grund-  bzw.  Raststellung  der  Potentiometer: 

VIDEO  AMPLITUDE  1 V 

CHROMA  AMPLITUDE  1 00  % 

- Stelle  den  Abschwacher  RF  AMPLITUDE  auf  1 0 mV. 

- Wahle  eine  Bildtragerfrequenz,  die  in  der  jeweiligen  FS-Norm  verwendet  wird,  z.B.  Norm  G im 
VHF  Kanal  E5:  175,250  MHz  (siehe  Tabelle  im  Anhang). 

FREQUENCY/MHz  CH 

,, 


0-75 

O-50 

0*25 


- Verbinde  den  Ausgang  RF  OUTPUT  des  Generators  mit  dem  Antenneneingang  eines  Farb- 
fernsehgerates. 

- Prufe  am  FS-Gerat  die  korrekte  Bild-  und  Tonwiedergabe. 

- Uberprufe  zusatzlich  weitere  Bildmuster. 

- Verbinde  den  Videoausgang  mit  einem  Oszilloskop  (75  Q AbschluB). 

- Schalte  die  Bildmuster  GRAUTREPPE/WEISSFLACHE  ein. 

- Stelle  die  Videoamplitude  in  Raststellung  1 V. 

- Oberprufe  die  Videoamplitude  auf  1 V (Spitze/Spitze),  Toleranz  <5  %. 


3.4.3  Fehlermeldung 

Das  interne  Betriebsprogramm  pruft  selbststandig  nach  dem  Einschalten  sowie  im  weiteren 
Betriebwesentliche  Funktionen  des  Gerates.  Eventuell  auftretendeFehlerwerden  im  Anzeigefeld 
dargestellt  (Err  1 ...  5)  und  dient  zu  deren  Lokalisierung.  Bei  einigen  Fehlermeldungen  ist  ein 
Teilbetrieb  moglich  (siehe  Tabelle). 


Fehlermeldung 

Fehlerart 

Bemerkungen 

Errl 

ROM,  Prufsumme 

Err  2 

RAM,  Schreib-/Lesefehler 

Err  3 

Bildmuster 

kurzzeitige  Anzeige 

Err  4 

Bildtragerfrequenz 

kurzzeitige  Anzeige;  Gerat  versucht  Neuabstim- 
mung  der  vorher  eingestellten  Frequenz;  sonst 
anschlieBend  ’-Er4’ 

-Er  4 

Bildtragerfrequenz, 
Einstellung  nicht  moglich 

Videobetrieb  moglich 

Err  5 

interner  Datenbus 

Sollte  eine  permanente  Fehlermeldung  erscheinen,  die  auch  durch  Aus-/Einschaltung  des  Gera- 
tes nicht  beseitigt  wird,  so  ist  Servicehilfe  erforderlich. 
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3.5  BEDIENUNG  UND  ANWENDUNG 


3.5.1  Bedienelemente  und  Anschliisse 

Die  Bedienelemente  und  Buchsen  sind  entsprechend  ihrer  Funktionsbereiche  aufgefuhrt  und 
kurz  erlautert. 

Beschriftung  Funktion 

Frontplatte 


Netzschalter 

I Gerat  eingeschaltet  (ON) 
O Gerat  ausgeschaltet  (OFF) 


SOUND 

AM/FM 


INTERN  Q EXTERN  Q CARRIER  @ 


'•  v:-' 

I'M#! 

Drucktasten  zur  Wahl  der  Tonmodulationsarten, 
LED-Anzeige  fur  die  gewahlte  Betriebsart: 

- Tontrager  mit  interner  Oder  externer  Modulation, 

- Tontrager  EIN/AUS 
AM-Tonmodulation  nur  bei  PM  5418 


PATTERN/KEYBOARD 


Drucktasten  zur  Eingabe  von  Bildmustern  (PATTERN) 
Oder  Daten  (KEYBOARD), 
abhangig  vom  Drucktaster  INPUT: 

- Einstellung  von  einzelnen  Oder  kombinierten 
Testbildern  (siehe  Kapitel  3.5.4) 

- Eingabe  der  Bildtragerfrequenz  (3  Ziffern) 

- Einstellung  der  FS-Kanalnummer  (2  Ziffern) 

- Anwahl  der  Speicherplatze  0 ...  9 


PAL/NTSC  4:3 


VIDEO  INT 
VIDEO  EXT- 


Drucktasten  zur  Einstellung: 

FS-Standard  PAL/NTSC  Oder  SECAM 
(nur  bei  PM  5418) 

- Bildformat  4:3  Oder  1 6:9 

- Umschaltung  der  Videomodulation  intern/extern 
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Beschriftung 


Funktion 


VISION  CARRIER 

MEMORY 

STO  0-9 


CH 


RCLO-9 

:0 


Bedienfeld  Biidtrager 

- Drucktasten  zur  Speicherung  (STORE)  und 
Aufruf  (RECALL)  von  max.  10  Gerateeinstellungen 

- Anzeige  des  eingestellten  Speicherpiatzes 


FREQUENCY/MHz  CH 

S - 


@.75 

O-50 

@.25 


Anzeige  der  Bildtragerfrequenz  (MHz)  Oder 
Fernseh-Kanainummer 

- Frequenz  XX.X  MHz  (3  Ziffern) 

- FS-Kanal  CXX  (2  Ziffern) 


INPUT 

l - 


Drucktaster  zur  Eingabevorbereitung 

(die  violette  Beschriftung  des  Tastenfeldes  gilt): 

- der  Bildtragerfrequenz  (3-steilig  mit  Zifferntasten) 

- des  FS-Kanals  (2-stellig  mit  Zifferntasten) 


Drucktasten  zur  Feinabstimmung  der  Bildtrager- 
frequenz (aufwarts  Oder  abwarts). 

Bei  Festhalten  der  Tasten  erfoigen  fortlaufende 
Frequenzschritte 

- zur  direkten  Umschaltung  der  Speicherpiatze  0 ...  9 


VIDEO  AMPL 


OJMMAMfflPi 


einstellbare  Videoamplitude,  Potentiometer 


einstellbare  Farbamplitude 
(Farbsattigung),  Potentiometer 


einstellbarer  HF-Pegel,  Abschwacher 
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Beschriftung/Buchse 


VIDEO 

IN  OUT 


750  750 

RFOUT 


Funktion 


externer  Videoeingang  (75  Q)  und 
Videoausgang  (75  Q),  BNC-Buchse 


Hochfrequenzausgang  75  Q,  BNC-Buchse 


kombinierter  Synchronsignal-Ausgang  (Zeile/Bild), 
2,6  Vss/5  Vss,  BNC-Buchse 


Ruckwand 


PAL/NTSC  1 

1 

B,G,H 

PAL 

2 

D 

3 

1 

4 

M 

A 

N 

6 

M 

NTSC 

T 

4.433 

17  I 4.433  1 | 

IJlll  iyiiilsOll 


Daumenradschalter  zur  Einstellung  von  verschiedenen 
PAL/NTSC-Normen; 

PM  5418:  wahle  zusatzlich  den  FS-Standard  mit  der 
Drucktaste  PAL/NTSC/SECAM  auf  der  Textplatte 


FS-Standard 

PAL 

NTSC 

FS-Norm 

B 

~k 

ik 

M 

G 

D 

1 

M 

N 

M 

4.43 

Geratetyp 

H 

MHz 

PM  5415 

X 

X 

X 

- 

- 

X 

X 

PM  5418 

X 

X 

X 

- 

- 

X 

X 

x = FS-Norm  verfugbar 
- = ohne  Farbtrager 

★ = Farbtrager  PAL  M/N  verfugbar  mit  PM  9546 


SECAM 

1 

B,G,H 

2 

D,K,K1 

3 

L 

HgP 

||  ^ m m If  aa|:j 


Daumenradschalter  zur  Einstellung  von 
verschiedenen  SECAM-Normen  (nur  bei  PM  5418); 
wahle  zusatzlich  den  FS-Standard  SECAM 
auf  der  Textplatte 


FS-Standard 

SECAM 

FS-Norm 

B 

D 

G 

K 

L 

Geratetyp 

H 

K1 

PM  5418 

X 

X 

X 
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CD 


Beschriftung/Buchse 


AUDIO/VIDEO  OUT 


Funktion 


Audio/Video-Ausgang,  Euro-AV-Buchse  (SCART), 
Genormter  AnschluB  fur  Fernseh-  und  Videosysteme 
AnschluBbelegung: 

Pin  Signal 

1 Audio  Mono 

3 Audio  Mono 

4 Masse  Audio 

8 Schaltspannung, 

FBAS-Status  autom.  gesteuert 
1 7 Masse  Video 

1 9 Video 

21  Masse  Chassis 


AUDIO  IN 


Audio-Eingang,  5polige  DIN-Buchse  (180°) 

Pin  Signal 

2 Masse 

3 Audio  Mono 

5 Audio  Mono 


OUTPUTS 


PAL/NTSC 

SUBCARRIER 


75  n 

SYNC 


75  n 


Ausgange  fur  Gerate  mit  Y/C  & RGB-Einheit: 


PAL/NTSC  Farbtragerfrequenz  1 Vss  an  75  Q, 
BNC-Buchse 


Synchronsignalgemisch  2 Vss  an  75  Q, 
BNC-Buchse 


RED 


75  0 


GREEN 


75  n 


BLUE 

RGB-Signale  0,7  Vss  an  75  Q,  3 BNC-Buchsen 

75  n 


Y/C 


Y/C  Ausgang,  S-Buchse  4 Pins 

Pin  Signal 

1 Masse  Y-Signal 

2 Masse  C-Signal 

3 Y-Signal,  Luminanz 

4 C-Signal,  Farbsignal 
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Funktion 


Netzeingangsbuchse  mit  Sicherung  und 
Spannungswahler. 

~ ac  (ac  A Wechselstrom) 

Nahere  Einzelheiten,  siehe  Kapitel  1.1.3: 
Netzspannungseinstellung  und  Sicherungen. 


3.5.2  Bedienhinweise 

Das  Gerat  wird  fiber  die  Tastatur  an  der  Frontseite  und  Gerateruckseite  bedient.  Auf  der  Gerate- 
ruckseite  befinden  sich  zwei  Daumenradschalter,  um  auf  verschiedene  Fernseh-Normen  um- 
schalten  zu  konnen;  PM  5415  hat  nur  einen  Daumenradschalter  PAL/NTSC.  Bei  eingestellter 
FS-Norm  PAL  M und  PAL  N steht  das  Farbtragersignal  nur  zur  Verfugung,  wenn  die  Universal- 
Chroma-Unit  PM  9546  eingebaut  ist. 

Allen  Tasten  der  Bedienfelder  SOUND  (Ton)  und  PATTERN/KEYBOARD  (Bildmuster/Tastatur) 
sind  LEDs  zugeordnet,  diejeweils  den  Ein-  bzw.  Auszustand  anzeigen.  Die  Taste  PURITY  hat  eine 
Fortschaltfunktion;  8 Kombinationen  sind  moglich;  sie  werden  mit  den  3 LEDs  ’R-G-B’  angezeigt. 

Das  Tastenfeld  KEYBOARD  (violette  Beschriftung)  hat  nur  dann  seine  Funktion,  wenn  vorher  eine 
der  Tasten  INPUT,  STORE  Oder  RECALL  gedruckt  wurde. 

Nach  Netzeinschaltung  POWER  ON  und  Durchfuhrung  der  Testroutine  schaltet  das  Gerat  auto- 
matisch  auf  die  Einstellung,  die  vor  Netzabschaltung  eingestellt  war. 

Eine  Fehlbedienung  ist  weitgehend  ausgeschlossen  und  fuhrt  nicht  zur  Beschadigung  des  Gera- 
tes. 

Bei  einigen  Versionen  der  Geratefamilie  sind  im  Bedienfeld  fur  Ton  und  Bildmuster  zusatzliche 
Drucktasten  angeordnet,  wie  z.B.  fur  Stereo,  NICAM-Ton,  BTSC-Ton,  VPS/PDC  Oder  Videotext. 
Die  Bedienung  dieser  Gerate  wird  in  Kapitel  6 bis  1 1 beschrieben. 


Hinweis: 

Durch  bestimmteTastenkombinationen  werden  vom  Kunden  eventuell  abgelegte  Daten  im  Gera- 
tespeicher  uberschrieben  und  gehen  damit  verloren  (siehe  Kapitel  3.5.15). 

Im  System  NTSC/4,433  kann  der  Tontrager  Storungen  im  Video-Teil  Ihres  Gerates  verursachen, 
weil  beide  Frequenzen  eng  beieinander  liegen.  Bei  Storungen  schalten  Sie  bitte  den  Tontrager 


aus. 
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3.5.3 


Einstellung  der  Bildtragerfrequenz  und  Amplitude 

VISION  CARRIER 


KEYBOARD 


MEMORY 


"IQ 

8 | 

9 

; 

© 

© 

5 1 

' 

>7 

1 6 

u' 

o 

© 

1 2 

| 3 

© 

@ 

CH 

1 * 

CH 


Qr 

CHg 

Ob 


FREQUENCY/MHz  CH 


STO  0-9 

mm 

©.75 

RCLO-9 

tzi 

4 j 1 

©.50 

llijilj 

©Z5 

INPUT 


RFAMPL 

10|iV  100|iV 

N\1mV 


RFOUT 


750 


Durch  Betatigung  der  INPUT-Taste  wird  das  Gerat  auf  eine  Frequenzeingabe  fur  den  Bereich 
32  MHz  bis  900  MHz  vorbereitet.  Die  violette  Beschriftung  der  Textplatte  ist  gultig. 

- die  Frequenzanzeige  blinkt  mit  der  eingestellten  Frequenz 

- bedienbar  sind  die  Tasten:  Ziffern,  Punkt,  CH  (Kanal),  INPUT,  RECALL. 

Alle  anderen  Tasten  sind  gesperrt. 

- die  Frequenz  des  Bildtragers  (MHz)  mu8  mit  3 Ziffern  eingegeben  werden. 

Dabei  gilt  das  Format: 

OXX  Oder  XX.X  <100  MHz 
XXX  >100  MHz 

- jede  eingegebene  Ziffer  wird  sofort  angezeigt,  noch  fehlende  Stellen  blinken  weiter. 

- der  Dezimalpunkt  kann  bei  Frequenzen  <100  MHz  nach  der  2.  Ziffer  eingegeben  werden. 

- nach  Eingabe  von  3 Ziffern  wird  die  entsprechende  Frequenz  vom  Gerat  eingestellt. 

- bei  Eingabe  von  unzulassigen  Frequenzen  blinkt  die  Anzeige  mit  dem  gerade  eingegebenen 
Wert. 
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CD 


Korrekturen 

- wurde  eine  unzulassige  Frequenz  eingegeben,  so  kann  sie  ohne  Betatigung  der  INPUT-Taste 
korrigiert  werden. 

- vor  der  2.  Ziffer  ist  eine  Korrektur  durch  erneute  Betatigung  der  INPUT-Taste  moglich. 

- die  RECALL-Taste  bricht  die  Eingabe  ab.  Der  vorher  eingestellte  Wert  erscheint  wieder  in  der 
Anzeige. 

- mit  den  Tasten  STEP  A Oder  STEP  V kann  die  eingestellte  Bildtragerfrequenz  in  positiver  bzw. 
negativer  Richtung  verandert  werden. 


Beispiel  zur  Eingabe  des  HF-Tragers: 

VHF-Frequenz  (E5)  175,25  MHz 

FREQUENCY/MHz  CH 


INPUT  1 


7 


5 


A 

STEP 


0-75 

0-50 

0-25 


Frequenzabstimmung,  Feinabstimmung 

Mit  den  Tasten  STEP  A Oder  STEP  V kann  die  Frequenz  des  Bildtragers  in  Schritten  von  250  kHz 

erhoht  bzw.  erniedrigt  werden.  Zugeordnete  LEDs  .75,  .50,  .25  zeigen  diejeweilige  Frequenz  an. 

Bei  Frequenzen  <45  MHz  betragt  die  Schrittweite  100  kHz.  Die  Anzeige  erfolgt  im  3-stelligen 

Anzeigefeld. 

- Frequenzen  <100  MHz  konnen  mit  hoherer  Auflosung  direkt  uber  die  Tastatur  eingegeben 
werden,  z.B.  38,9  MHz. 

- bei  kurzzeitiger  Betatigung  der  Tasten  STEP  A Oder  STEP  V erfolgen  einzelne  Frequenz- 
schritte  in  gewahlter  Richtung. 

- bei  Festhalten  der  Tasten  STEP  A Oder  STEP  V erfolgen  fortlaufende  Frequenzschritte  in  der 
gewahlten  Richtung.  Nach  einigen  Schritten  erhoht  sich  die  Abstimmungsgeschwindigkeit. 

- bei  Erreichung  der  Bereichsgrenzen  springt  die  Frequenz  auf  den  Anfang  bzw.  Ende: 
z.B.  von  900,75  MHz  nach  32,0  MHz. 

- befindet  sich  in  der  Anzeige  eine  Kanalnummer,  so  wird  bei  kurzer  Betatigung  der  Tasten 
STEP  A bzw.  STEP  V auf  die  im  Speicher  zugeordnete  Bildtragerfrequenz  ± 250  kHz 
(<45  MHz:  ±100  kHz)  umgesetzt. 

- eine  Frequenzverstimmung  ist  nur  moglich,  wenn  vorher  die  Frequenzeingabe  beendet 
wurde. 
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Beispiel  zur  Priifung  eines  Fernsehempfangers  mit  AFC-Haltebereich  ±750  kHz: 


Frequenz  (VHF  E5) 
Verstimmumg 
obere  Frequenz 
Verstimmumg 
untere  Frequenz 
Verstimmung 
Frequenz  (VHF  E5) 


175,250  MHz 
0,750  MHz 
176,000  MHz 
1 ,500  MHz 
174,500  MHz 
0,750  MHz 
175,250  MHz 


(3  Schritte  STEP  A) 
(6  Schritte  STEP  V) 
(3  Schritte  STEP  A) 


Das  geprufte  Fernsehgerat  sollte  bei  funktionierender  AFC  und  alien  eingestellten  Frequenzen  ein 
einwandfreies  Bild  zeigen. 


Einstellung  der  HF-Amplitude 

Mit  dem  Abschwacher  RF  AMPLITUDE  kann  das  HF-Signal  von  1 0 mV  an  der  Buchse  RF  OUTPUT 
urn  mehr  als  60  dB  abgeschwacht  werden.  Die  Skalierung  des  Stellers  dient  dabei  zur  Orientie- 
rung. 

Bei  einem  Pegel  von  ca.  1 mV  (60  dBjxV)  am  Empfangereingang  sollte  ein  rauschfreies  Testbild 
erreicht  werden. 

Verursacht  ein  Ortssender  Gleichkanalstorungen  (Moire),  so  ist  die  Bildtragerfrequenz  auf  einen 
Nachbarkanal  zu  verstellen. 

Fernsehempfanger  mit  Koax-AntennenanschluB  konnen  iiber  das  beiliegende  AnschluBkabel 
PM  9538  an  den  Generator  angeschlossen  werden.  Fur  Empfanger  mit  symmetrischem  Eingang 
steht  das  AnschluBkabel  PM  9539  (75/300  Q)  als  Sonderzubehor  zur  Verfugung. 

Gerate  mit  BTSC  Ton  haben  zusatzlich  ein  HF-AnschluBkabel  mit  BNC/F-Stecker. 


Periodische  Abschaltung  des  HF-Tragersignals 

Urn  Sychronisation  Oder  Regelfunktionen  (z.B.  automatische  Tonstummschaltung)  an  FS-Emp- 
fangern  im  Dauertest  zu  prufen,  kann  das  HF-Signal  an  der  Buchse  RF  OUTPUT  im  10  Sekun- 
den-Takt  aus-  und  eingeschaltet  werden.  Wahrend  der  Trager  ausgeschaltet  ist,  erscheint  in  der 
Anzeige  ’. 

Diese  Geratefunktion  wird  durch  die  Tasteneingabe  RECALL  und  ’Punkt’  erreicht. 


RECALL 


Die  Betriebsart  wird  durch  Drucken  einer  beliebigen  Bedientaste  beendet. 
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3.5.4  Auswahl  der  Bildmuster 
PATTERN/KEYBOARD 


750  750 


Mit  den  1 2 Drucktasten  PATTERN  konnen  1 8 verschiedene  Bildmuster  und  4 Sonderbildmuster 
gewahlt  werden.  Zusatzlich  konnen  verschiedene  Testbilder  kombiniert  werden,  so  daB  insge- 
samt  mehr  als  1 00  unterschiedliche  Testbilder  verfiigbar  sind.  Eine  Ubersicht  zeigt  das  folgende 
Kapitel. 

Durch  Betatigung  einer Taste  (PATTERN)  wird  das  gewiinschte  Bildmuster  ein-  bzw.  ausgeschal- 
tet.Gleichzeitig  erfolgteine  Anzeige  mitzugeordneten  LEDs.  Jedes  Bildmuster  kann  mitdemTest- 
bild  KREIS  kombiniert  werden,  auBer  dem  Sonderbildmuster  ’1 00  Hz  TEST’.  Wird  ein  zusatzliches 
Bildmuster  eingeschaltet,  das  nicht  mit  dem  momentanen  Testbild  kombiniert  werden  kann,  so 
werden  uberzahlige  Muster  ausgeschaltet. 

Beim  Bildmuster  PURITY  hat  die  Taste  eine  Fortschaltfunktion.  Durch  mehrfache  Betatigung  wer- 
den alle  Farben  des  Farbbalkensignals  in  der  Reihenfolge  aufgerufen: 

Rot,  Griin,  Blau,  Magenta,  Gelb,  Cyan,  WeiB,  Schwarz. 

Alle  Bildmuster  stehen  im  Bildformat4:3  und  16:9zurVerfugung.  Das  gewiinschte  Bildformatwird 
mit  der  Taste  16:9  gewahlt. 

Eingeschaltete  Bildmuster  werden  bei  Umschaltung  auf  VIDEO  EXTERN  in  einen  Zwischenspei- 
cher  abgelegt.  Das  alte  Testbild  erscheint  wieder,  wenn  die  gleiche  Taste  anschlieBend  nochmal 
gedruckt  wird.  Wird  das  Gerat  im  Zustand  VIDEO  EXTERN  ausgeschaltet,  so  geht  die  vorherige 
Bildmustereinstellung  verloren. 

Das  in  alien  Testbildern  enthaltene  Farbartsignal  (incl.  Farbburst)  kann  mit  dem  Steller  CHROMA 
AMPLITUDE  (Farbsattigung)  von  0 ...  150  % verandert  bzw.  abgeschaltet  werden  (Stellung  ’O’). 
Die  Farbamplitude  ist  dann  richtig  eingestellt,  wenn  sich  das  Potentiometer  in  der  Raststellung 
100  % befindet. 
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Ubersicht  der  Testbilder  und  ihre  Anwendung 


Nr.  Signalart 
1 . Kreis 


VCR  Zur  Kontrolle 

Gesamtlinearitat 


WeiBer  Kreis  auf 
schwarzem  Grund 

Schwarzer  Kreis  auf 
weiBem  Grund 

Mittenkreuz  f 

und  Rankennzeich-  [: 

nung  auf  schwarzem 
Oder  weiBem  Grund 

WeiBflache 

100  %-WeiB-Signal 
(mit  Farbsynchronsignal) 


4.  Punktmuster 


Gittermuster 

mit  Mittelpunkt, 
Oben-Links- 
Kennzeichnung 
(ohne  Farbburst) 


6*  Schachbrett 


7.  Grautreppe 

Treppensignal 

mit  8 gleichen  Stufen, 

beginnend  mit  Schwarz 


Gesamtgeometrie 

Bildlage 

Reflexionen 
Bildformat  4:3,  16:9 

Zentrierung  Bildschirm 
Kissenentzerrung 
Linearitat  Ablenkung 
Bildformat  4:3,  16:9 


WeiB-Einstellung 

Leuchtdichte-Regelung 
Strahlstrom  der  Bildrohre 
Helligkeitsschreibstrom 
FM-Demodulator 
(WeiB-Niveau) 


Statische  Konvergenz 
Fokussierung 
Bildformat  4:3,  16:9 


Statische  Konvergenz 
Dynamische  Konvergenz 

Kissenkorrektur 
O/W-N/S-Korrektur 
Bildformat  4:3,  16:9 
Amplitudengang 


Fokussierung 

HorizyVert.-Synchronisation 
Horiz.A/ert.-Linearitat 
Horiz.A/ert.-Ablenkung 
Amplitudengang,  Bandbreite 
Bildlage 

Bildformat  4:3,  16:9 
Netzbrummstorung  der 
Synchronisation 
Schwarz/WeiB-Obergange 


Helligkeits-  und  Kontrast- 
schaltung 

Grautreppe 
Linearitat  des  Video- 
Verstarkers 


Multiburst 

Auflosungsraster 
8 Frequenzpakete 
0,8  MHz  bis  4,8  MHz 


Video-Bandbreite 
Amplitudengang,  Auflosung 
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Nr. 

Signalart 

Taste 

s/w 

Farbe 

VCR 

Zur  Kontrolle 

9. 

VCR-Testbild 

( 

(4  Horizontalstreifen) 

1 . horizontaler  WeiBbalken 

X 

Einstellung  des  WeiBwertes 

100%  Y 

2.  Multiburst-Signal 

X 

X 

X 

Video-Bandbreite, 

8 Frequenzpakete 

Amplitudengang  fur  VCR  und 

0,8  MHz  bis  4,8  MHz 

andere  Videorecorder 

3.  (R-Y)-Sattigungstreppe 

X 

X 

Linearitat  des  Chroma- 

8 qleiche  Stufen 

Verstarkers 

X 

X 

Empfindlichkeit  des 

Farbverstarkers 

X 

Schreibstromeinstellungen 

X 

AVR  des  Farbverstarkers 

4.  beweqtes  weiBes  Rechteck 

X 

Lauffunktionen 

auf  horizontalem 

X 

Zeitraffer,  Zeitlupe 

Schwarzbalken 

X 

Standbild 

10. 

Farbbalken 

COLOR 

X 

Farbdarstellung  insgesamt 

BAR 

X 

PAL-Kennung 

X 

Hilfstrager-Regenerator 

Normfarbfolge 

X 

PAL-ldentifikationsschaltung 

Amplituden 

FS-Norm 

100/0/75/0 

B,D,G,H,N 

K,K1,  L* 

X 

Matrix 

100/0/100/25 

1 

X 

RGB-Verstarker 

77/7,5/77/7,5 

M 

X 

X 

Laufzeitdifferenz  zwischen 

* nurbei  PM  541 8 

Farb-  und  S/W-Signal 

Farbbalken-Siqnal  mit  WeiBflache 

X 

X 

Sattigung 

kombinierbar 

X 

562,5  kHz  Interferenz 

11. 

Demodulator- 

X 

PAL-Verzogerungsleitung; 

Testbild 

DEM 

Amplituden-  und  Phasen- 

fehlererkennung 

1.  PAL 

4 Horizontalstreifen 

X 

PAL-Demodulator 

Streifen  1 bis  3 spez.  kodiert 

Hilfstragerfrequenz: 

Streifen  4 bis  Grauflache  50  % Y 

Phase  (R-Y)-(B-Y) 

(bei  PAL-M  Grauflache  54  %) 

X 

(G-Y)-Matrix 

X 

PAL-Schalter 

2.  NTSC 

1 3 Horizontalstreifen  mit 

X 

NTSC-Demodulatoren; 

NTSC-Burst 

Phasenlage  des  Farbtragers 

i Streifen  1 : 

Farbbalken 

am  1-  und  Q-Demodulator 

Streifen  2:  spez.  kodiert 

Streifen  3:  weiB/schwarz 

X 

G-Y-Matrix 

3.  SECAM 

1 4 Horizontalstreifen 

1.  Streifen:  Multiburst 

0,8  bis  4,8  MHz 

2.  Streifen: 

Farbbalken 

X 

Burst-Gate 

beginnt  mit  Magenta 

X 

SECAM-Farbdemodulator 

Amplitude  30/0/30/0 

3.  Streifen:  Farbbalken 

X 

Burst-Gate 

beginnt  mit  Magenta 

Amplitude  75/0/75/0 

4.  Streifen:  WeiBreferenz  75  % Y 
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Nr. 

Signalart 

Taste 

s/w 

Farbe 

VCR 

Zur  Kontrolle 

12. 

Farbflachen 

PURTTY 

3 Grundfarben: 

X 

Farbreinheit 

Rot 

X . 

X 

X 

Interferenz  zwischen  Ton-  und 

Grun 

Farbtrager 

Blau 

X 

Farb-AVR 

X 

Chroma-Schreibstrom  des 

Videorecorders 

3 Komplementarfarben: 

Magenta 

Gelb 

Cyan 

Wei  IB  (1 00  % Y) 

X 

X 

X 

WeiBeinstellung 

Schwarz 

X 

X 

X 

Synchronisation 

3.5.6  Zweifach-Kombinationen  von  Bildmustern 


Bildmuster 


Kreis 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

Mittenkreuz 

X 

m 

X 

X 

X 

X 

X 

WeiBflache 

X 

X 

< ■ Y'V 

X 

X 

X 

X 

X 

Punkte 

X 

X 

X 

nil 

X 

Gitter 

X 

X 

X 

X 

life: 

-< 

X 

Schachbrett 

X 

Grautreppe 

X 

X 

v 

X 

X 

Multiburst 

X 

X 

X 

X 

VCR-Bild 

X 

' 

Farbbalken 

X 

X 

X 

X 

DEM-Bild 

X 

Farbflachen 

X 

X 

Schwarzflache 

X 

X 

X 

X 

ijlc 

3.5.7  Sondertestbilder 


Bildmuster 

Farbflache 

rot 

Farbflache 

grun 

Farbflache 

blau 

Farbflache 

magenta 

Farbbalken 

3 Horizontalstreifen 

x * 

X 

6 horizontale  Farbbalken 

X * 

X 

Schwarz/WeiB-Bild 

x * 

X 

100  Hz  Test 

x * 

X 

* zuerst  einschalten 
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Bildmusterkombinationen 


Nr. 


Testbild 


Tasten  PATTERN 


13. 


14. 


15. 

16. 


17. 


18. 

19. 

20. 


21. 


22. 


23. 


24. 


25. 


26. 


Kreis,  Mittenkreuz 

Kreis,  Mittenkreuz,  Gitter 

Kreis,  Gitter 

Kreis,  Gitter,  Punkte 

Kreis,  Gitter,  Mittenkreuz,  Punkte 

Gitter,  Mittenkreuz,  Punkte 

WeiB,  schwarzer  Kreis 

WeiB,  schwarzes  Gitter 

WeiB,  schwarzes  Mittenkreuz 

WeiB,  schwarzes  Mittenkreuz  und  Kreis 

WeiB,  schwarzes  Gitter  und  Kreis 

WeiB,  schwarzes  Gitter,  Mittenkreuz  und  Kreis 

Schachbrett,  Kreis 

Rot 


n 

u 

u 

n 

u 


m 

K 

■B 

9 

WH 

LG 

WH 

ite  j mini 

m 

WH 

IITE 

m 

WHITE 


WHITE 


WHITE 


n 

n 


sss  ro~ 


27.  Grun 

28.  Blau 


29.  Magenta 

30.  Gelb 


31.  Cyan 

32.  WeiB 


Farbflachen, 
kombinierbar  mit 
Mittenkreuz  und  Kreis 


PURITY 


33. 


Schwarz 
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PURITY  zuerst  einschalten 


PM  541 5 / PM  541 8 BETRIEBSANLEITUNG 


CD 

3-17 


3.5.9  Anwendung  der  Bildmuster 

Der  Generator  liefert  eine  Vielzahl  von  unterschiedlichen  Testbildern  bzw.  Testbildkombinationen 
zum  Prufen  und  Abgleich  von  Fernsehempfangern,  Monitoren,  Videorecordern  und  Videoausru- 
stung.  Es  stehen  Farb-  sowie  Schwarz/WeiB-Bildmuster  zur  Verfugung.  Diefolgenden  Beschrei- 
bungen  und  Hinweise  sollen  dem  Anwender  einen  Eindruck  vermitteln,  wie  die  Testbilder  vorteil- 
haft  angewandt  werden.  Jedes  Bildmuster  ist  im  Bildformat  16:9  und  4:3  verfugbar  und  wird  mit 
der  Taste  16:9  gewahlt. 

1.  Kreis  auf  schwarzem  Hintergrund  zur  Prufung  der  Gesamtlinearitat  und  Geometrie.  Der 
Kreis  kann  jedem  Bildmuster  auBerdem  Sondertestbild  ’100  Hz  Test’  zugefugt  werden.  Der 
weiBe  Kreis  wechselt  bei  Wahl  des  weiBen  Testbildes  automatisch  in  Schwarz,  geeignet  fur 
Reflektions-Beurteilungen.  Bei  Umschaltung  des  Bildformates  auf  16:9  werden  zusatzlich 
kleine  Kreise  in  den  Ecken  des  Bildschirmes  sichtbar. 

2.  Mittenkreuz/Randkennzeichnung  eignet  sich  zur  Zentrierung  von  Monitoren  und  Bild- 
schirm-Systemen  sowie  zur  Kontrolle  der  Kissenverzeichnung  und  Ablenkungslinearitat. 

3.  WeiBflache  1 00  % mit  Farbburst  dient  zur  WeiB-Einstellung  ’D’  und  Farbreinheitskontrolle; 
auch  wichtig  zur  Einstellung  des  maximalen  Strahlstromes  der  Bildrohre.  ’WeiB  D’  (6500  °K) 
ist  das  korrekte  WeiB,  das  fur  eine  naturliche  Farbwiedergabe  benotigtwird.  Bei  Videorecor- 
dern wird  mit  diesem  Bildmuster  der  Helligkeitsschreibstrom  uberpruft. 

4.  Punktmuster  hauptsachlich  zur  Uberprufung  der  statischen  Konvergenz,  wobei  nur  weiBe 
Punkte  sichtbar  sein  durfen.  Farbige  Punkte  deuten  auf  eine  fehlerhafte  Konvergenz  und 
Fokussierung  hin. 

5.  Gittermuster,  Bildmitten-  und  Oben-Links-Kennzeichnung  mit  1 7 vertikalen  Linien  bei  4:3 
Oder  21  vertikalen  Linien  bei  16:9  und  11  horizontalen  Linien  zur  Kontrolle  und  Einstellung 
der  dynamischen  und  der  Ecken-Konvergenz.  Zur  Korrektur  der  Kissenverzeichnung  ist  ein 
O/W-  und  N/S-Abgleich  erforderlich. 

Wichtig  ist,  daB  dieses  Testbild  ohneZeilensprung  generiert  wird.  DieBeurteilung  ist  bei  ruhi- 
gem  Testbild  angenehmer.  Ist  dieses  Testbild  mit  Zeilensprung  erforderlich,  so  muB  lediglich 
ein  weiteres  Testsignal,  z.B.  Kreis,  Mittenkreuz  Oder  Punktmuster  zugeschaltet  werden. 

6.  Schachbrett,  bestehend  aus  Quadraten  in  6 x 8 Reihen  bei  4:3  Oder  6x11  Reihen  bei  1 6:9 
fur  die  Bildrohrengrundeinstellung,  wie  z.B.  Zentrierung,  Fokussierung,  horizontale,  verti- 
kale  Aussteuerung  und  Linearitat.  Die  Bandbreite  kann  durch  Beobachtung  der  vertikalen 
Schwarz/WeiB-Obergange  uberpruft  werden:  sie  mussen  scharf  sein.  Weiterhin  weist  dies 
Bildmuster  Netzbrummstorungen  auf  die  Synchronisation  nach.  AuBerdem  darf  keine  Bild- 
storung  auftreten,  die  sich  als  Moire  bemerkbar  macht  (Ton  wahlweise  abschalten). 
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7.  Grautreppe  mit  8 gleichen  Stufen  von  Schwarz  bis  WeiB  uber  den  gesamten  Bildschirm; 
zum  Auffinden  von  Linearitatsfehlern  des  Video-Verstarkers  Oder  seiner  Grundeinstellung. 
Ein  Farbempfanger  darf  keine  der  8 Stufen  farbig  anzeigen.  Farbe  bedeutet  Fehleinstellung 
einer  der  Farbstrahlen.  Die  Grautreppe  dient  auch  zur  Prufung  der  Kontrastschaltung. 

8.  Multiburst  bestehend  aus  8 gleichen  Stufen  vertikaler  Auflosungslinien  der  Frequenzen 
0,8  - 1 ,8  - 2,8  - 3,0  - 3,2  - 3,4  - 3,8  und  4,8  MHz.  Hiermit  wird  die  Linearitat  des  Hellig- 
keits-  oderVideoverstarkers  uberpruft,  zusatzlich  das  Auflosungsvermogen  von  Monitoren 
und  Videorecordern. 

9.  VCR-Testbild  zur  Kontrolle  der  Bandbreite,  Linearitat,  Empfindlichkeit  und  der  automati- 
schen  Regelung  (AGC)  des  VCR-Farbverstarkers.  Dieses  Priifsignal  gliedert  sich  in  4 hori- 
zontale  Teilbereiche: 

- Horizontaler  WeiBbalken  (100  %)  uber  1/6  des  Bildes  zur  exakten  Pegel-Einstellung 

- Multiburst-Signal  mit  8 Frequenzpaketen;  von  den  Paketen  dienen  2,8  - 3,0  - 3,2  - 
3,4  MHz  zum  Hochpassfilter-Abgleich  zur  bestmoglichen  Bildauflosung  des  VCR. 

- Sattigungstreppe  mit  8 gleichen  Stufen  von  1 00  % bis  0 % zur  Prufung  der  Farbverstar- 
ker-Linearitat  und  seiner  automatischen  Regelung. 

Wenn  z.B.  der  Schreibstrom  zu  hoch  ist,  erscheint  der  letze  Balken  farbig,  was  nicht  sein 
sollte. 

- Der  unterste  Teil  besteht  aus  einem  horizontalen  Schwarzstreifen  mit  beweglichem  wei- 
Ben  Feld  zur  VCR-Prufung  bei  bewegten  Bildern. 

10.  Farbbalken:  Er  besteht  aus  folgenden  Vertikalflachen:  WeiB,  Gelb,  Cyan,  Grun,  Magenta, 
Rot,  Blau  und  Schwarz.  Der  Helligkeitsgrad  ist  von  der  jeweiligen  Fernsehnorm  abhangig 
und  wird  jeweils  automatisch  angepaBt.  Mit  dem  Standard-Farbbalken  ist  eine  umfassende 
Qualitatsbeurteilung  der  Farbwiedergabe,  weiterhin  Kontrolle  der  PAL-Kennung,  der  Farbtra- 
ger-Regenerierung,  der  RGB-Verstarker  sowie  des  Laufzeitunterschiedes  von  Farb-  und 
Schwarz/WeiB-Signalen  moglich. 

Wenn  der  Farbbalken  mit  der  WeiBflache  kombiniert  wird,  erscheint  diese  im  unteren  Bilddrit- 
tel  als  Referenz  fur  die  Amplituden-Einstellung  der  Farbdifferenzsignale  in  Bezug  auf  das 
Leuchtdichtesignal  an  der  Bildrohre.  Dieses  Signal  ist  auch  fur  die  Einstellung  der  Signalam- 
plitude  der  Demodulatoren  und  Matrix-Schaltung  geeignet,  da  der  Ausgang  mit  dem  Refe- 
renzbalken  vergleichbar  ist.  Wenn  z.B.  die  blaue  und  griine  Farbansteuerung  ausgeschaltet 
ist,  kann  die  Amplitude  des  R-Y  Signals  eingestellt  werden  und  zwar  so,  daB  kein  Helligkeits- 
unterschied  zwischen  dem  5.  und  6.  Balken  und  dem  horizontalen  Referenzbalken  erkenn- 
bar  ist.  Ahnlich  kann  die  Amplitude  des  R-Y  Demodulators  eingestellt  werden.  Danach  kann 
die  Matrix  uberpruft  werden,  wobei  nur  die  grune  Farbansteuerung  eingeschaltet  ist. 
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1 1 . Demodulator-Testbild 

Das  kombinierteTestbiid  ist  in  4 horizontaleTeile  aufgeteilt.  Das  DEM-Testbild  zeigt  abhangig 
von  der  eingesteliten  FS-Norm  PAL,  NTSC  Oder  SECAM  unterschiedliche  Farbkodierungen 
bzw.  Bildinhalte. 


Demodulator-Testbild  PAL: 

Teil  1 besteht  aus  2 horizontalen  Balken.  Der  erste  enthalt  R-Y  und  B-Y  Informationen,  wobei 
G-Y  Null  ist.  Der  zweite  Balken  daneben  ist  unbunt  bei  50  % Luminanz. 

Teil  2 besteht  aus  4 Farbquadraten  mit  den  im  Bild  angegebenen  Farbinformationen.  Die 
ersten  beiden  Quadrate  sind  PAL-kodiert.  DieserTeil  dientzur  Priifung  der  Farbdemodulato- 
ren. 

Teil  3 besteht  aus  4 farb-kodierten  Quadraten,  die  aber  auf  einem  gut  eingesteliten  Fernseh- 
empfanger  Oder  Monitor  keine  Farben  zeigen  sollen:  alle  4 Quadrate  sollen  grau  sein. 
Beide  R-Y  Signale  sind  NTSC-kodiert,  haben  also  keinen  180°-Phasenwechsel  jede  Zeile. 
Der  Burst  ist  PAL-kodiert;  er  uberpruft  die  richtige  Funktion  des  PAL-Schalters  in  Farbempfan- 
gern. 

Die  B-Y  Signale  der  letzten  beiden  Quadrate  wechseln  ihre  Phase  um  1 80°  von  Zeile  zu  Zeile. 


r G-Y 

= 0 

Y = 50  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B-Y) 

-(B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

A 

A 

□ 

□ 

+(R-Y) 

-(R-Y) 

±(B— Y) 

T(B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

ReferenzY  : 

= 50  % (*) 

j 

A (B-Y)  = 0 □ (R-Y)  = 0 

(*)  54%  bei  PALM 


Priifung  der  Laufzeitschaltung 

Der  dritte  Teil  des  Bildmusters  ist  entwickelt  worden,  um  Amplituden-  und  Phasenfehler  der 
PAL-Laufzeitschaltung  (64  |xs)  erkennen  zu  konnen.  Ein  Jalousie-Effekt  erscheint,  wenn 
Abgleich  notig  ist.  Es  ist  moglich,  Amplituden-  und  Phasenfehler  getrennt  zu  erkennen,  da 
sie  in  unterschiedlichen  Balken  als  Jalousie-Effekt  auftreten.  Da  das  R-Y  Signal  im  ersten  und 
zweiten  Quadrat  NTSC-kodiert  ist,  sollten  die  Laufzeitschaltung  und  der  PAL-Schalter  jede 
R-Y  Information  eliminieren,  da  diese  in  aufeinander  folgenden  Zeilen  der  ersten  beiden 
Quadrate  subtrahiert  wird. 

Wenn  ein  Amplitudenfehlerzwischen  direktem  und  verzogertem  Signal  auftritt,  wird  der  Dif- 
ferenz-Ausgang  der  Verzogerungsschaltung  ein  R-Y  Signal  im  ersten  und  zweitem  Quadrat 
aufzeigen.  Der  PAL-Schalter  wird  dies  Signal  in  aufeinander  folgenden  Zeilen  invertieren, 
was  zum  Jalousie-Effekt  fuhrt. 

Wenn  ein  Phasenfehler  zwischen  direktem  und  verzogertem  Signal  auftritt,  zeigt  sich  der 
Jalousie-Effekt  auch  im  dritten  und  vierten  Quadrat.  Weiterhin  tritt  er  auch  im  gelblichen 
Horizontalbalken  des  obersten  linken  Testbildteils  auf. 
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Demodulator-Test 

Das  Bildmuster  kann  auch  zur  Fehlersuche  in  einem  weiteren  wichtigen  Teil  des  Farbfern- 
sehempfangers,  den  Modulatoren,  angewandt  werden.  Die  Farbtragerfrequenz  mu8  den 
Modulatoren  in  richtiger  Phasenlage  zugefuhrt  werden.  1st  das  nicht  der  Fall,  erscheint 
Farbe  in  alien  4 Quadraten.  Wenn  die  Phasenlage  des  Farbtragers  an  den  Demodulatoren 
korrekt  ist,  demoduliert  der  R-Y  Demodulator  nur  das  R-Y  Signal,  der  B-Y  Demodulator  nur 
das  B-Y  Signal. 

Wenn  der  Farbhilfstrager  einen  Phasenfehler  hat,  gelangt  das  R-Y  Signal  iiber  den  B-Y  De- 
modulator in  das  dritte  und  vierte  Quadrat.  Ahnlich  kann  der  R-Y  Demodulator  B-Y  Informa- 
tion erhalten,  so  daB  Farbe  im  ersten  und  zweiten  Quadrat  erscheint.  Somit  laBt  ein  ’allgemei- 
ner  Phasenfehler’  des  Hilfstragers  an  beiden  Demodulatoren  falsche  Signale  passieren.  Der 
Fehler  wird  als  Farbe  in  alien  4 Quadraten  sichtbar. 

Ein  Phasenfehler,  der  nur  auf  den  urn  90°  versetzten  Farbtrager  begrenzt  ist,  laBt  nur  an 
einem  Demodulator  falsche  Information  durch,  so  daB  Farbe  nur  in  den  ersten  Oder  letzten 
beiden  Quadraten  sichtbar  wird,  abhangig  von  Empfangertyp. 


Demodulator-Testbild  NTSC: 

Teil  1 des  Testbildes  stellt  einem  Standard-Farbbalken  dar,  der  aus  sieben  Vertikalflachen 
besteht:  WeiB,  Gelb,  Cyan,  Griin,  Magenta,  Rot  und  Blau.  Der  Farbbalken  hat  die  Pegelwerte 
77/7.5/77/7.5  und  gleicht  dem  1 . Teil  des  SMPTE  Standard-Farbbalkensignals. 

Teil  2 besteht  aus  zwei  horizontalen  Flachen.  Der  linke  Teil  beinhaltet  Informationen,  worin 
unter  anderem  die  Information  auf  der  Q-Achse  Null  entspricht.  Der  rechte  Teil  zeigt  ein 
Signal,  worin  die  Information  auf  der  l-Achse  Null  entspricht.  Mitdiesen  beiden  Bildbestand- 
teilen  konnen  grundsatzlich  die  Q-  und  l-Demodulatoren  uberpruft  werden.  Der  unterste 
Streifen  beinhaltet  den  maximalen  WeiBpegel. 

(Y  = 100  %)  und  Schwarzpegel  (Y  = 7.5  %).  Dieser  Teil  kann  zum  Abgleich  des  Kontrasts 
(Unterschied  zwischen  WeiB-  und  Schwarzpegel)  und  der  Helligkeit  (Schwarzpegel)  des 
Bildschirms  verwendet  werden. 
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Demodulator-Testbild  SECAM: 

Das  kombinierte  Testbild  ist  in  4 horizontale  Teile  aufgezeilt,  siehe  Bild. 

Teil  1 besteht  aus  einem  Multiburst-Signal,  das  sich  aus  8 gleichen  Stufen  vertikaler  Auflo- 
sungslinien  von  0,8  - 1 ,8  - 2,8  - 3,0  - 3,2  - 3,4  - 3,8  - und  4,8  MHz  zusammensetzt. 
Teil  2 zeigt  ein  Farbbalken-Signal,  bestehend  aus  8 Farbflachen: 

Magenta,  Gelb,  Cyan,  Grun,  Rot,  Blau  und  Schwarz.  Die  reduzierte  Farbamplitude  betragt 
30/0/30/0.  DieserTeil  des  Testbildes  istspeziell  zur  Uberprufung  des  ’Burst-Gates’  im  Emp- 
fanger  geeignet. 

Teil  3 zeigt  das  gleiche  Farbbalken-Bildmuster  wie  Teil  2,  nur  die  Farbamplitude  entspricht 
den  CCIR  Empfehlungen  (Amplitude  75/0/75/0). 

Teil  4 besteht  aus  einem  horizontalen  WeiBbalken  bei  75  % Luminanz,  der  als  Reterenz  dient. 


r 

1 1 1 1 1 

Auflgs.-Linien  0,8  ...  4,8  MHz 

r 1 1 L 1 

N 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

^ Referenz  weiB  Y = 75  % J 

M = magenta,  Y = gelb,  C = cyan,  G = grun, 

R = rot,  B = blau,  BK  = schwarz 

Fur  alle  Gerate  mit  Fernsteuerung  siehe  Kapitel  (gb)  1 2.4. 


12.  Farbreinheitssignale  sind  die  drei  Primarfarben  Rot,  Grun  und  Blau.  In  einem  korrekt 
eingestellten  Empfanger  erzeugt  der  jeweilige  Elektronenstrahl  der  Bildrohre  nur  eine  Art 
von  Farbpunkten  Oder  Farbstreifen  auf  dem  Bildschirm.  Besonders  das  Rot-Signal  ist  fur  die 
Kontrolle  der  Farbreinheit  geeignet.  Bei  Wahl  von  ROT  darf  nur  die  eine  Farbe  sichtbar  sein; 
jede  andere  Farbe  deutet  darauf  hin,  daB  die  Farbreinheit  abgeglichen  werden  mul3. 

Das  Grun-Signal  wird  bei  ’In-line’-Rohren  zur  Beurteilung  von  Geometrieverzerrungen 
benutzt  und  dient  als  Referenzraster,  da  sich  die  grune  Kanone  in  Achsenmitte  der  Bildrohre 
befindet.  Auch  Blau  ist  zur  Uberprufung  der  Farbgute  notwendig. 

Die  Komplementarfarben  Magenta,  Gelb  und  Cyan  sind  durch  Kombination  der  entspre- 
chenden  Primarfarben  wahlbar. 

Die  Farbreinheitssignale  werden  auch  zur  Uberprufung  auf  Interferenz  zwischen  Bild-  und 
Tontrager  angewandt.  Weil  die  Bildmuster  75  % Sattigung  haben,  dienen  sie  auch  bei 
Videorecordern  zum  Abgleich  des  Chroma-Schreibstroms. 

Zusatzlich  zu  den  Primar-  und  Sekundarfarben  kann  100  % WeiB  gewahlt  werden,  ebenso 
wie  Schwarz  (keine  Videoinformation)  zur  Uberprufung  der  vorderen  und  hinteren  Schwarz- 
schulter  der  Synchron-lmpulse. 
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13.  100  Hz-Testbild 

Der  Generator  stellt  ein  spezielles  100  Hz-Testbild  zur  Verfugung,  das  erlaubt,  moderne 
Fernsehgerate  zu  prufen,  die  mit  100  Hz  IDTV-GroBflachenflimmerfrei  ausgerustet  sind. 
Diese  Technik  wird  vorwiegend  bei  Geraten  mit  groBen  Biidrohren  eingesetzt.  Die  mit  50  Hz 
ubertragenen  Bilder  werden  gespeichert,  umgesetzt  und  mit  einer  Bildwiederholfrequenz 
von  100  Hz  ausgelesen.  Diese  100  Hz  Umsetzung  verdoppelt  die  Halbbildfrequenz  und 
vermeidet  typische  50  Hz-Bildstorungen  wie  Bildflimmern.  Zur  Reduzierung  des  Zeilenflim- 
merns  werden  in  diesen  Fernsehgeraten  unterschiedliche  Videoaufbereitungsverfahren 
eingesetzt,  wie  z.B.  ’’Digital  Scan”. 

1 00  Hz  IDTV-Gerate  konnen  mit  dem  1 00  Hz-Testbild  besonders  gut  gepruft  werden,  da  es 
50  Hz  und  25  Hz-Testsignale  enthalt.  Nahere  Einzelheiten  uber  dieses  Spezialtestbild  sind 
weiter  unten  dargestellt.  Es  besteht  aus  je  vier  horizontalen,  vertikalen  und  schragen  weiBen 
Linien.  Jeder  Liniensatz  enthalt  25  Hz  und  50  Hz-Testsignale.  Die  erste  weiBe  Linie  ist  nur 
im  1 . Halbbild  vorhanden,  in  Zeile  62  von  Halbbild  A.  Dieses  entspricht  einem  Testsignal  von 
25  Hz.  Die  zweite  Linie  besteht  aus  je  einer  Zeile  des  1 . und  2.  Halbbildes,  den  Zeilen  72  aus 
Halbbild  A und  B.  Die  zweite  horizontale  Linie  liefert  somit  ein  normales  50  Hz-Testsignal, 
weil  diese  Zeile  in  jedem  Halbbild  gezeigt  wird.  Die  3.  und  4.  Linie  stellen  Kombinationen  der 
ersten  beiden  Linien  dar. 

Das  Ergebnis  dieses  Testbildes  wird  auf  dem  Bildschirm  eines  50  Hz  bzw.  1 00  Hz-Fernseh- 
ers  sehr  unterschiedlich  sein.  Im  Allgemeinen  werden  Fernseher  mit  100  Hz-Technik  bei 
Benutzung  des  Testbildes  ein  ruhiges  Testbild,  wahrend  normale  Fernseher  (Halbbildfre- 
quenz 50  Hz)  ein  stark  flackerndes  Bild  mit  Zeilen-  und  Bildflimmern  auf  dem  Bildschirm 
zeigen  werden. 

Je  nach  verwendetem  Aufbereitungsverfahren  in  1 00  Hz-Fernsehern  kann  das  Ergebnis 
etwas  unterschiedlich  sein. 


Halbbild  A 
Halbbild  B 
Halbbild  A 
Halbbild  B 
Halbbild  A 
Halbbild  B 
Halbbild  A 
Halbbild  B 


Einzelheiten  100  Hz-Testbild,  invertierte  Darstellung 


PM  5415  / PM  5418  BETRIEBSANLEITUNG 


3-23 


3.5.10  Videosignal 

Das  vom  Generator  erzeugte  Videosignal  (FBAS)  steht  an  derBNC-Buchse  VIDEO  OUT  zurVerfu- 
gung,  wenn  nicht  die  Betriebsart  VIDEO  EXTERN  eingeschaltet  wurde.  Das  gleiche  Signal  wird 
an  der  Scart-Buchse  AUDIOA/IDEO  OUT  angeboten  (Pin  19).  Die  Amplitude  des  Videosignals  be- 
tragt  1 Vss  an  75  Q,  wenn  sich  derAmplitudenregler  VIDEO  AMPLITUDE  in  Raststellung  ’1  V’  befin- 
det;  sie  kann  von  0 ...  1 ,5  Vss  eingestellt  werden. 

Das  im  FBAS-Videosignal  enthaltene  Farbsignal  und  das  Farbtrager-Synchronsignal  (Burst)  ist 
mit  dem  Potentiometer  fur  die  Farbamplitude  CHROMA  AMPL  von  0 ...  1 50  % einstellbar.  In  der 
Raststellung  ’100  %’  entspricht  die  Amplitude  des  Farbartsignals  der  eingestellten  Norm. 

In  Abhangigkeit  vom  eingestellten  Bildformat  der  Testbilder  wird  dem  Schaltspannungsausgang 
(FBAS-Status)  der  Scart-Buchse  eine  entsprechende  Kontrollspannung  zugefuhrt  (Pin  8). 

Ist  die  Betriebsart  Video  extern  eingeschaltet,  kann  das  Bildtragersignal  mit  einem  externen 
Video-Signal  (BAS  bzw.  FBAS)  moduliert  werden,  wobei  die  Amplitude  1 Vss  betragen  sollte.  Das 
externe  Signal  wird  der  Eingangs-Buchse  VIDEO  IN  zugefuhrt  und  steht  an  der  Buchse  VIDEO 
OUTPUT  sowie  an  der  Scart-Buchse  zur  Verfugung. 

Das  Potentiometer  fur  die  Farbamplitude  sollte  in  Position  ’0’  gestellt  werden,  urn  eventuell  auftre- 
tende  Storungen  zu  vermeiden  (vertikal  durchlaufender  Streifen),  die  durch  Obersprechen  entste- 
hen  konnen.  Der  externe  Videoeingang  wird  beim  internen  Betrieb  abgeschaltet. 


3.5.1 1 Synchronisation,  Triggern 

Zum  Triggern  der  Zeitbasis  eines  Oszilloskops  bzw.  Signalform-Monitors  liefert  der  Generator  ein 
kombiniertes  Synchronsignal  an  der  Buchse  LINE/FIELD  SYNC  OUT.  Die  Amplitude  (EMK)  der 
zeilen-synchronen  Impulse  betragt  2,6  Vss,  die  der  Halbbild-lmpulse  5 Vss.  Mit  diesem  Triggersi- 
gnal  ist  eine  bequeme  Synchronisation  von  V-  und  H-Signalen  moglich. 
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3.5.12  Mono-Ton 

Dieses  Kapitel  beschreibt  nur  Gerate,  die  mit  Mono-Ton  ausgestattetsind.  Gerate  mit  Stereo-  bzw. 
NICAM-Ton  haben  ein  erweitertes  Tastenfeld  und  sind  in  gesonderten  Kapiteln  beschrieben. 
Das  Tonsignal  wird  durch  Frequenzmodulation  des  hochfrequenten  Tontragers  ubertagen  (nur 
bei  PM  5418  wird  in  der  Fernsehnorm  SECAM  L der  Tontrager  AM-moduliert).  Die  Tontragerfre- 
quenz  ist  von  derverwendeten  Fernsehnorm  abhangig,  z.B  bei  PAL  B,G,H  5.5  MHz  und  bei  PAL  I 
6.0  MHz.  Nahere  Einzelheiten  sind  in  Kapitel  4.3  aufgefuhrt. 

Bei  Fernsehstationen  liegt  die  Tontragerfrequenz  oberhalb  des  jeweiligen  Bildtragers,  wahrend 
PM  5415  und  PM  5418  Zweiseitenbandsignale  erzeugen.  Dieses  ist  fur  die  Uberprufung  von 
Fernsehausrustungen  unerheblich.  Die  richtige  Tontragerfrequenz  wird  automatisch  durch  die 
Einstellung  mit  den  Daumenrad-Schaitern  PAL/NTSC  bzw.  SECAM  vorgenommen,  die  sich  auf 
der  Riickwand  des  Gerates  befinden. 

Die  Einstellung  der  Tonsignale  erfolgt  mit  dem  Tastenfeld  SOUND.  Zugeordnete  LEDs  zeigen  den 
jeweiligen  Betriebszustand  AUS/EIN  an.  Nach  dem  Einschalten  des  Tontragers  kann  es  einige 
Sekunden  dauern,  bis  die  genaue  Frequenz  erreicht  wird. 

■ PM  5415  ■ PM  5418 


SOUND 


MODULATION 


INTERN 

© 

EXTERN 

9 

CARRIER 

HUi 



SOUND 


AM/FM 


INTERN 

© 

EXTERN 

© ' 

CARRIER 

c M 

CD  ■' '' 

- Mit  der  Taste  CARRIER  wird  der  Tontrager  ein-  und  ausgeschaltet. 

- Mit  der  Taste  MODULATION  INTERN  wird  das  vom  Gerat  erzeugte  1 kHz  Tonsignal  ein-  und 
ausgeschaltet  Oder  von  externer  auf  interne  Tonmodulation  umgeschaltet. 

- Mit  der  Taste  MODULATION  EXTERN  kann  auf  externe  Tonmodulation  geschaltetwerden.  Das 
externe  Tonsignal  ist  uber  die  Buchse  AUDIO  INPUT  (Pin  3/5)  an  der  Ruckseite  des  Generators 
einzuspeisen. 

- Das  HF-Signal  enthalt  nur  den  unmodulierten  Tontrager,  wenn  die  Taste  CARRIER  eingeschal- 
tet  und  die  MODULATION  INTERN/EXTERN  ausgeschaltet  ist. 


Betriebsarten  Mono-Ton 


Betriebsarten 

Ton/Modulation 

Ton- 

trager 

CARRIER 

Modulation 

Anmerkung 

INTERN 

EXTERN 

Tontrager  und  Ton 
ausgeschaltet 

0 

0 

0 

Mono, 

Tonsignal  ausgeschaltet 

X 

0 

0 

Mono,  Tonsignal  1 kHz 

X 

X 

Mono,  externes  Tonsignal 

X 

X 

ext.  Tonsignal  an  Buchse 
AUDIO  IN,  Pin  3 Oder  5 

0 = Betriebsart  ausgeschaltet 
x = Betriebsart  eingeschaltet 


PM  541 5 / PM  541 8 BETRIEBSANLEITUNG 


3-25 


3.5.13  Speichern  von  Gerateeinsteliungen,  STORE-Funktion 

Zehn  Gerateeinsteliungen  konnen  zur  vereinfachten  Bedienung  in  den  Speicherplatzen  0 ...  9 ab- 
gelegtwerden.  Dieses  geschieht  mitder  Taste  STORE  und  einerZifferntaste.  Gespeichert  werden 
alle  Funktionen  auRer  den  manuellen  Amplitudeneinstellungen  fur  Video,  Chroma  und  Hochfre- 
quenz. 

— Nach  Betatigung  der  Speichertaste  STORE  sind  nur  die  Ziffernstasten  0 ...  9 und  die  RECALL- 
Taste  bedienbar. 

- Die  Taste  RECALL  bricht  den  eingeleiteten  Speichervorgang  ab. 

- Wurde  einer  Frequenzeinstellung  eine  Kanalnummer  zugeordnet,  so  wird  diese  mit  abgespei- 
chert. 

- Eine  Kanalnummer  kann  einem  belegten  Speicherplatz  auch  nachtraglich  zugefiigt  werden, 
siehe  unten. 

Beispiel  zur  Speicherung: 

Die  vorhandene  Gerateeinstellung  soil  im  Speicherplatz  3 abgelegt  werden. 


STORE 


3 


Zuordnung  von  FS-Kanalnummern  und  Speicherung 

Viele  Anwender  arbeiten  gerne  mit  Fernseh-Kanalnummern.  Mit  diesem  Gerat  konnen  1 1 kom- 
plette  Gerateeinsteliungen  uber  Kanalnummern  aus  dem  Speicher  aufgerufen  werden,  wenn  vor- 
her  im  Speicher  eine  Zuordnung  von  Kanalnummer  zur  Bildtragerfrequenz  gemacht  wurde.  Die 
Tabelle  ’VHF/UHF-Frequenzkanale  fur  verschiedene  FS-Normen’  im  Anhang  B kann  dabei  zu 
Hilfe  genommen  werden. 

- Die  Zuordnung  Kanalnummer  - Frequenz  kann  beliebig  erfolgen. 

- Die  eingegebene  Kanalnummer  wird  auf  den  angezeigten  Speicher  geschrieben. 

- 10  Kanalnummern  konnen  in  die  Speicherplatze  0 ...  9 gespeichert  werden. 

- Die  1 1 . Kanalnummer  wird  belegt,  wenn  im  Anzeigefeld  der  Speicherplatz  angezeigt  wird; 
die  momentan  eingestellte  Frequenz  wird  mit  der  gewunschten  Kanalnummer  gespeichert. 
Dieser  Speicher  ist  nur  mit  der  Tastenwahl  ’RECALL  - CH  - nr  - nr’  verfugbar. 

- Bei  Eingabe  der  Kanalnummer  erfolgt  keine  Prufung  auf  mehrfache  Belegung  von  gleichen 
Kanalen.  Bei  Aufruf  wurde  dann  immer  der  niedrigste  Speicherplatz  erscheinen. 


Eingabekorrektur 

- Die  RECALL-Taste  bricht  den  Eingabevorgang  ab  (nur  vor  2.  Ziffer  moglich);  der  alte  Wert 
erscheint  wieder  in  der  Anzeige. 

- Mit  der  INPUT-Taste  wird  die  Eingabe  neu  eingeleitet. 

- Gespeicherte  Kanalnummern  werden  durch  Neueingabe  uberschrieben. 
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Beispiel  zur  Abspeicherung  von  Frequenz,  Speicherplatz  und  Kanalnummer: 

Bildtrager  543,25  MHz 

Speicherplatz  1 

Kanal  30  (UHF/IV  Standard  G) 


Tastenfolge: 


INPUT  5 


4 


A 

3 STEP 


STORE  1 


INPUT 


CH  3 


0 


MEMORY  FREQUENCY/MHz  CH 

i - -ir  


0-75 

0-50 

0-25 


0-75 

O-S0 

©.25 


0-75 

0-50 

0-25 


▲ 


STEP 


INPUT 


INPUT 

T| 


Soil  einer  bereits  abgespeicherten  Frequenz  der  entsprechende  Kanal  zugeordnet  werden,  so  ist 
nur  der  3.  Eingabeschritt  erforderlich: 


INPUT 


CH 


digit 


digit 


3.5.14  Gerateeinstellung  durch  Aufruf  von  Speicherplatzen,  RECALL-Funktion 

Die  Bedienung  des  Gerates  wird  erheblich  vereinfacht,  wenn  haufig  verwendete  Gerateeinstel- 
lungen  des  Anwenders  im  batteriegepufferten  Speicher  des  Gerates  abgelegt  werden.  10  Spei- 
cherplatze  stehen  dafur  zur  Verfugung.  Soweit  erforderlich,  miissen  Amplitudeneinstellungen  fur 
Video,  Chroma  und  HF-Bildtrager  manuell  vorgenommen  werden. 

- Mit  den  Tasten  RECALL  und  einer  Ziffer  '0 ...  9’  werden  gespeicherte  Gerateeinstellungen  des 
gewiinschten  Speicherplatzes  aufgerufen. 

- Mit  den  Tasten  RECALL,  CH  und  2 Ziffern  ’0  ...  9’  kann  die  Gerateeinstellung  erfolgen,  wenn 
vorher  im  Speicher  eine  Zuordnung  von  Fernseh-Kanalnummern  gemacht  wurde. 

- Wird  eine  Kanalnummer  aufgerufen,  die  sich  nicht  im  Speicher  befindet,  so  erscheint  in  der 
Anzeige  ’nFnd’  (not  found);  anschlieBend  wird  wieder  die  alte  Einstellung  angezeigt. 
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Beispiele: 

Im  Speicher  1 wurden  folgende  Daten  abgelegt: 
Bildtrager  543,25  MHz 

Kanal  30 

Bildmuster  Grautreppe 

Ton  1 kHz,  intern 


Beispiel  1 , Aufruf  im  Speicherplatz: 


RECALL  1 


FREQUENCY/MHz  CH 


0-75 

0-50 

0-25 


Im  Anzeigefeld  erscheinen  Speicherplatz  und  Bildtragerfrequenz. 

Alle  im  Speicherplatz  1 abgelegten  Gerateeinstellungen  werden  ausgefiihrt. 


Beispiel  2,  Aufruf  mit  Kanalnummer: 

FREQUENCY/MHz  CH 

0-75 
0-50 
0^5 


Im  Anzeigefeld  erscheinen  Speicherplatz  und  Kanalnummer.  Alle  im  Speicherplatz  1 abgelegten 
Gerateeinstellungen  werden  ausgefiihrt. 


RECALL 


CH 


Weitere  Moglichkeiten: 

- Mit  der  Taste  RECALL  und  anschlieBend  wiederholter  Betatigung  von  STEP  A Oder  STEP  V 
werden  die  Speicherplatze  0 ...  9 schrittweise  aufgerufen.  Als  Ausgangspunkt  gilt  dabei  der 
momentan  eingesteilte  Speicherplatz. 

- Der  jeweils  eingeschaltete  Speicherplatz  blinkt  in  der  Anzeige. 

- Mit  den  Zifferntasten  ’0  ...  9'  kann  ein  gewiinschter  Speicherplatz  direkt  aufgerufen  werden. 

- Durch  Driicken  der  INPUT-Taste  wird  die  Betriebsart  beendet,  d.h.  Bildmuster  und  Tonbetriebs- 
arten  konnen  iiber  die  Tastatur  eingestellt  werden. 

- Mit  den  Tasten  RECALL  und  Punkt  wird  das  Hochfrequenzsignal  an  der  Buchse  RF  OUTPUT 
im  10  Sekunden-Takt  aus-  und  eingeschaltet. 

Diese  Funktion  wird  durch  Driicken  irgendeiner  Bedientaste  beendet. 

Synchronisation  und  automatische  Tonumschaltungen  an  Fernsehempfangern  konnen  in 
dieser  Betriebsart  im  Dauerversuch  getestet  werden. 
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3.5.1 5 Initialisierung  von  1 0 Speicherplatzen 

Eine  definierte  Belegung  der  10  Speicherplatze  mit  Gerateeinstellungen  (Frequenz,  Bildmuster 
und  Tonmodulation)  ist  aus  dem  eingebauten  Betriebsprogramm  (PROM)  moglich. 


Tastenfolge: 


STORE 


CH 


STEP 

V 


Die  in  der  folgenden  Tabelle  aufgefuhrten  Gerateeinstellungen  werden  in  den  Speicherplatzen 
0 ...  9 abgelegt.  Die  Daten  vom  Speicherplatz  0 werden  sofort  ausgefuhrt. 


Speicherplatz 

Kanal 

Frequenz  (MHz) 

Bildmuster 

Tonmodulation 

0 

k 

38.9 

fur  alle  Speicher- 

INTER 

N 1 kHz 

1 

4 

62,250 

platze  Bildmuster- 

2 

5 

175,250 

kombination  Nr.  42 

3 

12 

224,250 

GREY 

4 

21 

471 ,250 

SCALE 

5 

35 

583,250 

COLOR 

6 

40 

623,250 

BAR 

7 

70 

863,250 

MULTI 

8 

k 

133,250 

BURST 

9 

k 

287,250 

— 

DEM 

v / 

J 



* Zuordnung  und  Aufruf  ohne  Kanalnummer 


Eine  weitere  Initialisierung  der  10  Speicherplatze  mit  bestimmten  Frequenzen  des  Bildtragers 
(Bereichsgrenzen)  ist  moglich  mit  der  Tastenfolge: 


STORE 


CH 


A 

STEP 


Die  Daten  vom  Speicherplatz  0 werden  sofort  ausgefuhrt. 

Die  vorherigen  Bild-  und  Toneinstellungen  werden  ubernommen. 
Eine  Kanalnummer  wird  nicht  zugeordnet. 


Die  Speicherplatze  werden  wir  folgt  belegt: 


Speicherplatz 

Frequenz  (MHz) 

Speicherplatz 

Frequenz  (MHz) 

0 

32,000 

5 

299,750 

1 

89,900 

6 

470,000 

2 

90,000 

7 

679,750 

3 

179,750 

8 

680,000 

4 

180,000 

9 

900,750 

Hinweis: 

Durch  diese  Initialisierungen  werden  abgelegte  Speicherinhalte  uberschrieben  und  sind  damit 
verloren. 

Eine  Uberschreibung  von  einzelnen  Speicherinhalten  ist  moglich  und  wurde  im  Kapitel  3.5.14 
beschrieben. 
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3.5.16  Y/C  & RGB-Einheit 

Moderne  Video-Gerate  konnen  direkt  uber  Y/C  bzw.  RGB-Signale  angesteuert  werden.  Wegen 
der  Verwendung  von  groBeren  Bandbreiten  im  Obertragungsweg  wird  eine  bessere  Bildqualitat 
erzielt.  Bei  Verwendung  des  Y/C-Signals,  das  Luminanz-  und  Farbsignal  werden  getrennt  gefuhrt, 
wird  ein  Farbubersprechen  vermieden  und  eine  verbesserte  Farbwiedergabe  erreicht. 

Wahrend  das  Y/C-Signal  an  einer  4-poligen  S-Buchse  (Hosiden)  zur  Verfugung  steht,  wird  das 
RGB-Signal,  Composite  Sync  und  Farbhilfstrager  an  5 BNC-Buchsen  an  der  Riickwand  angebo- 
ten. 


Ausgangspegel  an  den  Y/C  und  RGB-Buchsen  (an  75  Q): 


R-G-B-Signale  (Vss): 
Y/C-Signale  (Vss): 
Farbtrager  (Vss): 
Composite  Sync: 


0,7  V 

1,0  V 

1.0  V 

2.0  V (negativ  von  0 V ausgehend) 


Die  Farbtragerfrequenz  und  der  Videopegel  sind  von  der  eingestellten  Fernsehnorm  abhangig 
(siehe  Technische  Daten). 

Wenn  das  DEM-  Oder  VCR-Testbild  eingeschaltet  ist,  werden  nur  die  Luminanz-Signale  darge- 
stellt. 


Composite  Sync  in  Griin 

Sollte  zur  Ansteuerung  von  Monitoren  ein  zusatzlicher  Sync  im  RGB-Signal  ’GRUN’  erforderlich 
sein,  so  kann  dieses  durch  eine  Steckbriicke  (X002)  auf  der  Y/C  & RGB-Einheit  eingestellt  werden. 
Bei  Werksauslieferung  befindet  sich  der  Stecker  in  AUS-Stellung. 
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4 TECHNISCHE  DATEN 

4.1  SICHERHEITS-  UND  EMV-BESTIMMUNGEN 

Die  PM  5415  und  PM  5418  Farbbildmuster-Generatoren  sind 

nach  EN  61010-1  (Sicherheitsbestimmungen) 

elektrische  MeB-  und  Prufgerate  inklusive  MeBzubehor 

- zur  Anwendung  in  Gewerbe,  in  industriellen  Prozessen  und  im  Unterricht. 

- der  Oberspannungskategorie  II,  Verschmutzungsgrad  2. 


nach  EN  55011  (Funk-Entstorung) 

ISM-Gerate  (industrielle,  wissenschaftliche  und  medizinische  HF-Gerate) 

- der  Gruppe  1 , 

das  leitergebunden  HF-Energie,  die  fur  die  innere  Funktion  des  Gerates  selbst  erforderlich  ist, 
absichtlich  erzeugt. 

- der  Klasse  B, 

das  sich  fur  den  Betrieb  in  Wohnbereichen  sowie  Betrieben  eignet,  die  direkt  an  ein  Nieder- 
spannungsnetz  angeschlossen  sind,  das  (auch)  Wohngebaude  versorgt. 

nach  EN  50082-1  (EMV-Storfestigkeit) 

fur  alle  Einsatzorte  geeignet,  die 

- dadurch  gekennzeichnet  sind,  daB  sie  direkt  an  die  offentliche  Niederspannungs-Stromver- 
sorgung  angeschlossen  sind. 

- zum  Wohnbereieh,  Geschafts-  und  Gewerbebereiche  sowie  Kleinbetriebe  gehorig  betrachtet 
werden  konnen,  innerhalb  als  auch  auBerhalb  der  Gebaude. 

4.2  KENNDATENANGABEN,  SPEZIFIKATIONEN 

Zahlenwerte  mit  Toleranzangaben  werden  vom  Hersteller  garantiert. 

Zahlenwerte  ohne  Toleranzangabe  sind  Durchschnittswerte  eines  Seriengerats. 

Diese  Kenndaten  gelten  nach  einer  Anwarmzeit  des  Gerats  von  30  Minuten  (Bezugstemperatur 
23  °C).  Falls  nicht  anders  angegeben,  beziehen  sich  relative  und  absolute  Toleranzen  auf  den 
eingestellten  Wert. 
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4.3  KENNWERTE  DER  FERNSEHNORMEN 

Fernsehnormen  PAL  und  NTSC  fur  PM  5415  / PM  5418 


Fernsehsystem 

NTSC 

M 

PAL 

B,G,H 

PAL 

D 

PAL 

1 

PAL 
N * 

PAL 
M * 

Zeilen  pro  Bild 

525 

625 

625 

625 

625 

525 

Halbbildfrequenz  (Hz) 

60 

50 

50 

50 

50 

60 

Zeilenfrequenz  (Hz) 

15734 

15625 

15625 

15625 

15625 

15734 

Farbtragerfrequenz 

(MHz) 

3,579545 

4,433619 

4,433619 

4,433619 

3,582056 

3,57561 1 

Abstand  Tontrager  zu 
Bildtrager  (MHz) 

4,5 

5,5 

6,5 

6 

4,5 

4,5 

Tonmodulation 

FM 

FM 

FM 

FM 

FM 

FM 

Max.  Hub  (kHz) 

±25 

±50 

±50 

±50 

±25 

±25 

Preemphase  (^s) 

75 

50 

50 

50 

75 

75 

Art  der  Farbtrager- 
Modulation 

Quadraturmodulation  der  Amplitude 
mit  unterdrucktem  Trager 

ubertragene 

Farbsignale 

1.  Ei 

2.  Eq 

1 . Zeilen-sequentiell  E’v  und  -E’v 

2.  E’u 

* Farbtrager  PAL  M/N  nur  verfugbar  in  TXI-  und  TDSI-Versionen  Oder  mit  PM  9546 


Fernsehnorm  SECAM  fiir  PM  5418 


Fernsehsystem 

SECAM 

B,G,H 

SECAM 

D,K,K1 

SECAM 

L 

Abstand  Tontrager  zu  Bildtrager  (MHz) 

5,5 

6,5 

6,5 

Art  und  Polaritat  der  Video-Modulation 

A3F  neg. 

A3F  neg. 

A3F  pos. 

Tonmodulation 

FM 

FM 

AM 

Max.  Hub  (kHz) 

±50 

±50 

- 

Preemphase  (|xs) 

50 

50 

- 

Farbtragerfrequenz  (MHz) 

Fqb  = 4,250000  F0r  = 4,406250 

Art  der  Farbtrager-Modulation 

Frequenzmodulation 

ubertragene  Farbsignale 

Zeilen-sequenziell  D’R  und  D’B 

Zeilenfrequenz  (Hz) 

15625 

Halbbildfrequenz  (Hz) 

50 
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CD 


4.4  BILDTRAGER 


Frequenzbereiche 

32  ...  900  MHz 

Einstellung 

Tastatur 

Auflosung 

100  kHz  Schritte 

32,0  ...  99,9  MHz 

250  kHz  Schritte 

>100  MHz 

Abstimmung 

Schritt-Tasten 

in  positive  Oder  negative 
Richtung;  bei  Festhalten  der 
Taste  erhohte  Abstimmungs- 
geschwindigkeit 

1 00  kHz  Schritte 

32,0  ...  44,9  MHz 

250  kHz  Schritte 

>45,0  MHz 

Toleranz 

<25  kHz 

32  ...  300  MHz 

<35  kHz 

300  ...  470  MHz 

< 50  kHz 

470 ...  900  MHz 

Speicher/Aufruf 

1 0 Speicherplatze 

a)  1 0 HF-Frequenzen 

b)  wie  a)  gespeichert 
als  Kanal-Nr. 

Anzeige 

4-stellige  Ziffern- 

7-segment  LED-Anzeige 

anzeige 

1 . Stelle:  Speicher/Aufruf-Nr. 
2.,  3.,  4.  Stelle: 

a)  3 Stellen  fur  Frequenz 

3 LEDs  fur  250/500/750  kl 
Schritte 

b)  FS-Kanal-Nr.  (z.B.  C21) 

HF-AUSGANG 

BNC-Buchse 

Ausgangsspannung 

10  mV 

- Toleranz 

±2  mV 

- Amplitudengang 

±2  dB 

32  ...  300  MHzl  bei  max. 

±3dB 

300  ...  470  MHz  > HF-Ampli- 

±2  dB 

470  ...  900  MHz  J tude 

Impedanz 

75  Q 

Abschwachung  HF- 
Amplitude 

>60  dB 

stetig  einstellbar 
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4.6  BILDTEIL 


Video-Modulation 

AM 

intern/extern  umschaltbar 

Fernsehnorm 

alle  auBer  L 

SECAM  L 

SECAM  nur  PM  5418 

Polaritat 

HF  Synchronsignal 
HF  Austastwert 
HF  WeiBwert 
HF  WeiBwert 

negativ 

100% 

5 ...  20  % 
10...  30% 

positiv 
5 ...  20  % 
30% 
100% 
100% 

nur  Gerate  mit  NICAM/ 
BTSC  Ton 

VIDEO-Eingang 

BNC-Buchse 

Impedanz 
Eingangsspannung 
uberlagerter  Gleich- 
spannungsanteil 
max.  zulassige  Eingangs- 
spannung 

75  Q 
1 Vss 

-2  V ...  +2  V 
±5  V 

max.  zulassig  ohne 
Signalstauchung 

Polaritat 

Kopplung 

WeiBwert  positiv 
DC-KoppIung 

Klemmung  auf  Sync 

VIDEO-Ausgang 

BNC-Buchse  und 
Scart  (Euro-AV)-Buchse 

Impedanz 
Spannung 
Nennwert 
- Toleranz 

75  Q 
0...  1,5  V 
1 V 
<5% 

stetig,  an  75  £2 
in  Raststellung 

maximaler  Wert 
- Toleranz 

1,5  V 

<8% 

Polaritat 

Kopplung 

Austastpegel 

WeiBpegel  positiv 
DC-Kopplung 
0 ±0,2  V DC 

bei  1 V 

Video-Pegel 

Fernsehnorm 

625  Zeilen- 
Norm 

525  Zeilen- 
Norm 

Synchronpegel 

Austastpegel 

Schwarzpegel 

WeiBpegel 

-43%  ±3% 
0% 

0% 

100% 

-40%  ±3% 
0% 

7,5%  ±2,5% 
100% 

100%  = Schwarz  bis  WeiB 

* SECAM  nur  bei  PM  541 8 
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4.7 

4.7.1 


Impulsformung 


Filtertyp  sin2-Filter 

2T-lmpuls 

- Impulsbreite  auf  200  ±10  ns 

halber  Amplitudenhohe 

Schaltspannung 


Ausgangsspannung  (DC) 

- Bildformat  4:3 

+9,5  V .. 

- Bildformat  16:9 

+4,5  V .. 

- kein  Signal 

OV 

- Impedanz 

<10  kQ 

fur  Luminanz-  und  Synchron- 
signai,  auBer  Multiburst  und 
Videotextsignale 


bei  Gitter  und  Mittenkreuz 


Scart  (Euro-AV)-Buchse,  Pin  8 
FBAS-Status,  automatisch 
gesteuert  durch  eingestelltes 
Bildformat  4:3  / 1 6:9 


bei  Netzabschaltung 


FARBTEIL 


Farbtrager  PAL  M/N  nur 
verfiigbar  in  den  Versionen 
-TXI  und  -TDSI  Oder  PM  9546 


PAL/NTSC 


Fernsehnorm 

B,D,G,H,I,M,N 

PAL 

M 

NTSC 

Farbtragerfrequenz 

4,433619  MHz 

PAL  B,D,G,H,I  ' 

verkoppelt 

3,579545  MHz 

NTSC  M 

mit  Zeilen- 

3,575611  MHz 

PALM 

Trequenz 

3,582056  MHz 

PAL  N 

- Toleranz 

<30  ppm 

fur  Grundversionen 

- Toleranz 

<1  ppm  (bei  23  °C) 

1 bei  NICAM/BTSC-Ton  und 

- TemperatureinfluB 

2 ppm 

> -TXI  Version 

- Alterung 

2 ppm/Jahr 

J 

Farbtragerfrequenz 

4,433619  MHz 

NTSC/4,433  (keine  Verkopp 
lung  mit  Zeilenfrequenz) 

- Toleranz 

<100  ppm  (bei  23  °C) 

Austastung  des  Farbtragers 


normgerecht 


4-6 
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4.7.2 


Farbburst 

in  jedem  Testbild  auBer 
weiBem  Gitter 

Amplitude 

0...  150% 

Burst  gemeinsam  mit  Farb- 
signal einstellbar; 

- Nennwert 

100  % ±5  %' 

der  Sync-Amplitude;  in 
Raststellung; 

- Einstellbereich 

0...  150% 

stetig  einstellbar 

Phase 

±135° 

PAL,  bezogen  auf  E’u-Achse 

-180° 

NTSC,  bezogen  auf  E’u-Achse 

- Toleranz 

<3° 

Farbsignal 

Amplitude 

Farbsignal  gemeinsam  mit 
Burst  einstellbar; 

- Nennwert 

100%  ±5% 

in  Raststellung; 

- Einstellbereich 

0 ...  150% 

stetig  einstellbar 

Farbwinkeltoleranz 

<3° 

SECAM-Farbteil 

nur  PM  5418 

Fernsehnorm 

B,G,H,D,K,K1,L 

SECAM 

Farbtragerfrequenz 

f0R  = 4,406250  MHz 
f0B  = 4,250000  MHz 

verkoppelt  mit  Zeilenfrequenz 

- Toleranz 

<30  ppm 

Grundversionen 

- Toleranz 

<1  ppm  (bei23  °C)  1 

I fur  NICAM/BTSC-Ton- 

- TemperatureinfluB 

2 ppm  , 

f und  -TXI-Versionen 

- Alterung 

2 ppm/Jahr  J 

1 

Kennimpulse  (Zeile  und  Bild) 

nicht  im  Gittermuster 

Amplitude 

zusammen  mit  Farbsignal 
einstellbar 

- Nennwert 

— D’R-Zeilen 

540  +40  -50mV  1 

1 bei  Luminanz- 

— D’B-Zeilen 

500  ±50  mV  J 

1 Amplitude  0,7  V 

- Einstellbereich 

0...  150% 

Lage 

Zeilen  7 ...  15 

Halbbild  1, 3,  5 ... 

Zeilen  320  ...  328 

Halbbild  2,  4,  6 ... 

PM  541 5 / PM  541 8 TECHNISCHE  DATEN 


Farbburst 

Amplitude 

- Nennwert 

— D’R-Zeilen 

— D’B-Zeilen 

- Einstellbereich 

Austastung  des  Farbtragers 


Farbsignal 

Amplitude 

- Nennwert 

- Einstellbereich 
Farbkorrektur 

Modulationstoleranz 


nicht  im  Gittermuster 

zusammen  mit  Farbsignal 
einstellbar 


215  ±23  mV  1 bei  Luminanz- 

167  ±18  mV  J Amplitude  0,7  V 

0 ...  150% 


5,6  ± 0,2  |xs 


nach  Vorderflanke  des  Zeilen- 
Synchronimpulses;  wahrend 
der  Halbbild-Austastlucke 
auBer  wahrend  der  Kenn- 
impulse  und  auBer  wahrend 
Zeile  23 


D’R  = -1,9  (E’R  - E’Y) 

D’B  = 1,5  (E’B  - E’Y) 

1 00  % ±5  % in  Raststellung;  bestimmt  von 

Glockenkurvenfilter 

0 ...  150% 


Preemphase  fur  niedrige 
Frequenzen; 
Glockenkurvenfilter  fur 
hohe  Frequenzen 


AfR  = ± 280  ± 9 kHz 
AfB  = ±230  ±7  kHz 


fur  Rot-signal  des 
Farbbalkenmusters 
fur  Blausignal  des 
Farbbalkenmusters 


Glockenkurvenfilter 

Mittenfrequenz 


4,286  ±0,020  MHz 
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4.8  TESTBILDER  Farbtrager  PAL  M/N  nur  verfugbar  in 

Versionen  -TXI  und  -TDSI  Oder  PM  9546 

4.8.1  Grund-Testbilder 

1 . Kreis  zu  alien  Grund-Testbildern  zuschaltbar  auBer 

Testbild  1 00  Hz  TEST;  wechselt  auf  schwarzen  Kreis 
bei  ’’WeiBflache”. 

S/W-Bild  mit  Farbburst 


Bildformat 

4: 

3 

16 

: 9 

Zeilen-Norm 

Zeilen-Norm 

625 

525 

625 

525 

Beschreibung 

ein  weiBer  Kreis  in  Bildschirmmitte  auf 

schwarzem  Hintergrund 

ein  zusatzlicher  Kreis 

in  jeder 

Bildschirmecke 

Pegel  Y 
- WeiB 

100% 

100  IRE- 

100% 

100  IRE- 

- Schwarz 

0% 

7,5  IRE 

0% 

7,5  IRE 

Durchmesser  des  Mittenkreises 
- horizontal 

31 ,6  [is 

31 ,4  [as 

23,6  [as 

23,4  [is 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

- vertikal,  pro  Halbbild 

Zeile  48 

Zeile  43 

Zeile  48 

Zeile  43 

...  286 

...  241* 

...  286 

...241* 

Durchmesser  der  Zusatzkreise 
- horizontal 

_ 

7,2  \is 

7,14  \is 

±50  ns 

±50  ns 

— vertikal,  pro  Halbbild 

— obere  Kreise 



__ 

Zeile  47 

Zeile  42 

...  119 

...  102* 

— untere  Kreise 

— 

— 

Zeile  215 

Zeile  182 

- 1 IRE  = 1 % 

...  287 

...  242* 

* bei  PAL  M drei  Zeilen  abziehen 


Fig.  1 Kreis;  625  / 525  Zeilen; 
Bildformat  4:3 


Fig.  2 Kreis;  625  / 525  Zeilen; 
Bildformat  16:9 
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2.  Mittenkreuz  mit  Rand- 
kennzeichnung 


S/W-Bildmuster  mit 
Farbburst 


Bildformat 

4: 

3 

16 

: 9 

Zeilen-Norm 

Zeilen-Norm 

625 

525 

625 

525 

Beschreibung 

weiBes  Mittenkreuz  und  schwarz-weiBen  Rand- 
kennzeichnungen  mit  3 % Randuberschreibung 

Pegel  Y 
- WeiB 

100% 

100  IRE- 

100% 

100  IRE- 

- Schwarz 

0% 

7,5  IRE 

0% 

7,5  IRE 

Uberschreibungs-Kennzeichnung 

- horizontal 

abwechs.  Schwarz-WeiB-Randkennzeichnung 

- vertikal 

abwechs.  Schwarz-WeiB-Randkennzeichnung 

Lage  der  Randkennzeichnung 

- horizontale  Richtung,  Fig.  3 

— Parameter  1,  ±0.1  ns 

10,5  |i,s 

9,56  ^,s 

10,5  |is 

9,56  \xs 

— Parameter  2,  ±50  ns 

1 1 ,9  |LIS 

1 1 ,45  |is 

1 1 ,9  ns 

1 1 ,45  \is 

— Parameter  4,  ± 50  ns 

60,9  ^s 

60,1  \is 

60,9  |is 

60,i  ns 

— Parameter  5,  ± 50  ns 

62,4  ns 

61 ,98  \is 

62,4  ns 

61 ,98  ns 

- vertikale  Richtung 

— Linie  a 

s.  Fig.  2 

s.  Fig.  2 

s.  Fig.  3 

s.  Fig.  3 

1.  Halbbild 

Zeile  23 

Zeile  22* 

Zeile  23 

Zeile  22* 

2.  Halbbild 

Zeile  23 

Zeile  21* 

Zeile  23 

Zeile  21* 

— Linie  b,  pro  Halbbild 

Zeile  30 

Zeile  28* 

Zeile  30 

Zeile  28* 

— Linie  d,  pro  Halbbild 

Zeile  303 

Zeile  256* 

Zeile  303 

Zeile  256* 

— Linie  e 
1.  Halbbild 

Zeile  310 

Zeile  263* 

Zeile  310 

Zeile  263* 

2.  Halbbild 

Zeile  310 

Zeile  262* 

Zeile  310 

Zeile  262* 

Lage  des  Mittenkreuzes,  Fig.  3,  4,  5 
- horizontale  Linie  c,  pro  Halbbild 

Zeile  167 

Zeile  142* 

Zeile  167 

Zeile  142* 

- vertikale  Linie,  nach  Beginn  Zeilen- 

36,3  [is 

35,7  ns 

36,3  ns 

35,7  ns 

synchronimpuls,  Parameter  3 

±0,1  \is 

±0,1  ns 

±0,1  ns 

±0,1  ns 

■ 1 IRE  = 1 % 

* bei  PAL  M drei  Zeilen  abziehen 




1.. 

2 - 

u 1 

CO 



\j 

* 4 H 

5 

Fig.  3 Mittenkreuz,  Zeitablauf 
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Linie  a 


Fig.  4 Mittenkreuz,  625  / 525  Zeilen, 
Bildformat  4:3 


Fig.  5 


Mittenkreuz,  625  / 525  Zeilen, 
Bildformat  16:9 


3.  WeiBflache 

4.  Punktmuster 


100  % weif3,  mit  Farbburst 
S/W-Bildmuster,  mit  Farbburst 


Bildformat 

4: 

3 

16 

: 9 

Zeilen-Norm 

Zeilen-Norm 

625 

525 

625 

525 

Beschreibung 

vollflachig  weiBe  Punkte  mit  zusatzlicher  Mittel- 
punktmarkierung  auf  schwarzem  Hintergrund 

Pegel  Y 
- WeiB 

100% 

100  IRE- 

100% 

100  IRE- 

- Schwarz 

0% 

7,5  IRE 

0% 

7,5  IRE 

Anzahl  der  Punkte 
- horizontale  Richtung 

16 

16 

22 

22 

- vertikale  Richtung 

12 

12 

12 

12 

Lage  der  Punkte 

mittig  innerhalb  des  Gittermusters 

Lage  des  Mittelpunktes 
- horizontale  Linie,  pro  Halbbild 

Zeile  1 67 

Zeile  142* 

Zeile  167 

Zeile  142* 

- vertikale  Linie,  nach  Beginn  Zeilen- 

36,3  [is 

35,7  ^is 

36,3  [xs 

35,7  ns 

synchronimpuls 

±0,1  |xs 

±0,1  \is 

±0,1  ns 

±0,1  ns 

■ 1 IRE  = 1 % 

★ bei  PAL  M drei  Zeilen  abziehen 


Fig.  6 Punkte,  625  / 525  Zeilen, 
Bildformat  4:3 


Fig.  7 Punkte,  625  / 525  Zeilen, 
Bildformat  16:9 
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5.  Gittermuster 


Beschreibung 


Pegel  Y 

- WeiB 

- Schwarz 

Anzahl  der  Gittermuster-Linien 

- vertikale  Linien 

- horizontale  Linien 

Lage  der  Gitterlinien 

- horizontale  Linien 

- 1.  horizontale  Linie,  pro  Halbbild 

- Abstand  zwischen  den  horizon- 
talen  Linien,  pro  Halbbild 

- vertikale  Linien 

- 1 . vertikale  Linie,  nach  Beginn 
Zeilensynchronimpuls 


— Abstand  zwischen  vertikalen 
Linien 


- 1 IRE  = 1 % 


■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

D! 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

IS 

n 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

IS 

SI 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

■ 

Fig.  8 Gittermuster,  625  / 525  Zeilen, 
Bildformat  4:3 
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S/W-Bildmuster,  ohne  Zeilensprung  und  Farbburst 
bei  weiBem  Gittermuster  (mit  Zeilensprung  bei  jeder 
Bildmusterkombination) 


Bildformat 


4:3 

16  : 9 

Zeilen-Norm 

Zeilen-Norm 

625  525 

625  525 

vollflachig  weiBe  Gitterlinien 
mit  Oben-Links-Kennzeichnung  ”TL’ 
und  Mittenkennzeichnung 
auf  schwarzem  Hintergrund 


100% 

100  IRE- 

100% 

100  IRE- 

0% 

7,5  IRE 

0% 

7,5  IRE 

17 

17 

21 

21 

11 

11 

11 

11 

Zeile  47 

Zeile  42* 

Zeile  47 

Zeile  42* 

24  Zeilen 

20  Zeilen 

24  Zeilen 

20  Zeilen 

10,7  ns 

1 0,3  ns 

1 2,3  ns 

1 1 ,9  ns 

±0,1  ns 

±0,1  ns 

±0,1  ns 

±0,1  ns 

3,2  ns 

3,2  ns 

2,4  ns 

2,4  ns 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

* bei  PAL  M 3 Zeilen  abziehen 


□ 


Fig.  9 Gittermuster,  625  / 525  Zeilen, 
Bildformat  16:9 
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6.  Schachbrett 


S/W-Bildmuster  mit 
Farbburst 


Bildformat 

4 : 

3 

16 

: 9 

Zeilen-Norm 

Zeilen-Norm 

625 

525 

625 

525 

Beschreibung 

vollflachiges  Schachbrettmuster 

Pegel  Y 

100% 

100  IRE- 

100% 

100  IRE- 

- WeiB 

0% 

7,5  IRE 

0% 

7,5  IRE 

- Schwarz 

Anzahl  der  schwarz-weiBen  Quadrate 

8 

8 

11 

11 

- horizontale  Richtung 

6 

6 

6 

6 

- vertikale  Richtung 

■ 1 IRE  = 1 % 

Fig.  10  Schachbrett,  625  / 525  Zeilen,  Fig.  11  Schachbrett,  625  / 525  Zeilen, 

Bildformat  4:3  Bildformat  16:9 


7.  Grautreppe 


Treppensignal  mit  8 gleichen  Stufen 
von  Schwarz  nach  WeiB 


8.  Multiburst 


Amplitudengang 


8 Stufen  vertikaler  Auflosungslinien  der  Frequenzen 
0,8  - 1 ,8  - 2,8  - 3,0  - 3,2  - 3,4  - 3,8  - 4,8  MHz 
(sinusformig) 

<0,5  dB 
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9.  VCR-Testbild 


4 Horizontalstreifen 

Streifen  1 : WeiB  1 00  % Y 

1/6  Bild 

Streifen  2:  Multiburst 
(Auflosungslinien) 

0,8  - 1,8  - 2,8  - 3,0  - 
3,2  - 3,4  - 3,8  - 4,8  MHz 

2/6  Bild 

Streifen  3:  Sattigungstreppe 
R-Y  mit  8 gleichen  Stufen 
von  1 00  % bis  0 % 

2/6  Bild 

Streifen  4:  weiBes  Rechteck 
auf  schwarzem  Grund 
schrittweise  von  rechts 
nach  links  durchlaufend; 

1/6  Bild 

Dauer  eines  Umlaufs: 

5,12  s 625  Zeilen-Norm 

4,27  s 525  Zeilen-Norm 

10.  Farbbalken 


Norm-Farbbalken  mit  Farbburst 


Zeilen-Norm 

PAL 

NTSC 

SECAM 

Beschreibung 

vollflachiges  Farbbalkensignal 

mitvertikalen  Streifen 

beginnend  mit  weiB 

Pegel 

- FS-Norm  B,D,G,H, 

100/0/75/0 

100/0/75/0 

- FS-Norm  K,K1  ,L* 

100/0/75/0 

- 

100/0/75/0 

- FS-Norm  1 

100/0/100/25 

- 

- 

- FS-Norm  M 

77/7,5/77/7,5 

77/7,5/77/7,5 

- FS-Norm  N 

100/0/75/0 

Zeitunterschied  zwischen  Luminanz- 
und  Chromasignal 
- VIDEO  OUT  (BNC)  / 

<20  ns 

<70  ns 

< 1 00  ns 

Scart-Ausgang  (EURO  AV) 
- Y/C  Ausgang  (BNC) 

<20  ns 

<70  ns 

< 1 00  ns 

- HF  Ausgang  (BNC) 

<10  ns 

<60  ns 

<90  ns 

* SECAM  nur  PM  5418 
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1 1 . Demodulator-Testbild 


PAL  B,D,G,H,I,N 


G-Y 

= 0 

Y = 50  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B— Y) 

-(B-Y) 

= 0,28 

= 0,28 

= 0,5 

= 0,5 

A 

A 

□ 

□ 

+ (R-Y) 

-(R-Y) 

±(B— Y) 

=F  (B— Y) 

= 0,28 

= 0,28 

= 0,5 

= 0,5 

Referenz  Y = 50  % 


A (B-Y)  = 0 □ (R-Y)  = 0 


PALM 


f G-Y 

= 0 

Y = 54  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T (R-Y) 

+ (B— Y) 

-(B-Y) 

= 0,26 

= 0,26 

= 0,46 

= 0,46 

A 

A 

□ 

□ 

+ (R— Y) 

-(R-Y) 

± (B  Y) 

T(B-Y) 

= 0,26 

= 0,26 

= 0,46 

= 0,46 

Referenz  Y = 54  % 


A (B-Y)  =0  □ (R-Y)  = 0 


NTSC 


4 horizontale  Streifen  mit  PAL-Burst 

4 farbige  Quadrate  (PAL  codiert) 

4 unbunte  Quadrate  (anti-PAL  codiert) 
Grauflache 

4 horizontale  Streifen  mit  PAL- Burst 

4 farbige  Quadrate  (PAL  codiert) 

4 unbunte  Quadrate  (anti -PAL  codiert) 
Grauflache 

3 horizontale  Streifen  mit  NTSC-Burst 
Farbbalken 

Amplituden:  77/-/77/7,5 
4/6  Bild 

2 farbige  Rechtecke;  1/6  Bild 
2 unbunte  Rechtecke;  1/6  Bild 


SECAM  A 


r 

1 1 1 1 1 

Auflgs.-Linien  0,8  ...  4,8  MHz 
1 1 1 1 1 

A 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

Referenz  weiB  Y = 75  % 


M = magenta,  Y = gelb,  C = cyan,  G = grun, 
R = rot,  B = blau,  BK  = schwarz 


4 horizontale  Streifen 
Multiburst  (Auflosungslinien) 
Farbbalken 

Amplituden:  30/0/30/0 
Farbbalken 

Amplituden:  75/0/75/0 


* fur  alle  Gerate  mit  Fernsteuerung  siehe  Kapitel  (jGB)  1 2.4. 
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12.  Farbflachen  3 Primarfarben: 

Rot,  Griin,  Blau; 

3 Komplementarfarben: 

Magenta,  Gelb,  Cyan; 

WeiB  100  % Y,  Schwarz 

Amplituden  100/0/75/0  625  Zeilen-Norm 

77/7,5/77/7,5  525  Zeilen-Norm 


4.8.2  Zweifach-Kombinationen  von  Testbildern  siehe  Ubersicht 

D 3-14...  D 3-16 


Inhalt  wie  Grundmuster,  auBer 

WeiB  +Farbbalken: 

Amplituden 

75/0/75/0  625  Zeilen-Norm 

77/7,5/77/7,5  525  Zeilen-Norm 

Besonderheit  Mittenkreuz  + Farbflachen: 

keine  Chroma-Austastung 
fur  Linien 


4.8.3  Dreifach-Kombinationen  von  Testbildern 


1 . Kreis  mit  alien  Zweifach-Kombinationen 


2.  Testbild-Kombination 
Grautreppe 
Farbbalken 
Multiburst 


Streifen  1 : Grautreppe 

Streifen  2:  Farbbalken 

100/0/75/0 
77/7,5/77/7,5 
Streifen  3:  Multiburst 


3 Horizontalstreifen 


625  Zeilen-Norm 
525  Zeilen-Norm 


4.8.4  Vierfach-Kombinationen  von  Testbildern 

1 . Kreis 

Grautreppe 

Farbbalken 

Multiburst 


wie  Dreifach-Kombination 
mit  Kreis,  siehe  oben. 
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2.  Testbild-Kombination 
Grautreppe 
Farbbalken 
Multiburst 
VCR 


3.  Testbild-Kombination 
Grautreppe 
Farbbalken 
Multiburst 
DEM 


Streifen  1 : 

Grautreppe 

Streifen  2: 

Farbbalken 

100/0/75/0 

77/7,5/77/7,5 

Streifen  3: 

Multiburst 

Streifen  4: 

(R-Y)  Satti- 

gungstreppe 

Streifen  5: 

weiBes  Recht- 

eck  auf  schwarzem  Grund 
schrittweise  von  rechts 
nach  links  durchlaufend 


Streifen  1 : Grautreppe 
Streifen  2:  Farbbalken 

100/0/75/0 
77/7,5/77/7,5 
Streifen  3:  Multiburst 


5 Horizontalstreifen 
1/6  Bild 
1/6  Bild 

625  Zeilen-Norm 
525  Zeilen-Norm 
1/6  Bild 

2/6  Bild  B-Y  = 0 
wie  Streifen  3 des  VCR- 
Bildes  Nr.  9 
1/6  Bild 

wie  Streifen  4 des  VCR- 
Bildes  Nr.  9 


6 Horizontalstreifen 
1/6  Bild 
1/6  Bild 

625  Zeilen-Norm 
525  Zeilen-Norm 
1/6  Bild 


PAL  B,D,G,H,I 

PALM 

NTSC 

SECAM 

Streifen  4:  DEM 

4 farbige  Rechtecke 
Y = 50  % 

+ 1/ — 1=0,25;  Q=0 

+Q/-Q=0,25;  1=0 

4 farbige  R 
Y = 5 
+1/— 1=0,2 
+Q/-Q=C 

echtecke 

4% 

3;  Q=0 

>,23;  1=0 

8 Farbbalken 
wie  Streifen 
2 von  DEM 

Streifen  5:  DEM 

4 farbige  Rechtecke 
wie  Streifen  2 von  DEM 

4 farbige  Rechtecke 
wie  Streifen  2 von  DEM,  PAL  M 

8 Farbbalken 
wie  Streifen 
3 von  DEM 

Streifen  6:  DEM 
2 unbunte  Rechtecke 

Y = 50  % 

± (R-Y)  =0,28;  B-Y=0 
±(B— Y)=0,5;  R-Y=0 

2 unbunte  Rechtecke 

Y = 5 
±(R-Y)=0,: 
± (B-Y)=0,' 

2 ’Jalousie’ 
Rechtecke 

4% 

26;  B-Y=0 
16;  R-Y=0 

wie  Streifen  4 
von  DEM 

Y = 75  % 
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4.8.5  Sondertestbilder 

1 . Drei  Horizontalstreifen 


Amplituden 

100/0/75/0 

77/7,5/77/7,5 

625  Zeilen-Norm 
525  Zeilen-Norm 

Streifen  1 

2 farblose  Quadrate 

4/6  Bild 

Grauwert  wie  3.  Stufe 
der  Grautreppe 

linkes  Quadrat 

Grauwert  wie  6.  Stufe 
der  Grautreppe 

rechtes  Quadrat 

Streifen  2 

Grautreppe 

1/6  Bild 

wie  Grund-Testbild  Nr.  7 

Streifen  3 

Farbbalken 

1/6  Bild 

wie  Norm-Farbbalken  Nr.  10 


2.  6 horizontale  Farbbalken 

Amplituden  — /— /75/0 

-1-17117,5 


Streifen  1 : 

Gelb 

Streifen  2: 

Cyan 

Streifen  3: 

Griin 

Streifen  4: 

Magenta 

Streifen  5: 

Rot 

Streifen  6: 

Blau 

je  1/6  Bild 

625  Zeilen-Norm 
525  Zeilen-Norm 


3.  Schwarz/WeiB-Bild 


symmetrisches 

Schwarz/WeiB-Bild 


Amplituden  1 00/0/—/— 

100/7,5/-/- 


625  Zeilen-Norm 
525  Zeilen-Norm 
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4.  100  Hz  TEST  S/W-Bildmuster,  mit  Farbburst 


625  Zeilen-Norm 

525  Zeilen-Norm 

1.  Halbbild 

2.  Halbbild 

1.  Halbbild 

2.  Halbbild 

Beschreibung 

bestehend  aus  drei  horizontalen  Bereichen 

Bereich  1 

4 horizontale  weiBe  Linien  auf  schwarzem  Hintergrund 

- Linie  1 

- Linie  2 

- Linie  3 

- Linie  4 

Zeile  62 
Zeile  72 
Zeilen  82+83 
Zeilen  92+93 

Zeile  72 
Zeile  82 
Zeilen  92+93 

Zeile  54* 
Zeile  62* 
Zeilen  70+71* 
Zeilen  79+80* 

Zeile  62* 
Zeile  70* 
Zeilen  79+80* 

Bereich  2 

4 vertikale  weiBe  Linien  auf  schwarzem  Hintergrund 

- oben 

Zeile  118 

Zeile  118 
(auBer  1.  Linie) 

Zeile  102* 

Zeile  102* 
(auBer  1 . Linie) 

- unten 

Zeile  165 

Zeile  165 
(auBer  1 . Linie) 

Zeile  141* 

Zeile  141* 
(auBer  1.  Linie) 

Anstiegsflanke  nach  Beginn  des  Synchronimpulses  oben  / unten  (|is)  ; 

Pulsbreite  ([is) 

- Linie  1 

- Linie  2 

- Linie  3 

- Linie  4 

16,85  ; 0,2 
30,05  ; 0,2 
43,25  ; 0,4 
56,45  ; 0,4 

30,05  ; 0,2 
43,25  ; 0,2 
56,45  ; 0,4 

16,55  ; 0,2 
29,85  ; 0,2 
43,15  ; 0,4 
56,45  ; 0,4 

29,85  ; 0,2 
43,15  ; 0,2 
56,45  ; 0,4 

Bereich  3 

4 diagonale  weiBe  Linien  auf  schwarzem  Hintergrund 

- oben 

Zeile  167 

Zeile  167 
(auBer  1 . Linie) 

Zeile  1 42* 

Zeile  142* 
(auBer  1 . Linie) 

- unten 

Zeile  214 

Zeile  214 
(auBer  1.  Linie) 

Zeile  181* 

Zeile  1 81  * 
(auBer  1 . Linie) 

Anstiegsflanke  nach  Beginn  des  Synchronimpulses  oben  / unten  ([is)  ; 

Pulsbreite  (ns) 

- Linie  1 

- Linie  2 

- Linie  3 

- Linie  4 

12,05/21,45  ; 0,2 
25,25  / 34,65  ; 0,2 
38,45  / 47,85  ; 0,4 
51,65/61,05  ; 0,4 

25,25  / 34,65  ; 0,2 
38,45  / 47,85  ; 0,2 
51,65/61,05  ; 0,4 

12,6/20,3  ; 0,2 
25,9  / 33,6  ; 0,2 
39,2  / 46,9  ; 0,4 
52,5  / 60,2  ; 0,4 

25,9  / 33,6  ; 0,2 
39,2  / 46,9  ; 0,2 
52,5  / 60,2  ; 0,4 

* bei  PAL  M drei  Zeilen  abziehen 


Fig.  12  1 00  Hz  TEST,  625  / 525  Zeilen, 
Bildformat  4:3 
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4.9 

SYNCHRONISATION 

Zeilen-  und  Bild-Synchronisation 

normgerecht,  mit  Zeilensprung 
kein  Zeilensprung  bei  weiGem 
Gitter 

625  Zeilen- 
Norm 

525  Zeilen- 
Norm 

Anzahl  Zeilen  pro  Bild 

Zeilenfrequenz 
- Toleranz 

Halbbild-Frequenz 

625 

624 

15625  Hz 
<0,4  Hz 
<0,08  Hz 

50  Hz 

525 

524 

15734,26  Hz 
<0,4  Hz 
<0,08  Hz 

59,94  Hz 

bei  weiGem  Gitter  ■■■ 

D 

bei  Grundversionen 
NICAM/BTSC-Ton  und 
TXI/TDSI-Versionen 

Synchronsignal-Ausgang 

BNC-Buchse 
kombiniertes  Signal  mit 
Halbbild-  und  Zeilen- 
Synchronimpulsen 
unterschiedlicher  Amplitude 

Impedanz 

6kQ 

Amplitude 

- Zeilenimpulse 

- Halbbildimpulse 

2,6  ±0,3  V 
5 ±0,2  V 

Polaritat 

negative  Impulse 

4.10 

TONTEIL 

SECAM-Ton  nurPM  5418 

Ton-Eingang 

DIN-Buchse 

Impedanz 

max.  Eingangsspannung 
Bandbreite 

0,5  MQ 
±40  V 

40  Hz...  15  kHz 

Ton-Ausgang 

Scart  (Euro-AV)-Buchse 

Impedanz 

Spannung 

1 kQ 
0,4  V 
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4.10.1  Mono-Ton 

Tontrager 

ein/ausschaltbar; 

gekoppelt  mit  Zeilenfrequenz 

Frequenz 

4,5  MHz 

M,N 

5,5  MHz 

B,G,H 

6,0  MHz 

1 

6,5  MHz 

D;  K,K1,L 

k 

(*  SECAM  nurPM  5418) 

Toleranz 

<30  ppm 

Grundversionen 

Toleranz 

<1  ppm  (bei  23  °C) 

} TXI/TDSI- 

und  NICAM/BTSC- 

TemperatureinfluB 

2 ppm 

> Ton-Versionen 

Alterung 

2 ppm/Jahr 

j 

Bild/Tontrager- 

13  dB 

M,N 

abstand 

13  dB 

B,G,H 

12  dB 

1 

11  dB 

D,K,K1,L 

Tonmodulation 

intern 

ein/auschaltbar 

extern 

ein/ausschaltbar 

Modulationsart 

FM 

Frequenzmodulation 

AM 

Amplitudenmodulation 

(nur  PM  5418) 

FM  Frequenzmodulation 

alle  TV  Systeme  auBer 

SECAM  L 

Preemphase 

50  [as 

B,D,G,H,I,K,K1 

75  [as 

M,N 

FM  INTERN 

1 ±0,1  kHz 

Sinussignal 

Modulationshub 

30  ±2  kHz 

B,G,H  ] 

28  ±6  kHz 

1 

^ gemessen  mit 

26  ±6  kHz 

D,K,K1 

Deemphase 

15  ±5  kHz 

M,N  J 

FM  EXTERN 

0,4  V 

0,4  V gibt  den  gleichen  Hub  wie 

bei  interner  Modulation; 

gemessen  mit  Deemphase 

AM  Amplitudenmodulation 

SECAM  L (nur  PM  5418) 

AM  INTERN 

1 ±0,1  kHz 

Sinussignal 

Modulationsgrad 

50%  ±3% 

AM  EXTERN 

0,4  V 

ergibt  den  gleichen  Grad  wie 

bei  interner  Modulation 
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4.11  Y/C  & RGB-EINHEIT 

Signalausgange 

1.  RED/GREEN/BLUE  (Rot/Grun/Blau) 

BNC-Buchsen  (Ruckwand) 

Impedanz 

75  Q 

Spannung  (ss) 

- 625  Zeilen 

- 525  Zeilen 

0,7  ± 0,05  V 

0,71 4 ± 0,05  V 

I an  75  Q 
f Amplitude  Austast- 

J pegel  - 1 00  % Kfl 

Schwarzabhebung 

0,054  ± 0,006  V 

fur  525  Zeilen 

DC-Lage  Austastwert 

0,5  ...  0,85  V 

Alle  Testbilder  sind  verfugbar,  aber  zwei  Besonderheiten: 

DEM  Signale 

- PAL/NTSC 

- SECAM 

nur  der  Luminanz-Anteil  wird 
dargestellt 

Farbbalken-Streifen  30/0/30/0 
wird  als  R = B = G = 0 
dargestellt 

VCR-Signale 

Streifen  3,  Sattigungstreppe: 
nur  der  Luminanz-Anteil  wird 
dargestellt 

2.  PAE/NTSC-Hilfstrager-Ausgang 

BNC-Buchse  (nicht  fur  SECAM) 

Impedanz 
Spannung  (ss) 

75  Q 

1 ±0,15  V 

an  75  Q 

3.  Composite  SYNC-Ausgang 

an  BNC-Buchse  (Ruckwand) 

Impedanz 
Spannung  (ss) 
Polaritat,  Lage 

75  Q 
2 ±0,3  V 
negativ 

an  75  Q 

von  0 V ausgehend 

4.  SYNC  in  GRUN 

Fernsehnorm 

625  Zeilen-  525  Zeilen- 
Norm  Norm 

Synchronpegel 

-43  % ± 3 % -40  % ± 3 % 

100  % = Schwarz  bis  WeiR 
* SECAM  nur  PM  541 8 

Einstellung 

- Sync  in  GR0n 

- kein  Sync  in  GR0n 

intern  mit  Steckbrucke  auf  der 
Leiterplatte 
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5.  Y/C-Signal 

Y-Signal  (Luminanz) 

Impedanz 

Nennwert  (ss) 

- Toleranz 

Fernsehnormen 

Synchronpegel 

Austastpegel 

Schwarzpegel 

WeiBpegel 

C-Signal  (Farbsignai) 


Impedanz 


75  Q 


1 V 

±10% 


625  Zeilen- 

525  Zeilen- 

Norm 

Norm 

-43%  ±3% 

-40%  ±3% 

0% 

0% 

0% 

7,5  % ±2,5% 

100% 

100% 

75  Q 


S-Buchse  4 Pins 
(Ruckwand) 

Y-Signal  an  Pin  3 
Y-Masse  an  Pin  1 


an  75  Q 


1 00  % Schwarz  bis  WeiB 


* SECAM  nur  PM  541 8 

gesamtes  Farbsignai 
einschlieBlich  Burst  des 
FBAS-Signals 

Farbsignai  an  Pin  4 
Masse  Farbsignai  an  Pin  2 


Ausgangspegel 

- Nennwert  100%  ±5% 

- Einstellbereich  0...  150% 


an  75  £2 

in  Raststellung  CHROMA  AMPL 
Farbsignai  gemeinsam  mit 
Burst  einstellbar 


4.12  STROMVERSORGUNG 

Versorgungsspannung 

- Nennwerte 

— Nenn-/Grenzbetriebsbereich 

Netzfrequenz 

- Nennwerte 

— Nenn-/Grenzbetriebsbereich 
Leistungsaufnahme 


Netzkabel 


Netzwechselspannung 
100  V/120  V/220V/240  V; 
wahlbar  am  Netzeingangsmodul 
±10%  vom  Nennwert 


50  Hz  / 60  Hz 

±5% 

46  VA  PM  541 5 /PM  541 8 

54  VA  PM5418TXI,  -TDSI 

entsprechend  der  Gerate  Typen-Nr.: 
Europa,  Schuko 
Nordamerika  (1 20  V) 

England  (U.K.) 

Schweiz 

Australien 
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4.13  UMGEBUNGSBEDINGUNGEN 


Umgebungsbedingungen 

Laborgerat  Klasse  5 

Temperaturbereich 

- Referenzwert 

+23  C ±1  C 

- Betrieb 

+ 5 °C  ...  +50  °C 

- Lagerung 

-40  °C  ...  +70  °C 

Luftfeuchte 

- Im  Betrieb  (keine  Kondensation) 

Relative  Luftfeuchte 

5 °C  ...  +10  °C 

ungeregelt 

+ 11  °C...  +30  °C 

95%  ±5% 

+31  °C...  +40  °C 

75%  ±5% 

+41  °C  ...  +50  °C 

45%  ±5% 

- Lagerung 

5 % ...  95  % 

Schwingung 

- Betrieb 

0,33  mms_s  bei  5 Hz  ...  £ 
(2  g bei  55  Hz) 

- Lagerung 

0,70  mms_s  bei  10  Hz  ... 
5 g bei  55  Hz  ...  150  Hz 

(*) 


to 

to 

to 


to 


StoBfestigkeit 

- Betrieb 

- Fall 

- Transport 

Sonneneinstrahlung 

Betriebslage 

Aufwarmzeit 


1 00  mm  Oder  45  74  x 4 Kanten  (*) 

8 Ecken  / 1 2 Kanten  / 6 Oberflachen,  (*) 

Fallhohe  0,76  m (UN-D  1 400)  to 

direkte  Sonnenbestrahlung  ist  nicht  zulassig 

auf  den  FuBen  stehend  bzw. 

auf  heruntergeklapptem  Biigel  stehend 

30  Minuten 

(*)  entsprechend  MIL-T-28800D 


4.14  SICHERHEITS-  UND  QUALITATSDATEN;  GEHAUSE 

Sicherheit  gemaB  Niederspannungsrichtlinie 

73/23/EWG 

EN  61010-1  Uberspannungskategorie  II 
Verschmutzungsgrad  2 
CAN/CSA— C22.  No  1010-1 

Elektro-magnetische  gemaB  Richtlinie  Elektromagnetische  Vertrag- 

Vertraglichkeit,  (EMV)  lichkeit  89/336/EWG. 

Storaussendung  EN  5501 1 , Gruppe  1 , Klasse  B 
Storfestigkeit  gemaB  EN  50082-1 : 
einschlieBlich  EN  61000-4-2,  -3  und  -4. 

FCC  Regulation  47  CFR,  Part  15,  Subpart  B, 
Class  A 
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Ausfallrate  (call  rate) 

Mittlere  Zeit  zwischen 
Fehlern  (MTBF) 

Abmessungen  uber  alles 

Hohe 

Breite 

Tiefe 

Gewicht  (netto) 


<0,10/Jahr 


20  000  Stunden 


140  mm 
300  mm 
400  mm 

7,8  kg -PM  5415/5418 
8,4  kg  - TXI/TDSI-Versionen 


4.15  ZUBEHOR 

4.15.1  Normalzubehor  Gebrauchsanleitung  inklusive 

Bedien-  und  Programmierkarte  (englisch) 

Netzkabel 

Sicherungen 

4 GummifuBe  fur  seitliche  Aufstellung 
PM  9538/01  HF-AnschluBkabel  BNC-TV 
Y/C-Kabel  (nur  bei  Y/C-Versionen) 

PM  9547G  lEEE-Interface  mit  Verbindungs- 
kabel  (nur  fur  PM  5418  TXI/-TDSI) 
nur  PM  5418  mit  BTSC  Ton: 
HF-AnschluBkabel  BNC/’F’ 

Euro-AV-Kabel  / Cinch 


Ubersicht  der  Anschlusse 


SCART 
Pin  Nr. 

Cinch 

AnschluB 

Funktion 

19 

gelb 

Videoausgang 

1 

rot 

Audio  rechter  Kanal 

3 

weiB 

Audio  linker  Kanal 

17 

Masse  Video 

4 

Masse  Audio 

4.15.2  Sonderzubehor 

PM  9539/01 
PM  9546 
PM  9553G 
PM  9561 G 
PM  9075 


HF-AnschluBkabel  mit  Obertrager  75  Q/>300  Q 

Universal  Farb-Einheit 

Y/C  & RGB-Einheit 

19  Zoll-Einbauadapter 

75  Q Kabel,  BNC-BNC 

Service  Manual  (englisch) 


CD 
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5 BEFRISTETE  GARANTIEBESTIMMUNGEN  & 
HAFTUNGSBESCHRANKUNG 

Fur  jedes  Produkt,  das  Fluke  hersteilt,  leistet  Fluke  eine  Garantie  fur  einwandfreie  Materialquali- 
tat  und  fehlerfreie  Ausfuhrung  unter  normalen  Betriebs-  und  Wartungsbedingungen.  Der  Garan- 
tiezeitraum  gilt  fur  ein  Jahr  und  beginnt  mit  dem  Lieferdatum.  Die  Garantiebestimmungen  fur 
Ersatzteile,  Instandsetzungs-  und  Wartungsarbeiten  gelten  fur  einen  Zeitraum  von  90  Tagen. 
Diese  Garantie  wird  ausschlielBlich  dem  Ersterwerber  bzw.  dem  Endverbraucher,  der  das  betref- 
fende  Produkt  von  einer  von  Fluke  autorisierten  Weiterverkaufsstelle  erworben  hat,  geleistet  und 
erstreckt  sich  nicht  auf  Sicherungen,  Einwegbatterien  Oder  irgendwelche  andere  Produkte,  die 
nach  dem  Ermessen  von  Fluke  unsachgemaB  verwendet,  verandert,  vernachlassigt,  durch 
Unfalle  beschadigt  Oder  anormalen  Betriebsbedingungen  oder  einer  unsachgemaBen  Handha- 
bung  ausgesetzt  wurden.  Fluke  garantiert  fur  einen  Zeitraum  von  90  Tagen,  daB  die  Software  im 
wesentlichen  in  Ubereinstimmung  mit  den  einschlagigen  Funktionsbeschreibungenfunktioniert 
und  daB  diese  Software  auf  fehlerfreien  Datentragern  gespeichert  wurde.  Fluke  ubernimmt 
jedoch  keine  Garantie  dafur,  daB  die  Software  fehlerfrei  ist  und  storungsfrei  arbeitet. 

Von  Fluke  autorisierte  Weiterverkaufsstellen  werden  diese  Garantie  ausschlieBlich  fur  neue  und 
nichtbenutzte,  an  Endverbraucher  verkaufte  Produkte  leisten,  sind  jedoch  nicht  dazu  berechtigt, 
diese  Garantie  im  Namen  von  Fluke  zu  verlangern,  auszudehnen  oder  in  irgendeiner  anderen 
Weise  abzuandern.  Der  Erwerber  hat  das  Recht  aus  der  Garantie  abgeleitete  Unterstutzungslei- 
stungen  in  Anspruch  zu  nehmen,  wenn  er  das  Produkt  bei  einer  von  Fluke  autorisierten 
Vertriebsstelle  gekauft  oder  den  jeweils  geltenden  internationalen  Preis  gezahlt  hat.  Fluke  behalt 
sich  das  Recht  vor,  dem  Erwerber  Einfuhrgebuhren  fur  Ersatzteile  in  Rechnung  zu  stellen,  wenn 
dieser  das  Produkt  in  einem  anderen  Land  zur  Reparatur  einsendet,  als  in  dem  Land,  in  dem  er 
das  Produkt  ursprunglich  erworben  hat. 

Flukes  Garantieverpflichtung  beschrankt  sich  darauf,  daB  Fluke  nach  eigenem  Ermessen  den 
Kaufpreis  ersetzt  oder  aber  das  defekte  Produkt  unentgeltlich  repariert  Oder  austauscht,  wenn 
dieses  Produkt  innerhalb  der  Garantiefrist  einem  von  Fluke  autorisierten  Servicezentrum  zur 
Reparatur  ubergeben  wird. 

Urn  die  Garantieleistung  in  Anspruch  zu  nehmen,  wenden  Sie  sich  bitte  an  das  nachstgelegene 
und  von  Fluke  autorisierte  Servicezentrum  oder  senden  sie  das  Produkt  mit  einer  Beschreibung 
des  Problems  und  unter  Vorauszahlung  von  Fracht-  und  Versicherungskosten  (FOB  Bestim- 
mungsort)  an  das  nachstgelegene  und  von  Fluke  autorisierte  Servicezentrum.  Fluke  ubernimmt 
keinerlei  Haftung  fur  eventuelle  Transportschaden.  Im  AnschluB  an  die  Reparatur  wird  das 
Produkt  unter  Vorauszahlung  von  Frachtkarten  (FOB  Bestimmungsort)  an  den  Erwerber  zuriick- 
gesandt.  Wenn  Fluke  jedoch  feststellt,  daB  der  Defekt  auf  unsachgemaBe  Handhabung,  Veran- 
derungen  am  Gerat,  einen  Unfall  oder  auf  anormale  Betriebsbedingungen  Oder  unsachgemaBe 
Handhabung  zuruckzufuhren  ist,  wird  Fluke  dem  Erwerber  einen  Voranschlag  der  Reparaturko- 
sten  zukommen  lassen  und  erst  die  Zustimmung  des  Erwerbers  einholen,  bevor  Arbeiten  in 
Angriff  genommen  werden.  Nach  der  Reparatur  wird  das  Produkt  unter  Vorauszahlung  der 
Frachtkosten  an  den  Erwerber  zuruckgeschickt  und  werden  dem  Erwerber  die  Reparaturkosten 
und  die  Versandkosten  (FOB  Versandort)  in  Rechnung  gestellt. 
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DIE  VORSTEHENDEN  GARANTIEBESTIMMUNGEN  SIND  DAS  EINZIGE  UND  ALLEINIGE 
RECHT  AUF  SCHADENERSATZ  DES  ERWERBERS  UND  GELTEN  AUSSCHLIESSLICH  UND  AN 
STELLE  VON  ALLEN  ANDEREN  VERTRAGLICHEN  ODER  GESETZLICHEN  GEWAHRLEI- 
STUNGSPFLICHTEN,  EINSCHLIESSLICH  - JEDOCH  NICHT  DARAUF  BESCHRANKT  - DER 
GESETZLICHEN  GEWAHRLEISTUNG  DER  MARKTFAHIGKEIT,  DER  GEBRAUCHSEIGNUNG 
UND  DER  ZWECKDIENLICHKEIT  FUR  EINEN  BESTIMMTEN  EINSATZ.  FLUKE  OBERNIMMT 
KEINE  HAFTUNG  FIJR  SPEZIELLE,  UNMITTELBARE,  MITTELBARE,  BEGLEIT-  ODER  FOLGE- 
SCHADEN  ODER  ABER  VERLUSTE,  EINSCHLIESSLICH  DES  VERLUSTS  VON  DATEN,  UNAB- 
HANGIG  DAVON,  OB  SIE  AUF  VERLETZUNG  DER  GEWAHRLEISTUNGSPFLICHT  RECHT- 
MASSIGE,  UNRECHTMASSIGE  ODER  ANDERE  HANDLUNGEN  ZURUCKZUFUHREN  SIND. 

Angesichts  der  Tatsache,  daG  in  einigen  Landern  die  Begrenzung  einer  gesetzlichen  Gewahrlei- 
stung  sowie  der  AusschluG  Oder  die  Begrenzung  von  Begleit-  Oder  Folgeschaden  nicht  zulassig 
sind,  konnte  es  sein,  daB  die  obengenannten  Einschrankungen  und  Ausschlusse  nicht  fur  jeden 
Erwerber  gelten.  Sollte  irgendeine  Klausel  dieser  Garantiebestimmungen  von  einem  zustandi- 
gen  Gericht  fur  unwirksam  Oder  nicht  durchsetzbar  befunden  werden,  so  bleiben  die  Wirksam- 
keit  oder  Erzwingbarkeit  irgendeiner  anderen  Klausel  dieser  Garantiebestimmungen  von  einem 
solchen  Spruch  unberuhrt. 


Fluke  Corporation 

Oder 

Fluke  Industrial  B.V. 

Postfach  9090 

Postfach  680 

Everett,  WA 

7600  AR 

98206-9090 

Almelo 

USA 

Niederlande 

KONFORMITATSERKLARUNG 

fur 


FLUKE 

Color  TV  Pattern  Generator 
PM  5415 /PM  5418 


Hersteller 

Fluke  Industrial  B.V. 
Lelyweg  1 
7602  EA  Almelo 
The  Netherlands 


Erklarung  der  Konformitat 

Gestutzt  auf  Testergebnisse  bei  Anwendung  passender  Normen, 
stimmt  das  Produkt  uberein  mit: 

Richtlinie  Elektromagnetische  Vertraglichkeit  89/336/EWG 
Niederspannungsrichtlinie  73/23/EWG 


Prtifungen  an  Mustergeraten 

Angewendete  Normen: 

EN  50081-1  (1992) 

Electromagnetic  Compatibility  Generic  Emission  Standard: 
EN  5501 1 Group  I Class  B 

EN  50082-1  (1992) 

Electromagnetic  Compatibility  Generic  Immunity  Standard: 
EN  61000-4-2, -3  and -4. 

EN  61010-1  (1994)  CAT  II  Pollution  Degree  2 
Safety  Requirements  for  Electrical  Equipment  for  Measurement, 
Control,  and  Laboratory  Use. 


Die  Prufungen  wurden  in  einer  typischen  Konfiguration  vorgenommen. 

Die  Konformitat  wird  angezeigt  durch  das  Symbol  C€  , d.h.  “Conformite 

Europeenne”. 
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6 VIDEOTEX!  (TOP/FLOF),  DIDON  ANTIOPE 

Beilage  zur  Gebrauchsanleitung  PM  5415  / PM  5418 

Diese  Beilage  enthalt  erganzende  bzw.  ersetzende  Informationen  zur  Gebrauchsanleitung  und 
betrifft  folgende  Gerateversionen: 

PM  5415  TX  mit/ohne  Y/C,  PM  5415  TN  mit/ohne  Y/C 
PM  541 8 TX  mit/ohne  Y/C,  PM  541 8 TD  mit/ohne  Y/C 
PM  5418TXI  + Y/C 


INHALTSVERZEICHNIS 

6.1  ALLGEMEINES 

6.1 .1  Videotext  (UK-Teletext) 

6.1 .2  TOP  (Table  of  Pages) 

6.1.3  FLOF/FASTEXT 

6.1.4  VPT  (Timer-Programmierung) 

6.1.5  Didon  Antiope  Teletext 

6.2  BEDIENUNG  DES  GERATES 

6.2.1  Bedienelemente  und  Anschliisse  (Modifikationen) 

6.2.2  Bedienung 

6.2.3  Inhalt  der  Videotext-Seiten  (TOP/FLOF) 

6.2.4  Inhalt  der  Didon  Antiope-Textseiten 

6.2.5  Prufung  und  Abgleich 

6.3  TECHNISCHE  DATEN 


6.1  ALLGEMEINES 

Dieses  Gerat  liefert  Videotext  (UK-Teletext)  und  Didon  Antiope  Teletext  in  den  Fernseh-Normen 
PAL  B,G,H,I  und  SECAM.  Die  erzeugten  Videotext-Testsignale  dienen  zum  Abgleich  und  zur 
Funktionskontrolle  von  Videotext-Dekodern  in  Videorekordern  und  Fernsehgeraten. 
Insbesondere  konnen  mit  diesem  Gerat  die  erweiterten  Videotext-Funktionen  von  TOP,  FLOF/ 
FASTEXT  und  VPT  gepruft  werden,  die  eine  schnelle  und  einfache  Bedienung  des  Videotextes 
bzw.  Programmierung  von  VCR’s  ermoglichen. 

Gerate  mit  NICAM-Ton  Oder  mit  IEEE-488  Schnittstelle  haben  eine  bessere  Genauigkeitvon  3 ppm 
fur  den  erzeugten  Datentakt  bei  Videotext. 

Videotext  ist  ein  zusatzlicher  Informationsdienst,  der  von  vielen  Fernsehprogrammanbietern  im 
normalen  Fernsehkanal  ubertragen  wird.  Die  dazu  erforderlichen  Videotext-Daten  werden  seriell 
in  mehreren  Zeilen  der  Vertikal-Austastlucke  ubertragen  und  bleiben  dadurch  im  normalen  Video- 
bild  unsichtbar.  Im  Speicher  des  Videotext-Dekoders  des  FS-Gerates  bzw.  VCR’s  werden  die 

Daten  gespeichert  und  konnen  anschlieRend  Liber  die  Fernbedieniing  seiten-  bzw  registerweise 
aufgerufen  werden.  Bedienungskomfort  und  Speicherkapazitat  sind  in  den  letzten  Jahren  bei 
video-textfahigen  Geraten  verbessert  bzw.  erweitert  worden. 
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6.1.1  Videotext  (UK-TELETEXT) 

Eine  Videotext-Seite  besteht  aus  max.  24  Textzeilen,  von  denen  jede  40  Zeichen  aufnehmen  kann. 
In  der  ersten  Textzeile,  der  Seitenuberschrift,  konnen  Hinweise,  wie  Seitennummer,  Uhrzeit  und 
Datum  stehen.  Die  ubertragenen  Daten  in  einer  Fernsehzeile  korrespondieren  mit  der  Textzeile 
einer  Seite.  Fur  die  Ubertragung  der  Videotext-Daten  werden  8-bit  Worter  benutzt,  die  aus  7 In- 
formationsbits  und  1 Paritatsbit  bestehen. 

Die  Videotext-Information  kann  sendermaBig  in  den  Zeilen  7 bis  22  im  1 . Halbbild  und  den  Zeilen 
320  bis  335  im  2.  Halbbild  ubertragen  werden.  Die  Videotext-Daten  werden  von  PM  5415  und 
PM  5418  in  den  Zeilen  20, 21  und  333, 334  erzeugt.  Nahere  Einzelheiten  zu  Lage  und  Pegel  einer 
Datenzeile  sind  in  Abbildung  2 dargestellt. 

Bei  TOP  und  FLOF/FASTEXT  wird  eine  weitere  Menuzeile  (Textzeile  25)  ubertragen,  die  sich  am 
unteren  Bildschirmrand  befindet.  Altere  Gerate  ohneTOP/FLOF  Funktion  ignorieren  dieseZusatz- 
information. 


6.1.2  TOP  (Table  of  Pages) 

TOP-Videotext  ist  ein  erweiterter  Videotext-Service,  der  uber  einen  TOP-Videotext-Dekoder 
empfangen  werden  kann  und  z.Zt.  in  Deutschland  von  ARD  und  ZDF  ausgestrahlt  wird.  TOP 
ermoglicht  eine  schnelle  Orientierung  und  eine  effektive  Benutzerfuhrung. 

Die  Videotext-Seiten  sind  nach  Themenkreisen  geordnet  und  in  Gruppen  unterteilt.  In  einer 
Kommentarzeile  am  unteren  Bildrand  erfolgt  die  Zusatzinformation,  mit  welcher  Farbtaste  der 
Fernbedienung  die  nachste  Themengruppe  angewahlt  werden  kann.  Diese  Videotext-Seiten 
werden  von  einigen  Videotext-Dekodern  bereits  vorher  abgespeichert  und  stehen  somit  umge- 
hend  zur  Verfugung.  Die  Anwahl  der  Videotext-Seiten  erfolgt  durch  besondere,  farbige  Funktions- 
tasten  auf  der  Fernbedienung,  die  vorwiegend  nachfolgende  Bedeutung  haben: 


Tastenfarbe 

Erlauterung 

weiB  (i)  = Indexseite 

(INDEX) 

Seitenubersicht 

rot  = - 

fuhrt  zu  den  zuletzt  gesehenen  Seiten  zuruck 

grun  = z.B.  Karteikasten 

fuhrt  zum  nachsten  Block 

gelb  = z.B.  Themengruppe 

fuhrt  zur  1 . Seite  in  der  nachsten  Gruppe 

blau  = + 

fuhrt  zur  nachsten  Seite 

6.1 .3  FLOF  (Full  Level-One  Features)/FASTEXT 

FLOF/FASTEXT  ist  ein  erweiterter  Teletext-Service,  der  uber  einen  FLOF-Teletext-Dekoder 
empfangen  werden  kann  und  u.a.  von  englischen  Fernsehanstalten  ausgestrahlt  wird  und  in 
verschiedenen  westeuropaischen  Landern  eingefuhrt  werden  soli.  FLOF/FASTEXT  ermoglicht 
eine  schnelle  Orientierung  und  aktive  Benutzerfuhrung. 

Die  Teletext-Seiten  sind  nach  Themenkreisen  geordnet  und  in  Gruppen  unterteilt.  In  einer 
Menuzeile  am  unteren  Bildrand  befinden  sich  vier  farbige  Zusatzinformationen  (Prompt),  die  mit 
gleichfarbigen  Tasten  der  Fernbedienung  aufgerufen  werden  konnen.  Fur  diesen  Zweck  werden 
die  Farben  rot,  grun,  gelb  und  blau  (von  links  beginnend)  benutzt.  Mit  der  Taste  ”i”  (weiB)  kann 
die  zugehorige  Indexseite  gewahlt  werden.  Die  uber  die  Menuleiste  direkt  anwahlbaren 
Teletextseiten  werden  von  einigen  Dekodern  bereits  vorher  gespeichert  und  stehen  dem 
Anwender  somit  umgehend  zur  Verfugung. 
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6.1 .4  VPT  (Timer-Programmierung  durch  Videotext) 

Mit  VPT  ist  die  Bedienung  und  Timerprogrammierung  von  Videorekordern  vereinfacht  und  schnell 
moglich.  Voraussetzung  ist,  daB  Ihr  Videorekorder  mit  einem  Videotext/VPT-Dekoderausgerustet 
ist. 

Fur  eine  vorprogrammierte  Aufnahme  benotigt  der  Videorekorder  folgende  Daten,  die  in  einem 
’Timerblock’  gespeichert  werden  mussen: 

- das  Datum  der  Aufnahme 

- die  Programmnummer  der  Fernsehsendung 

- die  Start/Ende-Zeit  der  Aufnahme 

Diese  Daten  konnen  bei  Geraten  mit  VPT-Funktion  direkt  aus  den  entsprechenden  Programm- 
ubersichtstafeln  des  Videotextes  ubernommen  werden.  Die  wahrend  der  Fernsehsendungen 
ausgestrahlten  VPS-Daten  sorgen  dann  automatisch  fur  eine  korrekte  Aufzeichnung  der 
gewunschten  Sendung. 

6.1 .5  DIDON  ANTIOPE  Teletext 

Das  franzosiche  Videotext-System  Didon  Antiope  wird  vorwiegend  in  Frankreich  in  der  FS-Norm 
SECAM  L gesendet. 

Wie  beim  Videotext  werden  die  Antiope-Daten  seriell  in  den  Zeilen  wahrend  der  Vertikal-Austast- 
lucken  ubertragen,  die  nicht  auf  dem  Bildschirm  sichtbar  sind. 

Wahrend  beim  Videotext-Verfahren  die  Codierung  der  zu  ubertragenden  Daten  mit  dem  Aufbau 
des  Fernsehsignals  eng  verknupft  ist  - eine  Textzeile  ist  stets  einer  FS-Fernsehzeile  zugeord- 
net  - besteht  diese  beim  Antiope-System  nicht.  Anfang  und  Ende  von  Textseiten  und  Textzeilen 
wird  durch  zusatzliche  Steuerzeichen  erreicht.  Antiope  kann  auf  dem  Bildschirm  max.  24  Textzei- 
len zu  je  40  Zeichen  darstellen.  In  einer  zusatzlichen  Seitenubersicht  (En-tete  de  page)  konnen 
Hinweise,  wie  Seitennummer,  Uhrzeit  und  Datum  erfolgen. 

Die  Antiope-lnformation  kann  sendermaBig  in  den  Zeilen  6 bis  22  im  1 . Halbbild  und  den  Zeilen 
31 9 bis  335  im  2.  Halbbild  ubertragen  werden.  Das  Antiope-Signal  wird  von  PM  541 5 und  PM  541 8 
in  den  Zeilen  20,  21  und  333,  334  erzeugt.  Nahere  Einzelheiten  zu  Lage  und  Pegel  einer  Didon 
Antiope  Datenzeile  sind  in  Abbildung  3 dargestellt. 
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6.2  BEDIENUNG  DES  GERATES 

6.2.1  Bedienelemente  und  Anschlusse  (Modifikationen) 
Beschriftung  Furiktion 


Frontplatte 

Taste  zum  Ein-/Ausschalten  von  Videotext 
(nurbei  PM  5415); 

PM  541 8 erzeugt  Videotext  automatisch  in  den 
zugelassenen  FS-Normen;  nicht  abschaltbar 


Schalter:  UK-TT/AUTO/ANTIOPE 

Schalter  dient  zur  Einstellung  ob  UK-Videotext, 

Antiope  bzw.  Videotext  Oder  Antiope  automatisch  in  der 
gewahlten  FS-Norm  erzeugt  wird. 


Schalter:  TOP/FLOF 

Bei  Videotext  kann  zwischen  TOP  und  FLOF 
umgeschaltet  werden 

0 


6.2.2  Bedienung 

PM  5415:  Der  Videotext  wird  mit  der  Taste  ’TXT  ON/TXT  OFF’  ein-  Oder  ausgeschaltet.  Zur 
Auswahl  des  Videotext-Systems  befinden  sich  an  der  Gerateruckwand  zwei  Schalter.  Wenn  der 
Schalter  UK-Teletext/AUTO/ANTIOPE  auf  AUTO  seht,  ist  das  Videotext-System  abhangig  von  der 
gewahlten  Fernseh-Norm  (Daumenradschalter  PAL/NTSC),  siehe  Tabelle. 


Betriebsart  AUTO: 


FS-Norm:  PAL 

NTSC 

SECAM 

B/G/H 

1 

D 

N 

M 

M 

4.43 

B/G/H 

D/K/K1 

L 

UK  Videotext 

Videotext  AUS 

Antiope 

TXT  OFF 
TXT  ON, 


Ruckwand 

0 


a 

0 

0 

Q 


UK-TT 

AUTO 

ANTIOPE 


TOP 

FLOF 
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In  den  beiden  anderen  Positionen  des  Schalters  UK-TT/AUTO/ANTIOPE  ist  unabhangig  von  der 
eingestellten  FS-Norm  entweder  UK-Teletext  Oder  ANTIOPE  eingeschaltet,  wobei  die  Normen 
PAL  M und  NTSC  keinen  Videotextbetrieb  zulassen. 

Mit  dem  Schalter  TOP/FLOF  an  der  Ruckwand  kann  bei  Videotext  (UK-Teletext)  auf  TOP  Oder 
FLOF  umgeschaltet  werden. 

PM  5418  hat  keine  Taste  zum  Ein-  Oder  Ausschalten  von  Videotext.  Die  Bedienelemente  auf  der 
Gerateruckwand  sind  identisch  mit  PM  5415.  Videotext  wird  automatisch  in  der  jeweiligen 
FS-Norm  erzeugt. 


Anmerkung: 

Bei  dem  Testbild  Gittermuster,  es  hat  keinen  Zeilensprung  (624  Zeilen),  ist  Videotext  immer  abge- 
schaltet. 

Soweit  erforderlich,  lesen  Sie  bitte  in  der  Gebrauchsanleitung  Ihrer  Videogerate  nach,  wel- 
che  Moglichkeiten  Ihr  Videotext-Dekoder  bietet  und  wie  Videotext  zu  bedienen  ist. 


6.2.3  Inhalt  der  Videotext-Seiten  (TOP/FLOF) 

Dieses  Gerat  bietet  18  unterschiedliche  Testseiten  fur  den  FLOF-  und  19  Seiten  fur  TOP-Betrieb 
an.  Gerate  die  TOP  Oder  FLOF-Daten  nichtauswerten  konnen,  ignorieren  dieseZusatzinformatio- 
nen. 

Fur  VPT-Testzwecke  stehen  die  Videotext-Seiten  300  in  deutscher  und  Seite  310  in  englischer 
Sprache  zur  Verfugung.  Die  normalen  Sendezeiten  sind  weil3,  die  geanderten  Zeiten  violett  (ma- 
genta) dargestellt.  Mit  der  Freigabetaste  (REVEAL)  der  Fernbedienung  konnen  zusatzlich  die 
verdeckten  Zeiten  und  Daten  sichtbar  gemacht  werden.  In  Ihrer  Bedienungsanleitung  des  Video- 
rekorders  finden  Sie  Hinweise,  wie  durch  Verwendung  von  VPT  programmiert  wird. 
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Die  Videotext-Seiten  haben  foigenden  Inhalt  (Software  Version  3.2): 

Seite  Inhalt  Bemerkungen/Anwendung 


100 

101 

102 


111 

150 

200 

201 

202 

203 

204 

205 

300 

310 

400 

401 

402 

403 
555 
560 


Farben 


Indexseite,  Seitenubersicht 
Clock  cracker 
Testpage 


Newsflash  (Schlagzeilen) 

Subtitle  (Untertitel) 

Zeichensatz  GB  (England) 

Zeichensatz  D (Deutschland) 

Zeichensatz  S/SF  (Schweden) 
Zeichensatz  F (Frankreich) 

Zeichensatz  I (Italien) 

Zeichensatz  E (Spanien) 

FS-Programmseite  VPT-TEST 
(deutscher  Text) 
FS-Programmseite  VPT-TEST 
(englischer  Text) 

WeiIBbild 

Farbbalkensignal  (nur  bei  TOP) 
spez.  Videotext-Testsignal 
spez.  Videotext-Testsignal 
VIDEOTEXT-Schriftzug 
spez.  Farbbalkensignal 


Hinweis  auf  gewahlte  Betriebsart 
TOP  Oder  FLOF 

spezielles  Bitmuster  fur  Prufung  und 
Abgleich,  Texterneuerung 
Zeichenvorrat,  Grafik, 

Farbtreppe,  Blinken,  weiB/schwarzer 
Hintergrund,  Freigabefunktion 
Einblendfeld  im  Fernsehbild 
Einblendfeld  im  Fernsehbild 


Zeichensatz  *,  Grafik,  Hintergrund, 
Texthinweise  in  den  Landessprachen; 
dient  zur  Oberprufung  der  verschiedenen 
Zeichensatze 


vereinfachte  Programmierung  von  VCR- 
Geraten  durch  Videotext-VPT 

Dekoderabgleich,  RGB-Signal 

Dekoderprufung,  Speichertest 
Dekoderprufung,  Speichertest 
Presentation 

Dekoderabgleich,  RGB-Signal 


* die  Zeichensatze  konnen  nur  vollstandig  dargestellt  werden,  wenn  der  Dekoder 
des  Empfangers  iiber  diese  Moglichkeit  verfugt. 


TOP 


rpioo 

PM  5415/18  TELETEXT 


PAGE ...  1 


Char.set  GB  Newsflash 


rot  grun  gelb  blau 


FLOF 


pi  oo 


PM  5415/18 


TELETEXT 


Decod.test  Char.set  Newsflash  Clock  cr. 


rot 


grun 


gelb 


blau 


Fig.  1 Darstellung  einer  Videotext-Seite  fur  TOP  und  FLOF/FASTEXT 
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6.2.4  Inhalt  der  Didon  Antiope-Textseiten  (Software  Version  1 .0) 


Magazin 

Seite 

Inhalt/Bemerkungen 

0 

1 

Titelseite  (Page  de  garde),  Inhaltsverzeichnis  der  Magazine 

96 

10 

Untertitel  (MODE  DE  SOUS-TITRAGE  COMPATIBLE) 

100 

1 

Titelseite  (Page  de  garde),  Inhaltsverzeichnis 

250 

Zeichenvorrat 

251 

Spezielles  Testbild  ’Clock  cracker’ 

252 

1 Spezielle  Testbilder,  z.B.  doppelte  Zeichenhohe,  Blinken 

253 

J (FLASH)  - entspricht  der  Antiope-Spezifikation  TDF  1 984 

500 

100 

ANTIOPE  in  GroBbuchstaben  (Page  de  garde) 

6.2.5  Prufung  und  Abgleich 

Das  Videotextsignal  besteht  aus  schnellen  Impulsen  und  Flanken,  die  durch  Amplitudenfehler, 
Verzerrungen,  Rauschen  und  Storimpulse  beeinfluBt  werden  konnen.  Eine  fehlerfreie  Dekodie- 
rung  aus  den  digitalen  Daten  hangt  von  moglichst  geringen  Storeinflussen  auf  dem  gesamten 
Ubertragungsweg  ab.  Unterschiedliche  Ausbreitungsverzerrungen  beeinflussen  das  digitale 
Datensignal  und  das  analoge  Fernsehsignal. 

Viele  der  von  PM  5415  und  PM  5418  erzeugten  Video-Textzeilen  sind  besonders  fur  Pruf-  und 
Abgleicharbeiten  konzipiert. 

Der  Abgleich  von  Videotext-Dekodern  hangt  stark  von  den  verwendeten  Bauteilen  ab,  besonders 
von  den  integrierten  Schaltungen.  Detailierte  Abgleichanweisungen  sind  der  entsprechenden 
Service-Anleitung  der  Hersteller  zu  entnehmen. 
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Bemerkung: 

Datenzeile  20,  21 , 333,  334 


Fig.  2 Lage  und  Pegel  von  Videotext-Datenzeilen 


Fig.  3 Lage  und  Pegel  von  Antiope-Datenzeilen 
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6.3  TECHNISCHE  DATEN 

Videotext  mit  TOP/FLOF-Modul 


6.3.1  Videotext-Systeme 


Wahl  des  Videotext-Systems 


automatische  Wahl  eingeschaltet 

- FS-Norm  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

automatische  Wahl  abgeschaltet 

- FS-Norm  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Signal-Ausgang 

Video-Signal 
modulierter  Bildtrager 


Gerateversionen  siehe  Seite  6 - 1 ; 

FS-Standard  SECAM  nur  PM  541 8 

Teletext  B (GroBbritannien) 

Teletext  A (Frankreich) 

automatisch  mit  FS-Norm 

Oder  manuell  mit  Schalter  UK-TT/AUTO/ANTIOPE 

auf  der  Gerateruckwand 

Oder  fernsteuerbar:  PM  541 8 TXI 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 


UK  Teletext/DIDON  ANTIOPE,  wahlbar 
DIDON  ANTIOPE/UK  Teletext,  wahlbar 
DIDON  ANTIOPE/UK  Teletext,  wahlbar 


VIDEO  OUT,  BNC-Buchse 
AUDIO/VIDEO  OUT,  Scart-Buchse 
RF  OUT,  BNC-Buchse 


6.3.2  Videotext-System  UK-Teletext  (CCIR  System  B) 


6.3.2.1  System-Daten 

Ubertragungsart 
Signalpegel  ’O’ 

Signalpegel  T 

- Toleranz 
Bitrate 

Datentakt 

- Toleranz 
— Standard 

— Versionen  -TD,  -TN,  -TXI 
Daten-Referenzpunkt 

- Position 

Inhalt  der  Datenzeile 


binar  NRZ  (Non-Return-to-Zero) 
Schwarzpegel 

66  % der  Difference  zwischen  Schwarzpegel 
und  Spitzenwert  WeiBpegel 
±6% 

444  X fH 

6,9375  MHz 

<30  ppm 
<3  ppm 

vorletztes  1 -Bit  von  Taktsynchron-Burst 
nach  Vorderflanke  Zeilensync 
11,6  ns  ...  13  ns 

360  bits  als  45  Bytes  mit  je  8 bits 
Sin2-Filter 


Datenfilter 
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6.3.Z.2  Text-Daten 

Page-Betriebsart 

- Wahl  der  Betriebsart 
— PM  5415 

— PM  5418 

Datenzeilen 

Seitenanzahl 

- FLOF-System  eingeschaltet 
— Seiten  mit  FLOF-Inhalt 

— FLOF-Seiten  mit  PSF 
(Preselection  Function) 

- TOP-System  eingeschaltet 
— Seiten  mit  TOP-Inhalt 

— TOP-Seiten  mit  VPT 


ein-/ausschaltbar  mit 
Schalter  TXT  OFF/TXT  ON 
immer  eingeschaltet 

20,21,333  und  334 


18  verschiedene  Seiten 
Seitennummern: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

310,  400,  402,  403,  555,  560 
Seitennummern:  (mit  Vorauswahlfunktion) 
300,310 

1 9 verschiedene  Seiten 
Seitennummmern: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

310,  400,  401, 402,  403,  555,  560 

Seitennummern: 

300,  310 


6.3.2.3  FLOF/FASTEXT/TOP-System 

FLOF/FASTEXT-System  gewahlt 


TOP-System  gewahlt 


einstellbar  mit  Schalter  FLOF/TOP  an  Gerateriickwand 
Kombination  von: 

FLOF/FASTEXT  Zugangssystem  zu  Videotext-Seiten 
PSF  (PDC-Vorauswahlfunktion) 

Kombination  von: 

TOP  Zugangssystem  zu  Videotext-Seiten 
VPT  (Vorauswahlfunktion) 
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6.3.3  DIDON  ANTIOPE  Teletext  System  (CCIR  System  A) 


6.3.3.1  System-Daten 

Obertragungsart 
Signalpegel  ’0’ 

Signalpegel  T 

- Toleranz 

Bitrate 

Datentaktfrequenz 

- Toleranz 
— Standard 

— Versionen  -TD,  -TN,  -TXI 
Daten-Referenzpunkt 

- Position 
Datenfilter 

6. 3. 3. 2 Textdaten 

Page-Betriebsart 

Datenzeilen 

- Seitenanzahl 

- Inhalt 


binar  NRZ  (Non-Return-to-Zero) 

Schwarzpegel 

7/3  der  Sync-Amplitude 
+0%...  -10% 

397  x fH 

6,203125  MHz 

<30  ppm 
<3  ppm 

Vorderflanke  des  Taktsynchron-Burst  zu 
Vorderflanke  Zeilensync  bei  halber  Amplitude 

10,5  [is  ±0,32  [is 

Sin2-Filter 

immer  eingeschaltet 

20,  21 , 333  und  334 
7 

Testseiten  mit  unterschiedlichem  Inhalt 


VIDEOTEXT  MIT  PDC,  VPS-FUNKTIONEN,  CLOSED  CAPTION 


00  + -nJ 


PM  541 5 / PM  541 8 VIDEOTEXT  (PDC),  VPS,  CLOSED  CAPTION 


CD 


7+8  VIDEOTEXT  MIT  PDC,  VPS-FUNKTIONEN 
UND  CLOSED  CAPTION 


Beilage  zur  Gebrauchsanleitung  PM  5415  / PM  5418 

Diese  Beilage  enthalt  erganzende  bzw.  ersetzende  Informationen  zur  Gebrauchsanleitung  und 
betrifft  folgende  Gerateversionen: 

PM  5415  TXS  mit/ohne  Y/C,  PM  541 8 TXS  mit/ohne  Y/C 
PM  5415  TNS  mit/ohne  Y/C,  PM  5418  TDS  mit/ohne  Y/C 
PM  5418  TDSI  mitY/C 
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7.1  ALLGEMEINES 

Dieses  Gerat  liefert  Videotext  (UK-Teletext)  und  Didon  Antiope  Teletext  in  den  Fernseh-Normen 
PAL  B,G,H,I  und  SECAM.  Die  erzeugten  Videotext-Testsignale  dienen  zum  Abgleich  und  zur 
Funktionskontrolle  von  Videotext-Dekodern  in  Videorekordern  und  Fernsehgeraten. 
Insbesondere  konnen  mit  diesem  Gerat  die  erweiterten  Videotext-Funktionen  von  TOP,  FLOF/ 
FASTEXT,  VPT  und  PDC  sowie  CLOSED  CAPTION  (CC)  gepruft  werden,  die  eine  schnelle  und 
einfache  Bedienung  des  Videotextes  bzw.  Programmierung  von  VCR’s  ermoglichen. 

Gerate  mit  NICAM-Ton  Oder  mit  IEEE-488  Schnittstelle  haben  eine  bessere  Genauigkeitvon  3 ppm 
fur  den  erzeugten  Datentakt  bei  Videotext. 

Videotext  ist  ein  zusatzlicher  Informationsdienst,  der  von  vielen  Fernsehprogrammanbietern  im 
normalen  Fernsehkanal  ubertragen  wird.  Die  dazu  erforderlichen  Videotext-Daten  werden  seriell 
in  mehreren  Zeilen  der  Vertikal-Austastlucke  ubertragen  und  bleiben  dadurch  im  normalen  Video- 
bild  unsichtbar.  Im  Speicher  des  Videotext-Dekoders  des  FS-Gerates  bzw.  VCR’s  werden  die 
Daten  gespeichert  und  konnen  anschlieBend  uber  die  Fernbedienung  seiten-  bzw.  registerweise 
aufgerufen  werden.  Bedienungskomfort  und  Speicherkapazitat  sind  in  den  letzten  Jahren  bei 
videotextfahigen  Geraten  verbessert  bzw.  erweitert  worden. 

Ab  Kapitel  7.4  finden  Sie  Bedienungshinweise  und  Informationen  uber  PDC  (Videorekorder- 
Kontrollfunktion),  VPS  (Video-Programm-System)  und  Closed  Caption  tPCC  (amerikani- 
sches  Untertitel-System). 


7.1.1  Videotext  (UK-Teletext) 

Eine  Videotext-Seite  besteht  aus  max.  24  Textzeilen,  von  denen  jede  40  Zeichen  aufnehmen  kann. 
In  der  ersten  Textzeile,  der  Seitenuberschrift,  konnen  Hinweise,  wie  Seitennummer,  Uhrzeit  und 
Datum  stehen.  Die  ubertragenen  Daten  in  einer  Fernsehzeile  korrespondieren  mit  der  Textzeile 
einer  Seite.  Fur  die  Ubertragung  der  Videotext-Daten  werden  8-bit  Worter  benutzt,  die  aus  7 In- 
formationsbits  und  1 Paritatsbit  bestehen. 

Die  Videotext-Information  kann  sendermaBig  in  den  Zeilen  7 bis  22  im  1 . Halbbild  und  den  Zeilen 
320  bis  335  im  2.  Halbbild  ubertragen  werden.  Die  Videotext-Daten  werden  von  PM  5415  und 
PM  5418  in  den  Zeilen  13,  14,  20,  21  und  326,  327,  333,  334  erzeugt.  In  der  Betriebsart  SECAM 
wird  Teletext  nur  in  den  FS-Zeilen  20,  21 , 333  und  334  ubertragen.  Nahere  Einzelheiten  zu  Lage 
und  Pegel  einer  Datenzeile  sind  in  Abbildung  2 dargestellt. 

Bei  TOP  und  FLOF/FASTEXT  wird  eine  weitere  Menuzeile  (Textzeile  25)  ubertragen,  die  sich  am 
unteren  Bildschirmrand  befindet.  Altere  Gerate  ohneTOP/FLOF  Funktion  ignorieren  diese  Zusatz- 
information. 
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7.1 .2  TOP  (Table  of  Pages) 

TOP-Videotext  ist  ein  erweiterter  Videotext-Service,  der  uber  einen  TOP-Videotext-Dekoder 
empfangen  werden  kann  und  z.Zt.  in  Deutschland  von  ARD  und  ZDF  ausgestrahlt  wird.  TOP 
ermoglicht  eine  schnelle  Orientierung  und  eine  effektive  Benutzerfuhrung. 

Die  Videotext-Seiten  sind  nach  Themenkreisen  geordnet  und  in  Gruppen  unterteilt.  In  einer 
Kommentarzeile  am  unteren  Bildrand  erfolgt  die  Zusatzinformation,  mit  welcher  Farbtaste  der 
Fernbedienung  die  nachste  Themengruppe  angewahlt  werden  kann.  Diese  Videotext-Seiten 
werden  von  einigen  Videotext-Dekodern  bereits  vorher  abgespeichert  und  stehen  somit  umge- 
hend  zur  Verfugung.  Die  Anwahl  der  Videotext-Seiten  erfolgt  durch  besondere,  farbige  Funktions- 
tasten  auf  der  Fernbedienung,  die  vorwiegend  nachfolgende  Bedeutung  haben: 


Tastenfarbe 

Erlauterung 

weiB  (i)  = Indexseite 

(INDEX) 

Seitenubersicht 

rot  = - 

fuhrt  zu  den  zuletzt  gesehenen  Seiten  zuruck 

grun  = z.B.  Karteikasten 

fuhrt  zum  nachsten  Block 

gelb  = z.B.  Themengruppe 

fuhrt  zur  1 . Seite  in  der  nachsten  Gruppe 

blau  = + 

fuhrt  zur  nachsten  Seite 

7.1.3  FLOF  (Full  Level-One  Features)/FASTEXT 

FLOF/FASTEXT  ist  ein  erweiterter  Teletext-Service,  der  uber  einen  FLOF-Teletext-Dekoder 
empfangen  werden  kann  und  u.a.  von  englischen  Fernsehanstalten  ausgestrahlt  wird  und  in 
verschiedenen  westeuropaischen  Landern  eingefuhrt  werden  soil.  FLOF/FASTEXT  ermoglicht 
eine  schnelle  Orientierung  und  aktive  Benutzerfuhrung. 

Die  Teletext-Seiten  sind  nach  Themenkreisen  geordnet  und  in  Gruppen  unterteilt.  In  einer 
Menuzeile  am  unteren  Bildrand  befinden  sich  vier  farbige  Zusatzinformationen  (Prompt),  die  mit 
gleichfarbigen  Tasten  der  Fernbedienung  aufgerufen  werden  konnen.  Fur  diesen  Zweck  werden 
die  Farben  rot,  griln,  gelb  und  blau  (von  links  beginnend)  benutzt.  Mit  der  Taste  ”i”  (weiB)  kann 
die  zugehorige  Indexseite  gewahlt  werden.  Die  uber  die  Menuleiste  direkt  anwahlbaren 
Teletextseiten  werden  von  einigen  Dekodern  bereits  vorher  gespeichert  und  stehen  dem 
Anwender  somit  umgehend  zur  Verfugung. 


7.1 .4  VPT  (Timer-Programmierung  durch  Videotext) 

Mit  VPT  ist  die  Bedienung  und  Timerprogrammierung  von  Videorekordern  vereinfacht  und  schnell 
moglich.  Voraussetzung  ist,  daB  Ihr  Videorekorder  mit  einem  Videotext/VPT-Dekoder  ausgerustet 
ist. 

Fur  eine  vorprogrammierte  Aufnahme  benotigt  der  Videorekorder  folgende  Daten,  die  in  einem 
’Timerblock’  gespeichert  werden  miissen: 

- das  Datum  der  Aufnahme 

- die  Programmnummer  der  Fernsehsendung 

- die  Start/Ende-Zeit  der  Aufnahme 

Diese  Daten  konnen  bei  Geraten  mit  VPT-Funktion  direkt  aus  den  entsprechenden  Programm- 
ubersichtstafeln  des  Videotextes  ubernommen  und  zum  Videorekorder  ubertragen  werden.  Die 
wahrend  der  Fernsehsendungen  ausgestrahlten  VPS-Daten  (ubertragen  in  FS-Zeile  16)  sorgen 
dann  automatisch  fur  eine  korrekte  Aufzeichnung  der  gewiinschten  Sendung. 
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Dieser  Bildmustergenerator  bietet  fur  VPT-Testzwecke  die  Videotextseite  300  ’VPT  TEST’  in  deut- 
scher  Sprache  an.  Fur  diese  Betriebsart  ist  der  TOP/FLOF-Schalter  an  der  Gerateruckwand  in 
Position  TOP  zu  schalten. 

Auf  Testseite  300  sind  die  normalen  Sendezeiten  in  weiBer  und  gelber  Farbe  dargestellt.  Mit  der 
Freigabetaste  (REVEAL)  der  Fernbedienung  konnen  zusatzlich  die  verdeckten  Zeiten  und  Daten 
sichtbar gemacht  werden  (in  violetter  Farbe).  Die  betroffenen  VPT-Daten,  Uhrzeit  und  Datum,  sind 
identisch  mit  den  Inhalten  der  VPS-Daten  der  Speicherplatze  1 bis  4,  siehe  Videotextseite  300. 
Durch  Neuprogrammierung  der  VPS-Speicher  1-4  werden  die  Timer-Daten  auf  Seite  300  gleich- 
zeitig  geandert.  Zur  Programmierung  der  VPS-Daten  benutzen  sie  die  Hinweise  aus  Kapitel 
7.4.3.4  ’Anderung  der  VPS-Daten’. 

In  Ihrer  Bedienungsanleitung  des  Videorekorders  finden  Sie  Hinweise,  wie  durch  Verwendung 
von  VPT  programmiert  wird. 


7.1 .5  PDC,  Videorekorder-Programmierung  durch  Videotext 

Mit  PDC  ist  die  Bedienung  und  Timerprogrammierung  von  Videorekordern  vereinfacht  und 
schnell  moglich.  Voraussetzung  ist,  daB  Ihr  Videorekorder  mit  einem  PDC-Videotext-Dekoder 
ausgerustet  ist. 

Fur  eine  vorprogrammierte  Aufnahme  benotigt  der  Videorekorder  folgende  Daten,  die  in  einem 
’Timerblock’  gespeichert  werden  mussen: 

- das  Datum  der  Aufnahme 

- die  Programmnummer  der  Fernsehsendung 

- die  Start/Ende-Zeit  der  Aufnahme 

Diese  Daten  konnen  bei  Geraten  mit  PDC-Funktion  direkt  aus  den  entsprechenden  Programm- 
ubersichtstafeln  des  Videotextes  ubernommen  und  zum  Videorekorder  ubertragen  werden.  Die 
wahrend  der  Fernsehsendungen  iiber  Videotext  ausgestrahlten  PDC-Daten  (RCF  Rekorder-Kon- 
trollfunktion)  sorgen  dann  automatisch  fur  eine  korrekte  Aufzeichnung  der  gewunschten  Sen- 
dung. 

Dieser  Bildmustergenerator  bietet  fur  PDC-Testzwecke  die  Videotextseite  300  ’PDC  TEST’  in  eng- 
lischer  Sprache  an.  Fur  diese  Betriebsart  ist  der  TOP/FLOF-Schalter  an  der  Gerateruckwand  in 
Position  FLOF  zu  schalten. 

Auf  Testseite  300  sind  Sendezeiten  und  Datum  in  weiB-gelber  bzw.  rot-weiBer  Farbe  dargestellt. 
Die  gezeigten  PDC-Daten,  Uhrzeit  und  Datum,  sind  identisch  mit  den  Inhalten  der  PDC-Speicher- 
platze  1 - 9.  Durch  eine  Neuprogrammierung  derPDC-Speicherplatze  1 - 4 werden  automatisch 
die  Timer-Daten,  Datum  und  Zeit,  auf  der  Teletextseite  300  geandert.  Die  Speicherplatze  5-9 
enthalten  feste  Daten.  Zur  Programmierung  der  PDC-Daten  benutzen  sie  die  Hinweise  aus  Kapi- 
tel 7. 4. 2.4  ’Anderung  der  PDC-Daten’. 

In  Ihrer  Bedienungsanleitung  des  Videorekorders  finden  Sie  Hinweise,  wie  durch  Verwendung 
von  PDC  programmiert  wird. 


7.1.6  Dl  DON  ANTI  OPE-Teletext 

Das  franzosiche  Videotext-System  Didon  Antiope  wird  vorwiegend  in  Frankreich  in  der  FS-Norm 
SECAM  L gesendet. 

Wie  beim  Videotext  werden  die  Antiope-Daten  seriell  in  den  Zeilen  wahrend  der  Vertikal-Austast- 
lucken  ubertragen,  die  nicht  auf  dem  Bildschirm  sichtbar  sind. 

Wahrend  beim  Videotext-Verfahren  die  Codierung  der  zu  ubertragenden  Daten  mit  dem  Aufbau 
des  Fernsehsignals  eng  verknupft  ist  - eine  Textzeile  ist  stets  einer  FS-Fernsehzeile  zugeord- 
net  - besteht  diese  beim  Antiope-System  nicht.  Anfang  und  Ende  von  Textseiten  und  Textzeilen 
wird  durch  zusatzliche  Steuerzeichen  erreicht.  Antiope  kann  auf  dem  Bildschirm  max.  24  Textzei- 
len zu  je  40  Zeichen  darstellen.  In  einer  zusatzlichen  Seitenubersicht  (En-tete  de  page)  konnen 
Hinweise,  wie  Seitennummer,  Uhrzeit  und  Datum  erfolgen. 
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Die  Antiope-lnformation  kann  sendermaBig  in  den  Zeilen  6 bis  22  im  1 . Halbbild  und  den  Zeilen 
31 9 bis  335  im  2.  Halbbild  ubertragen  werden.  Das  Antiope-Signal  wird  von  PM  541 5 und  PM  541 8 
in  den  Zeilen  20,  21  und  333,  334  erzeugt.  Nahere  Einzelheiten  zu  Lage  und  Pegel  einer  Didon 
Antiope  Datenzeile  sind  in  Abbildung  3 dargestellt. 

7.2  BEDIENUNG  DES  GERATES 

7.2.1  Bedienelemente  und  Anschliisse  (Modifikationen) 

Beschriftung  Funktion 


Frontplatte 


TXT  OFF 

TXT  ON, 


CLOCK 


Riickwand 


<s> 

§UK-TT 
AUTO 
ANTIOPE 


<s> 


Taste  zum  Ein-/Ausschalten  von  Videotext 
(nur  bei  PM  5415); 

PM  541 8 erzeugt  Videotext  automatisch  in  den 
zugelassenen  FS-Normen;  nicht  abschaltbar 

Taste  zur  Vorbereitung  der  Echtzeituhr- 
programmierung 


Schalter:  UK-TT/AUTO/ANTIOPE 

Schalter  dient  zur  Einstellung  ob  UK-Videotext, 

Antiope  bzw.  Videotext  Oder  Antiope  automatisch  in  der 
gewahlten  FS-Norm  erzeugt  wird. 


Schalter:  TOP/FLOF 

Bei  Videotext  kann  zwischen  TOP  und  FLOF 
umgeschaltet  werden. 

Dient  auch  zur  Wahl  von  PDC  und  VPS 
Stellung  FLOF:  PDC  Funktionen 
Stellung  TOP:  VPS  Funktionen 


7.2.2  Bedienung 

PM  5415:  Der  Videotext  wird  mit  der  Taste  TXT  ON/TXT  OFF’  ein-  Oder  ausgeschaltet.  Zur 
Auswahl  des  Videotext-Systems  befinden  sich  an  der  Gerateruckwand  zwei  Schalter.  Wenn  der 
Schalter  UK-Teletext/AUTO/ANTIOPE  auf  AUTO  seht,  ist  das  Videotext-System  abhangig  von  der 
gewahlten  Fernseh-Norm  (Daumenradschalter  PAL/NTSC),  siehe  Tabelle. 


Betriebsart  AUTO: 


FS-Norm:  PAL 

NTSC 

SECAM 

B/G/H 

1 

D 

N 

M 

M 

4.43 

B/G/H 

D/K/K1 

L 

UK  Videotext 

AUS 

Closed  Caption* 

Antiope 

* fur  Closed  Caption-Betrieb  siehe  Kapitel  7.4.4. 
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In  den  beiden  anderen  Positionen  des  Schalters  UK-TT/AUTO/ANTIOPE  ist  unabhangig  von  der 
eingestellten  FS-Norm  entweder  UK-Teletext  Oder  ANTIOPE  eingeschaltet,  wobei  die  Normen 
PAL  M und  NTSC  keinen  Videotextbetrieb  zulassen. 

Mit  dem  SchalterTOP/FLOF  an  der  Ruckwand  kann  auf  T OP-Videotext  Oder  FLOF-Teletext  umge- 
schaltet  werden. 

PM  5418  hat  keine  Taste  zum  Ein-  Oder  Ausschalten  von  Videotext.  Die  Bedienelemente  auf  der 
Gerateruckwand  sind  identisch  mit  PM  5415.  Videotext  wird  automatisch  in  der  jeweiligen 
FS-Norm  erzeugt. 

Anmerkung: 

Bei  dem  Testbild  Gittermuster,  es  hat  keinen  Zeilensprung  (624  Zeilen),  ist  Videotext  immer  abge- 
schaltet. 

Soweit  erforderlich,  lesen  Sie  bitte  in  der  Gebrauchsanleitung  Ihrer  Videogerate  nach,  wel- 
che  Moglichkeiten  Ihr  Videotext-Dekoder  bietet  und  wie  Videotext  zu  bedienen  ist. 


7.2.3  Inhalt  der  Videotext-Seiten  (TOP/FLOF) 

Dieses  Gerat  bietet  18  unterschiedliche  Testseiten  an. 

Die  Videotext-Seiten  haben  folgenden  Inhalt  (Software  Version  4.0): 


Seite  Inhalt  Bemerkungen/Anwendung 


100 

Indexseite,  Seitenubersicht 

Hinweis  auf  gewahlte  Betriebsart 
TOP  Oder  FLOF 

101 

Clock  cracker 

spezielles  Bitmuster  fur  Priifung  und 
Abgleich,  Texterneuerung 

102 

Testpage 

Zeichenvorrat,  Grafik, 

Farbtreppe,  Blinken,  weiB/schwarzer 
Hintergrund,  Freigabefunktion 

111 

Newsflash  (Schlagzeilen) 

Einblendfeld  im  Fernsehbild 

150 

Subtitle  (Untertitel) 

Einblendfeld  im  Fernsehbild 

200 

Zeichensatz  GB  (England) 

201 

Zeichensatz  D (Deutschland) 

Zeichensatz  *,  Grafik,  Hintergrund, 

202 

Zeichensatz  S/SF  (Schweden) 

Texthinweise  in  den  Landessprachen; 

203 

Zeichensatz  F (Frankreich) 

dient  zur  Uberprufung  der  verschiedenen 

204 

Zeichensatz  1 (Italien) 

Zeichensatze 

205 

Zeichensatz  E (Spanien) 

300 

FS-Programmseite  VPT-TEST  ** 

vereinfachte  Programmierung 

(TOR  deutscher  Text) 

> von  VCR-Geraten  durch 

FS-Programmseite  PDC-TEST  ** 
(FLOF,  englischer  Text) 

Videotext  mit  VPT  Oder  PDC 

400 

WeiBbild 

Dekoderabgleich,  RGB-Signal 

401 

Farbbalkensignal 

402 

spez.  Videotext-Testsignal 

Dekoderprufung,  Speichertest 

403 

spez.  Videotext-Testsignal 

Dekoderprufung,  Speichertest 

555 

VIDEOTEXT-Schriftzug 

Presentation 

560 

spez.  Farbbalkensignal 

Dekoderabgleich,  RGB-Signal 

* die  Zeichensatze  konnen  nur  vollstandig  dargestellt  werden,  wenn  der  Dekoder 
des  Empfangers  Liber  diese  Moglichkeit  verfugt. 

i k a die  PDC/VPT  Testdaten  sind  programmierbar 
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TOP 


c 

PI  00 

PM  5415/18 

TELETEXT 

TIME 

~\ 

L- 

Char.set  GB 

Newsflash 

+ 

J 

Farben 

rot 

grun 

gelb 

blau 

FLOF 

rpioo  | 

PM  5415/18  TELETEXT  TIME 


Decod.test  Char.set  Newsfl.  Clock  cr. 


rot  grun  gelb  blau 


Fig.  1 Darstellung  einer  Videotext-Seite  fur  TOP  und  FLOF/FASTEXT 


7.2.4  Inhalt  der  Didon  Antiope-Textseiten  (Software  Version  1 .3) 


Magazin 

Seite 

Inhalt/Bemerkungen 

0 

1 

Titelseite  (Page  de  garde),  Inhaltsverzeichnis  der  Magazine 

96 

10 

Untertitel  (MODE  DE  SOUS-TITRAGE  COMPATIBLE) 

100 

1 

Titelseite  (Page  de  garde),  Inhaltsverzeichnis 

250 

Zeichenvorrat 

251 

Spezielles  Testbild  'Clock  cracker’ 

252 

1 Spezielle  Testbilder,  z.B.  doppelte  Zeichenhohe,  Blinken 

253 

J (FLASH)  - entspricht  der  Antiope-Spezifikation  TDF  1 984 

500 

100 

ANTIOPE  in  GroBbuchstaben  (Page  de  garde) 

7.2.5  Prufung  und  Abgleich 

Das  Videotextsignal  besteht  aus  schnellen  Impulsen  und  Flanken,  die  durch  Amplitudenfehler, 
Verzerrungen,  Rauschen  und  Storimpulse  beeinfluBt  werden  konnen.  Eine  fehlerfreie  Dekodie- 
rung  aus  den  digitalen  Daten  hangt  von  moglichst  geringen  Storeinflussen  auf  dem  gesamten 
Ubertragungsweg  ab.  Unterschiedliche  Ausbreitungsverzerrungen  beeinflussen  das  digitale 
Datensignal  und  das  analoge  Fernsehsignal. 

Viele  der  von  PM  5415  und  PM  5418  erzeugten  Videotextzeilen  sind  besonders  fur  Pruf-  und 
Abgleicharbeiten  konzipiert. 

Der  Abgleich  von  Videotext-Dekodern  hangt  stark  von  den  verwendeten  Bauteilen  ab,  besonders 
von  den  integrierten  Schaltungen.  Detailierte  Abgleichanweisungen  sind  der  entsprechenden 
Service-Anleitung  der  Hersteller  zu  entnehmen. 
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7.3  PROGRAMMIERUNG  DER  ECHTZEITUHR 


Die  Programmierung  der  Echtzeituhr  wird  durch  Betatigung  folgender  Tasten  eingeleitet: 


RECALL 


CLOCK 


Das  Jahr  steht  im  Frequenzanzeigefeld.  Mit  den  Zifferntasten  kann  die  Jahreszahl  geandert 
werden.  Durch  Betatigung  der  STORE-Taste  wird  die  Jahreszahl  gespeichert.  Die  Monatszahl 
erscheint  in  der  Anzeige.  Die  vollstandige  Eingabeprozedur  sieht  wie  folgt  aus: 


RECALL  - CLOCK 


Anzeige  der  Jahreszahl 


Anderung  der  Jahreszahl  mit  Zifferntasten  Speicherung  der  Jahreszahl, 

und  Bestatigung  mit  STORE-Taste  Anzeige  des  Monats 


Anderung  des  Monats  mit  Zifferntasten  - STORE 


Speicherung  des  Monats, 
Anzeige  des  Tages 


Anderung  des  Tages  mit  Zifferntasten  - STORE 


Speicherung  des  Tages, 
Anzeige  der  Stunde 


Anderung  der  Stunde  mit  Zifferntasten  - STORE 


Speicherung  der  Stunde, 
Anzeige  der  Minute 


Anderung  der  Minute  mit  Zifferntasten  - STORE 


Speicherung  der  Minute, 

Verlassen  des  Programmiervorgangs 
der  Echtzeituhr 


Hinweis: 

Die  geanderten  Daten  werden  erst  nach  Beendigung  der  kompletten  Eingabeprozedur  zur  Echt- 
zeituhr ubertragen  und  ausgefuhrt. 
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WeiBpegel 
100% 


66  % 


Signal- 

ed 

0 % 


Bemerkung: 

Datenzeile  13,14,20,21 

326,  327,  333,  334 


Fig.  2 Lage  und  Pegel  von  Videotext-Datenzeilen 


ausnutzbar  fur  Antiope-Datenzeilen 


Bemerkung: 

Datenzeile  20,  21 , 333,  334 


WeiBpegel 


Schwarzpegel 


Fig.  3 Lage  und  Pegel  von  Antiope-Datenzeilen 
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7.4  PDC,  VPS  UND  CLOSED  CAPTION  (CC) 

7.4.1  Einleitung 

Dieser  Abschnitt  enthalt  Informationen  uber .die  Bedienung  der  PDC  (Program  Delivery  Control), 
VPS  Video-Progamm-System)  und  QCC  (Closed  Caption)  Option  fur  die  TV  Bildmuster 
Generatoren  der  PM  5415  / PM  5418  Familie. 

Die  TV  Bildmuster  Generatoren  PM  5415  / PM  5418  -TXS,  -TNS,  TDS  und  -TDSI  erzeugen  PDC 
und  VPS  Signale  fur  die  Fernsehnormen  PAL  B/G/H/D/l  und  N und  QCC  fur  die  Norm  NTSC  M 
und  NTSC  4,43  MHz.  Neun  verschiedene  Datensatze  konnen  Giber  das  Tastenfeld  gewahlt  wer- 
den.  FGir  PDC  und  auch  fur  VPS  sind  vier  dieser  Datensatze  frei  programmierbar.  Fur  QCC  gibt 
es  keine  Programmiermoglichkeit,  da  die  Testsignale  bereits  fertig  programmiert  zur  Verfugung 
stehen  (insgesamtacht  verschiedene  Testsequenzen).  Speicherplatz  neun  in  QCC  isteine  auto- 
matische  Abfolge  der  Speicherinhalte  eins  bis  acht. 

Eine  umfassende  Prtifung  allerPDC,  VPS  und  QCC  FunktionenfurGerate  in  Produktion  und  Ent- 
wicklung  kann  somit  durchgefGihrt  werden. 

Die  Auswahl  zwischen  PDC  und  VPS  geschieht  mit  dem  Schalter  TOP/FLOF  auf  der  RGickwand 
des  Gerates.  Die  Wahl  von  TOP  schaltet  automatisch  VPS  an,  wahrend  PDC  in  der  Norm  FLOF 
aktiv  ist. 

Die  Wahl  zwischen  PDC/VPS  und  QCC  geschieht  mit  dem  Normenschalter  (Daumenradschal- 
ter)  auf  der  RGickwand,  abhangig  von  der  Fernsehnorm. 

Die  Eingabe  von  PDC-  Oder  VPS-Daten  geschieht  mittels  eines  Textstreifens  auf  dem  Fernseh- 
schirm. 

Seit  1985  werden  VPS-Daten  von  den  deutschen  Fernsehsendern  ARD  und  ZDF  ausgestrahlt. 
VPS  wurde  ebenfalls  in  der  Schweiz  und  in  Osterreich  eingefGihrt. 

PDC  wurde  1992  in  GroBbritannien  eingefGihrt.  1993  wurde  es  in  den  Niederlanden  introduziert. 
Es  ist  geplant,  PDC  in  verschiedenen  europaischen  Landern,  auch  in  denen  mit  VPS,  einzufGihren. 
QCC  wird  offiziell  im  Juli  1 993  in  den  USA  eingefGihrt.  Gesetze  schreiben  vor,  daB  Gerate  mit  einer 
Bilschirmdiagonale  groBer  13”  mit  einem  QCC-Decoder  ausgeriistet  sein  miissen. 

7.4.2  PDC-Beschreibung 

Genauere  Angaben  zu  PDC  konnen  der  EBU  Spezifikation  ’EBU  specification  of  the  domestic 
video  Programme  Delivery  Control  system  (PDC)’  entnommen  werden. 

Ein  allgemeiner  Uberblick  folgt  im  AnschluB. 

PDC  wird  nach  ’CCIR  sytem  B teletext  extension  data  packets  of  type  8/30  format  2’  ubertragen. 

PDC  besteht  aus  zwei  Teilen,  namlich  der  PSF  (Preselection  Function)  und  der  RCF  (Recording 
Control  Function). 


PM  541 5 /PM  541 8 VIDEOTEXT  (PDC),  VPS,  CLOSED  CAPTION 


CD 

7-11 


Die  Preselection  Funktion  (PSF)  gestattet  es,  den  Speicher  des  Rekorders  mit  den  Angaben 
uber  die  Sendung  zu  programmieren.  Der  Zuschauer  wahlt  die  aufzuzeichnende  Sendung  aus 
der  Teletextseite  aus  und  ubernimmt  die  Daten  in  den  Rekorder.  Die  PSF  Funktion  ist  aktiv,  wenn 
Teletext  eingeschaltet  ist  und  ist  unabhangig  von  PDC. 

Die  Rekorder  Steuerfunktion  (RCF)  gestattet  den  Start  und  das  Beenden  einer  Aufnahme 
gesteuertvom  Sender,  sofern  der  Videorekorder  mit  PDC  ausgerustet  ist.  RCF  ist  aktiviert,  sobald 
’RECALL  - PDC  - Speichernummer  (1  bis  9)’  gewahit  wurde.  Zusatzlich  mul3  der  Schalter 
FLOF/TOP  in  Stellung  FLOF  sein.  Die  RCF/PDC  Funktion  ist  nur  mit  eingebauter  PDC  Option 
einschaltbar. 

7.4.2. 1 Ubersicht  uber  die  Bedienung  von  PDC 

Einschalten  durch  Wahl  eines  der  PDC  Speicher  1 bis  9 mit  ’RECALL  - PDC  - n 

(n  = 1 ...  9)’.  Der  Schalter  FLOF/TOP  ist  in  Stellung  FLOF. 

Ausschalten  durch  ’RECALL  — PDC  — O’. 

Daten  initialisieren  durch  Tastenkombination  ’STORE  — CH  — PDC’. 

Andern  der  Daten  der  Inhalt  der  Speicher  1 bis  4 kann  durch  den  Benutzer  geandert 

werden.  PDC-Speicher  5 bis  9 sind  nicht  zu  andern. 

Art  der  Speicherung  EEPROM 

Anzeige  der  Inhalte  durch  Einblenden  eines  Textstreifens  in  das  aktive  Testbild  auf  dem 

Bildschirm. 

Textstreifenbreite  1/6  der  Bildschirmhohe 

Textposition  entweder: 

a.  in  einer  der  sechs  Positionen  auf  dem  Schirm 

b.  uber  den  Bildschirm  laufend 

c.  unsichtbar,  ausgeschaltet 
(PDC-Daten  werden  weiterhin  ubertragen). 
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7.4.2.2 


Einschalten  von  PDC 


PATTERN/KEYBOARD 


sat 

GREY 

SCALE 


VISION  CARRIER 


MEMORY 


FREQUENCY/MHz  CH  VPS/PDC  PCC 


COLOR 

BAR 


DEM 


CH 


0R 

_ @G 

III  -108 


PAL/NTSC  4:3  VIDEO  INT 

SECAM  - 16:9  ^ VIDEO  EXT, 


VPS/ 

PDC 

pcc' 


CLOCK 


VIDEO  AMPL 


CHROMA  AMPL 


0 

100%  150% 


VIDEO 


IN 


OUT 


RF  AMPL 

10|iV  100|jV 

N^lmV 

lOmV 


RFOIFT 


750 


750 


750 


RECALL 


PDC 


1 ...  9 (Ziffer) 


Durch  Drucken  dieser  Tasten  wird  ein  gespeicherter  PDC-Code  aufgerufen.  Der  gesendete 
PDC-Code  wird  gleichzeitig  in  das  Bild  eingeblendet.  Die  Einblendung  besteht  aus  drei  Text- 
zeilen. 


In  der  1 . Zeile  stehen  das  Wort  ’PDC-CODE  ’ und  der  aktuelle  Speicherplatz.  Angezeigt  wird  eben- 
falls  die  Einstellung  des  Tones. 

Die  PDC-Daten  werden  in  der  2.  Zeile  angezeigt.  Aus  Platzmangel  werden  die  Beschreibungen 
abgekurzt. 

Beispiel: 


PDC  Code  n:  STEREO 


31.15 

31:63 

255 

255 

255 

3 

15 

DD.MM 

HH:MM 

CTRY 

NET 

PTY 

R 

FI 

Datum 

Zeit 

Land 

Sender- 

kennung 

Programm- 

Typ 

reservierte 

Bits 

Flags  PRF, 
LUF  und  LCI 

Anmerkung: 

1 . Die  Einzelbits  werden  zu  einer  Zahl  zusammengefaBt  (siehe  letzte  Spalte) 

2.  Die  maximal  moglichen  Werte  sind  in  der  Tabelle  dargestellt. 

3.  Das  MSB  Bit  im  FI  Wert  ist  das  PRF  Bit,  das  MSB-1  Bit  ist  das  LUF  Bit  und  die  zwei  LSB  Bits 
sind  die  LCI  Bits. 
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Die  Ton-Kennung  hangt  von  derEinstellung  des  Generators  ab  und  hatdiefolgende  Bedeutung: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

Kein  Ton  (do  not  know  code) 

0 

0 

7. 4. 2.3  Abschalten  von  PDC 


RECALL 


PDC 


0 


Das  PDC  Signal  wird  durch  Drucken  dieser  Tasten  ausgeschaltet. 

7.4.2.4  Andern  von  PDC-Daten 


INPUT 


Durch  Drucken  dieser  Tasten  wird  PDC  zur  Programmierung  aktiviert.  Zur  Uberprufung  der 
Eingabe  ist  ein  Monitor  Oder  Fernsehempfanger  notwendig. 

Auf  dem  Schirm  erscheint  hinter  dem  PDC-Code  ein  Fragezeichen  und  ein  Cursor  (Strich) 
erscheint  unterhalb  des  Datums. 

Der  Cursor  kann  mit  den  Tasten  STEP  A und  STEP  V bewegt  werden.  Wenn  der  Cursor  den 
rechten  Rand  des  Bildes  erreicht  hat,  erscheint  er  nach  dem  nachsten  Schritt  wieder  links  am 
Anfang  der  Reihe  und  auch  umgekehrt. 

Die  neuen  Daten  werden  mit  dem  Zahlentasten  eingegeben.  Die  maximal  moglichen  Eingabe- 
werte  richten  sich  nach  der  Anzahl  der  Bits,  die  PDC  hierfur  vorsieht;  daher  kann  nicht  jeder 
beliebige  Wert  eingegeben  werden. 

Sollte  eine  ungultige  Eingabe  versucht  werden,  erscheint  anstatt  einer  Zahl  ein  Fragezeichen. 
Solange  dieses  Fragezeichen  erscheint,  ist  es  nicht  mdglich,  die  Cursortasten  zu  benutzen. 
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Das  Speichern  erfolgt  mit  den  Tasten: 


STORE 


(Zlffer) 


Soil  der  neue  Datensatz  unter  der  Nummer  abgespeichert  werden,  der  zu  Beginn  der  Program- 
mierung  aktiv  war,  wird  der  ’Leercode’  ubertragen.  Ansonsten  wird  der  neue  Datensatz  unter  der 
gewahlten  Speicherplatznummer  abgelegt.  Soli  er  ubertragen  werden,  so  muB  der  Speicherplatz 
erneut  aufgerufen  werden  mit: 


RECALL 


PDC 


(Ziffer) 


Die  Eingabe  kann  mit  den  Tasten  ’STORE  - RECALL’  unterbrochen  werden;  die  eingegebenen 
Daten  sind  dann  verloren.  Die  ursprunglichen  Daten  erscheinen  wieder  auf  dem  Bildschirm. 

Hinweis: 

Die  Speicherplatze  5 bis  9 sind  nicht  programmierbar. 


7.4.2.5  Verschieben  der  Texteinblendung  auf  dem  Bildschirm 


RECALL 


PDC 


CH 


Durch  Drucken  dieser  Tasten  wird  die  Texteinblendung  Schritt  fur  Schritt  abwarts  iiber  den 
Bildschirm  bewegt.  Durch  Drucken  einer  beliebigen  Taste  kann  die  Bewegung  jederzeit  gestoppt 
werden.  Es  ist  mbglich,  die  Texteinblendung  unsichtbar  zu  machen,  wobei  die  PDC-Daten 
weiterhin  ubertragen  werden. 

Wird  der  Generator  in  dieser  Einstellung  abgeschaltet  und  spater  wieder  eingeschaltet,  so  bleibt 
der  PDC-Anzeigeblock  wieder  unsichtbar  und  wird  nach  Betatigung  obiger  Tasten  auf  dem  Bild- 
schirm sichtbar. 


7.4.2.6  Initialisieren  des  PDC-Speichers 

Ein  gezieltes  Initialisieren  der  10  Speicherplatze  mit  PDC  ist  mbglich.  Die  PDC-Daten,  die  der 
Benutzer  abgelegt  hat,  werden  dabei  Ciberschrieben.  Gleichzeitig  werden  die  VPS-Daten  uber- 
schrieben. 


Tastenfolge: 


STORE 


CH 


PDC 


Ein  gleichzeitiges  Initialisieren  des  Gerates  zusammen  mit  den  PDC-Daten  erfolgt  mit: 


STORE 


CH 


STEP 


V 
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Inhalt  der  Speicherplatze  1 ...  9: 


Speicher- 

platz 

PIL 

CNI 

PTY 

Bemerkungen 

Datum 

DD.MM 

Zeit 

HH.MM 

Land 

Programm- 

quelle 

1 

24.12 

14.30 

045 

193 

255 

2 

24.12 

16.00 

045 

193 

255 

3 

21.05 

10.42 

010 

170 

170 

4 

10.10 

21.21 

021 

085 

085 

5 

31.15 

31.63 

045 

193 

255 

keine  Programm- 
kennung  (PIL) 

6 

00.15 

31.63 

045 

193 

255 

System-Statuscode 

7 

00.15 

30.63 

045 

193 

255 

Leercode 

8 

00.15 

29.63 

045 

193 

255 

Unterbrechungscode 

9 

00.15 

28.63 

045 

193 

255 

nicht  zu  beachtender 
Code 

VPS-Beschreibung 

Genaue  Informationen  uber  Aufbau  und  Inhalte  von  VPS  sind  in  der  Technischen  Richtlinie  ARD/ 
ZDF  Nr.  8R2  ’’Video-Programm-System  (VPS)”  zu  entnehmen. 

Hier  ein  grober  Oberblick: 

VPS  hat  ahnliche  Funktionen  wie  PDC.  Der  wesentliche  Unterschied  besteht  darin,  dal3  die 
VPS-Daten  in  einer  besonderen  FS-Zeile  (Zeile  16)  in  der  Vertikai-Austastlucke  iibertragen  wer- 
den.  Die  Datenubertragung  geschieht  im  Biphase-Code  und  enthalt  15  Datenworter  zu  je  8 Bit. 
Die  Ubertragungsrate  betragt  2,5  MBit/s. 

Von  den  1 5 Datenwortern  dienen  die  ersten  beiden  zur  Synchronisation  des  Empfangers  und  zur 
Identifikation  der  Datenzeile.  Die  Worte  3 und  4 enthalten  eine  Quellenkennung,  die  fur  VPS  ohne 
Bedeutung  ist. 

Wort  5 enthalt  eine  Tonkennung  (Mono/Zweiton/Stereo)  in  2 Bits.  Die  restlichen  Bits  sind  fur 
zukiinftige  Anwendungen  reserviert. 

Wort  6 stellt  eine  programmbezogene  Signalinhalt-Kennung  dar;  es  ist  ebenso  wie  die  Worte  7 
bis  1 0 fur  VPS  ohne  Bedeutung. 

Die  Worte  11  bis  15  stellen  mit  ihren  40  Bits  die  eigentliche  VPS-Information  dar. 

Im  einzelnen  bedeuten  die  Bits: 


Bits 

Information 

0-1 

Senderkennung  2 MSBs 

2-6 

Sendetag 

7-10 

Sendemonat 

11-15 

Sendebeginn  (Stunde) 

16-21 

Sendebeginn  (Minute) 

22-25 

Land 

26-31 

Senderkennung  restliche  6 Bits 

32-40 

Programmart 

00  + -Vi 
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Anstelle  eines  Beitragsbeginns  (Datum  und  Uhrzeit)  konnen  auch  einige  Sondercodes  ausge- 
strahlt  werden.  Zur  Zeit  sind  u.a.  folgende  Codes  vorgesehen: 

- Leercode:  er  kennzeichnet  nicht  aufzeichnungswurdige  Sendungen  (z.B.  Testbild). 

- Unterbrechungscode: 

er  markiert  gewunschte  Oder  ungewunschte  Programmunterbrechungen 

- System-Statuscode: 

er  gibt  an,  da6  trotz  vorhandener  Datenzeile  keine  gultige  Programmkennung  ausgestrahlt 
wird. 


7.4.3.1  VPS-Bedienung  (Ubersicht) 


Einschalten  durch  Aufruf  eines  der  VPS  Speicherplatze  1 - 9 mittels 

’RECALL  - VPS  - Speicherplatznummer  1 - 9. 

Der  FLOF/TOP-Schalter  an  der  Gerateriickwand  mul3  sich  in  Stellung 
TOP  befinden. 

Ausschalten  durch  ’RECALL  - VPS  - 0’ 


Initialdaten 


Datenanderung 


Datenspeicher 

Inhaltsanzeige 


durch  Aufruf  mit  den  Tasten  'STORE  - CH  - VPS’; 

es  sind  auf  den  VPS-Speicherplatzen  1 - 9 geeignete  VPS-Daten  ab- 

gespeichert,  insbesondere: 

Statuscode,  Leercode,  Unterbrechungscode 

die  Inhalte  der  Worte  5 und  11-14  konnen  beliebig  fur  die  VPS-Spei- 
cherplatze  1 - 4 fiber  die  Geratetastatur  geandert  werden.  Die 
VPS-Speicherplatze  5-9  sind  nicht  programmierbar. 

EEPROM 

durch  Einblendung  als  Textstreifen  in  das  aktuelle  Testbild  auf  dem 
Bildschirm 


Streifenbreite  1/6Bildhohe 

Streifenposition  wahlbar: 

a.  in  jedem  Sechstel  des  Bildschirms 

b.  durchlaufend 

c.  unsichtbar,  abgeschaltet 
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7.4.3.2  Einschalten  des  VPS-Signals 


VISION  CARRIER 


PATTERN/KEYBOARD 


MEMORY 


FREQUENCY/MHz  CH  VPS/PDC  QCC 


n 


i 


GREY 

SCALE 


COLOR 

BAR 


PAL/NTSC 
SECAM  J 


4:3 


STO  0-9 


RCLO-9 


ESS 


CH 

VPS/ 

pdc 

pcc 


VCR 


PURITY 


©R 

@G 

©B 


VIDEO  INT 
VIDEO  EXT- 


VPS/  I 

pdc  y 

pcc" 


CLOCK 


1 I * 8 


M5 

1.50 

1.25 


INPUT 


.50  STEP  l||fH^| 


VIDEO  AMPL 


CHROMA  AMPL 


o 

100%  150% 


VIDEO 


IN 


OUT 


750 


750 


RF  AMPL 

10|iV  100|iV 

>^1mV 

lOmV 


RFOUT 


750 


RECALL  VPS  1 ...  9 (Ziffer) 


Durch  Betatigung  dieser  Tasten  wird  ein  im  Speicher  abgelegter  VPS-Code  eingeschaltet.  Der  er- 
zeugte  VPS-Code  wird  gleichzeitig  in  das  Fernsehbild  eingeblendet.  Die  Einblendung  besteht  aus 
drei  Textzeilen. 

In  der  1 . Zeile  steht  das  Wort  ’VPS-Code’  und  die  eingestellte  Speicherplatz-Nummer.  Zusatzlich 
wird  in  dieser  Zeile  die  eingestellte  Tonbetriebsart  des  Generators  angezeigt. 

In  der  2.  Zeile  sind  die  VPS-Daten  dargestellt,  die  in  der  3.  Zeile  erlautert  werden.  Aus  Platzgrun- 
den  sind  die  Beschreibungen  abgekurzt. 


Beispiel: 


VPS  Code  n: 

STEREO 

31.15 

31:63 

255 

255 

255 

3 

Datum 

Uhrz. 

Land 

Sen 

PTY 

R 

Datum 

Uhrzeit 

Land 

Senderkennung 

Programm- 

Typ 

reservierte 

Bits 

Hinweis: 

1 . Einzelbits  werden  zu  einer  Zahl  zusammengefaBt  (siehe  letzte  Spalte). 

2.  Die  maximalen  Eingabewerte  sind  in  der  Tabelle  dargestellt. 
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Die  Tonkennung  richtet  sich  nach  der  Gerateeinstellung  und  hatfolgende  Bedeutung: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

No  SND  (Tontrager  AUS) 

0 

0 

Die  Bereichskennung  ist  in  den  Werten  fur  die  Programmquelle  enthalten  und  kann  in  alien 
programmierbaren  VPS-Speicherplatzen  verandert  werden.  Es  gelten  folgende  Werte: 


Bereichskennung 

Einstellbereich  der  Programmquelle 

1 

192  - 255 

2 

128  - 191 

3 

64  - 127 

4 

0-63 

7.4.3.3  Ausschalten  des  VPS-Signals 


RECALL 


VPS 


0 


Durch  Betatigung  dieser  Tasten  wird  das  VPS-Signal  wieder  ausgeschaltet. 

7.4.3.4  Veranderung  der  VPS-Daten 


INPUT 


VPS 


Durch  Betatigung  dieser  Tasten  wird  die  Eingabe  eines  neuen  VPS-Codes  vorbereitet.  Zur  Uber- 
prufung  der  Eingabe  ist  ein  Monitor  Oder  Fernsehempfanger  erforderlich. 

Auf  dem  Bildschirm  erscheint  hinter  dem  Wort  ’VPS-Code’  ein  Fragezeichen  sowie  ein  Cursor 
(Strich)  unter  der  Datumsanzeige.  Der  Cursor  kann  mit  den  STEP-Tasten  nach  rechts  (STEP  V) 
und  nach  links  (STEP  A)  bewegt  werden.  Wenn  das  Ende  der  Zeile  erreicht  wird,  erscheint  der 
Cursor  wieder  am  Anfang  der  Zeile  bzw.  umgekehrt. 

Die  Eingabe  des  neuen  Codes  erfolgt  mit  den  Zifferntasten.  Die  GrdBe  derZahlenwertefurdie  ver- 
schiedenen  Parameter  ist  durch  die  dafur  im  VPS-Code  vorgesehene  Anzahl  von  Bits  begrenzt, 
so  daB  nicht  beliebige  Zahlen  eingegeben  werden  konnen.  Bei  nicht  zugelassenen  Eingaben  er- 
scheint an  Stelle  der  Ziffer  ein  Fragezeichen.  So  lange  wie  in  einer  Zahl  noch  ein  Fragezeichen 
steht,  kann  diese  nicht  mit  den  Cursortasten  verlassen  werden.  Mit  der  Taste  ’CH’  konnen  auBer- 
dem  Codes  eingegeben  werden,  die  der  Biphase-Regel  widersprechen.  Diese  Codes  werden  auf 
dem  Bildschirm  durch  X bzw.  XX  dargestellt.  Die  einzelnen  Codes  sind  anschlieBend  aufgefuhrt. 

Der  Anwender  sollte  Kenntnisse  uber  Zusammenhange  und  Aufbau  der  VPS-Datenzeile  haben. 
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Codes  fur  Biphase-Fehler  (Binardarstellung): 


Fehler 

ausgegebener  Bisphasecode 

Tag 

0 10L0 

Monat 

101H 

Stunde 

0 1L10 

Minute 

10H010 

Land 

L010 

Senderkennung 

1 L 1010 

Programmart 

1111  1 H1 1 

reservierte  Bits 

HL 

L A Biphasefehler  00,  H A Biphasefehler  1 1 


Die  Eingabe  wird  abgeschlossen  mit  den  Tasten: 


STORE 


1 ...4 


(Ziffer) 


Soil  der  neue  Datensatz  unter  der  Nummer  abgespeichert  werden,  der  zu  Beginn  der  Program- 
mierung  aktiv  war,  so  wird  der  ’Leercode’  ubertragen.  Ansonsten  wird  der  neue  Datensatz  unter 
dergewahlten  Speicherplatznummer  abgelegt.  Soil  er  ubertragen  werden,  so  muB  ererneutauf- 
gerufen  werden  mit: 


RECALL 


VPS 


(Ziffer) 


Die  Eingabe  kann  mit  den  Tasten  ’STORE  - RECALL’  abgebrochen  werden.  Die  eingegebenen 
Werte  gehen  dann  verloren.  Es  wird  der  Zustand  wieder  hergestellt,  der  zu  Beginn  der  Eingabe 
vorlag. 

Hinweis: 

Die  Speicherplatze  5 bis  9 sind  nicht  programmierbar. 


7.4.3. 5 Verschiebung  des  VPS-Anzeige-Blockes  auf  dem  Bildschirm 


RECALL 


VPS 


CH 


Durch  Betatigung  dieser  Tasten  verschiebt  sich  der  VPS-Anzeige-Block  schrittweise  nach  unten 
uber  den  Bildschirm.  Er  kann  durch  Betatigen  einer  beliebigen  Taste  jederzeit  wieder  angehalten 
werden  (auch  auBerhalb  des  Bildes);  in  diesem  Fall  ist  der  Anzeige-Block  auf  dem  Bildschirm 
unsichtbar.  Die  VPS-Daten  werden  aber  weiterhin  gesendet. 

Wird  das  Gerat  in  diesem  Betriebszustand  ausgeschaltet,  so  bleibt  bei  Netzeinschaltung  der 
VPS-Anzeigeblock  wieder  unsichtbar  und  wird  nach  Betatigung  obiger  Tasten  auf  dem  Bildschirm 
sichtbar. 


h*  + oo 
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7.4.3.6  Programmierung  der  VPS-Zeile  (Speicherplatz  10) 


RECALL 


VPS 


(Dezimalpunkt) 


Mit  dieser  Tastenfolge  wird  Speicherplatz  1 0 aufgerufen,  in  dem  der  VPS-Code  der  Zeile  1 6 des 
Fernsehbildes  bitweise  programmierbar  ist. 

Diese  Betriebsart  sollte  nur  verwendet  werden,  wenn  sich  der  Anwender  mit  der  Bedeutung  der 
einzelnen  Worte  in  Zeile  16  und  dem  verwendeten  Code  genau  auskennt. 

Die  Darstellung  auf  dem  Bildschirm  erfolgt  mittels  eines  dreizeiligen  Impulsdiagramms: 

1 . Zeile:  Worte  1 bis  5 (von  links  nach  rechts,  MSB  rechts) 

2.  Zeile:  Worte  6 bis  10 

3.  Zeile:  Worte  11  bis  15 

In  dieser  Betriebsart  ist  die  gesendete  Tonkennung  (in  Wort  5)  unabhangig  von  der  Gerateeinstel- 
lung. 

Wenn  man  nach  Aufruf  dieses  Speichers  die  Tasten  ’INPUT’  und  ’VPS’  betatigt,  erscheint  der  Cur- 
sor unter  den  ersten  vier  Bits  der  ersten  Zeile.  AuBerdem  werden  in  der  Titelzeile  der  Anzeige  die 
Cursorposition  und  der  Inhalt  des  markierten  Platzes  dargestellt. 

Wort  1 1/4:  05D  = Wort  1 , das  1 . Nibble  hat  den  Wert  5 (dezimal) 

(im  Impulsdiagramm  steht  das  hochstwertige  Bit  rechts) 

Jetzt  kann  jedes  Nibble  (Halb-Byte)  durch  Eingabe  einer  Dezimalzahl  zwischen  0 und  1 5 definiert 
werden.  Dabei  sind  zur  Eingabe  eines  jeden  Wertes  immer  zwei  Ziffern  erforderlich,  z.B.  03.  Der 
Cursor  kann  mit  den  ’Step-Tasten’  nach  links  und  rechts  bewegt  werden. 

Die  Eingabe  kann  mit  ’STORE’  abgeschlossen  werden;  die  eingegebenen  Werte  werden  dann 
gespeichert.  Der  Vorgang  wird  mit  ’RECALL’  abgebrochen;  die  neuen  Werte  gehen  dann  ver- 
loren. 


Beispiel: 


a.  Aus  der  Tabelle  bzw.  Fig.  4 den  gewunschten  Status  als  Binarinformation  entnehmen, 
z.B.  Mono 


Bit  1 

Bit  2 

Mono 

0 

1 
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b.  Umwandlung  der  Binarinformation  in  den  Biphase-Code. 
Der  Biphase-Code  ist  in  Fig.  6 erlautert. 


Bit  1 

Bit  2 

Binar 

0 

1 

Biphase-Code 

0 1 

1 0 

c.  Umwandlung  des  Biphase-Codes  in  die  Dezimalzahl,  das  hochstwertige 
Bit  (MSB)  steht  rechts. 


Biphase-Code 

0 1 

1 0 

Wertigkeit 

dezimal 

1 2 

4 8 

Dezimalzahl 

0+2  + 4+0 

Uber  die  Tastatur  wird  im  Programmierbetrieb  die  Zahlenfolge  ”0  6” 
eingegeben.  Dabei  mul3  sich  der  Cursor  unter  dem  1 . Nibble  von  Wort  5 
befinden. 


Die  Titelzeile  zeigt  die  Information: 
’ZEILE  16  WORT  05  1/4:06D’ 


Nach  Betatigung  der  STORE-Taste  werden  die  geanderten  Daten 
gesendet. 


e.  Ubersicht  zur  Eingabe  der  Wortkennung  (Wort  5,  Nibble  1/4). 


Dezimal- 

Bitmuster 

Binar- 

Ton 

Eingabe 

Biphase-Code 

Code 

Status 

LSB 

MSB 

It.  Norm 

0 9 

1 0 

0 1 

1 

0 

Stereo 

0 5 

1 0 

1 0 

1 

1 

Dual 

0 6 

0 1 

1 0 

0 

1 

Mono 

1 0 

0 1 

0 1 

0 

0 

kein  Ton 

00  + ^1 


Time 
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Fig.  5 Pegel  und  Lage  der  VPS-Datenzeile  (FS-Zeile  1 6) 


zu  ubertragende 
Binarinformation 


komplementare 
Elemente  fur  jedes  Bit 


in  Spannungen  umgesetzte 
Komplementarelemente 


Ausgangssignal  nach 
Bandbegrenzung 


A A 


A A A A A A (Phasensprung) 


0°  180°  0°  0°  0°  180°  180°  0°  180°180°  0°  Phaselage 


Fig.  6 Erzeugung  des  Biphase-Codes 


00  + -si 
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7.4.3.7 


Initialisierung  der  VPS-Speicherplatze 


Eine  definierte  Belegung  der  10  Speicherplatze  mit  VPS-Daten  ist  aus  dem  Betriebsprogramm 
(PROM)  moglich.  Vom  Anwender  abgelegte  VPS-Daten  werden  durch  die  Initialisierung  des  Spei- 
chers  uberschrieben.  Gleichzeitig  ertolgt  eine  Uberschreibung  der  PDC-Datenspeicher. 

Tastentolge: 


STORE 


CH 


VPS 


Eine  gleichzeitige  Initialisierung  von  Gerateeinstellungen  und  VPS-Daten  wird  durch: 


STORE 


CH 


STEP 

v 


vorgenommen. 

Inhalte  der  Speicherplatze  1 ...  9: 


Speicher- 

platz 

PIL 

CNI 

PCS 

reservierte 

Bits 

PTY 

Bemerkungen 

Datum 

DD.MM 

Zeit 

HH.MM 

Land 

Programm- 

quelle 

24.12 

14.30 

045 

193 

255 

24.12 

16.00 

045 

193 

255 

21.05 

10.42 

010 

170 

170 

■ 

10.10 

21.21 

021 

085 

085 

5 

31.15 

31.63 

045 

193 

0 

255 

keine  Programm- 
kennung  (PIL) 

6 

00.15 

31.63 

045 

193 

0 

255 

System-Statuscode 

7 

00.15 

30.63 

045 

193 

0 

255 

Leercode 

8 

00.15 

29.63 

045 

193 

0 

255 

Unterbrechungscode 

9 

00.15 

28.63 

045 

193 

0 

255 

nicht  zu  beachtender 
Code 

Inhalt  Speicherplatz  10  (programmierbare  VPS-Zeile) 

Durch  die  Initialisierung  wird  Speicherplatz  10  mit  folgendem  Inhalt  geladen: 


Bemerkungen 

Wort  1: 

5555H 

RUN  IN  (MSB  auf  dem  Bildschirm  rechts) 

Wort  2: 

9951 H 

Startcode 

Wort  3 ...  5: 

5555H 

alles  auf  1 gesetzt 

Wort  6: 

556AH 

Testbildkennung 

Wort  7 ...  10: 

5555H 

Wort  1 1 : 

9999H 

Wort  12: 

6666H 

Wort  13: 

9999H 

Wort  14: 

6666H 

Wort  15: 

5555H 

* H A Hex 
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7.4.4  Beschreibung  von  Closed  Caption  PCC 

Genaue  Information  uber  die  Norm  und  die  Inhalte  von  Closed  Caption  sind  vom  EIA-608  Stan- 
dard ’LINE  21  DATA  SERVICES  FOR  NTSC’  und  vom  ’FCC  Report  and  Order  FCC91-1 19’  und 
’FCC  Memorandum,  Opinion  and  Order  FCC  92-157’  erhaltlich. 


Ein  allgemeiner  Uberblick  uber  Closed  Caption  wird  im  Folgenden  gegeben: 

Mit  Wirkung  vom  1.  Juli  1993  mussen  alle  Fernsehempfanger  mit  einer  Bildschirmdiagonale 
groBer  als  13”  in  den  USA  mit  einem  Closed  Caption  Decoder  ausgerustet  sein. 

Closed  Caption  wird  in  Zeile  21  im  1 . Halbbild  der  vertikalen  Bildaustastlucke  ubertragen. 

Der  Fernsehempfanger  erlaubt  dem  Zuschauer  die  Wahl  von  Fernsehbildern  mit  und  ohne  Unter- 
titel.  Eine  dritte  BetriebsartTEXT  ist  ebenfalls  moglich.  Closed  Caption  ubertragt  die  Daten  in  zwei 
verschiedenen  Kanalen,  die  in  dieser  Betriebsanleitung  Cl  und  C2  genannt  werden. 


Es  werden  folgende  Closed  Caption  Betriebsarten  angeboten: 


1 . Roll-up  mode: 

2.  Pop-on  mode: 

3.  Paint-on: 


2,  3 oder  4 fortlaufende  Textzeilen 


Maximal  4 Zeilen,  nicht  notwendigerweise  aufeinanderfolgend,  an  ei- 
ner beliebigen  Stelleauf  dem  Schirm.  Die  Daten  werden  nach  Empfang 
eines  ’End  of  Caption’-Befehls  angezeigt. 


Aufeinanderfolgende  Daten  ohne  ein  ’Caption-Ende’  Zeichen  werden 
ubertragen.  Die  Daten  werden  sofort  nach  Empfang  angezeigt.  Es  ist 
kein  ’End  of  Caption’-Befehl  erforderlich. 


Im  PM  5415  / PM  5418  konnen  die  Closed  Caption  Daten  nicht  geandert  werden. 


Hinweis: 

Speicherplatz  9 ist  eine  automatische  Abfolge  der  Speicherplatze  1 ...  8. 
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7.4.4.1  Einschalten  von  Closed  Caption  QCC 

VISION  CARRIER 


PATTERN/KEYBOARD 


MEMORY 


FREQUENCY/MHz  CH  VPS/PDC  PCC 


n 


GREY 

SCALE 


MULTI 

BURST 


STO  0-9 


RCLO-9 


m 


CH 

VPS/ 

PDC 

pcc 


©R 

©G 

©B 


VIDEO  INT 
VIDEO  EXX- 


VPS/ 

PDC 

pcc1 


CLOCK 


El  El  Id  Id 


1 .75 

| .50  STEP 


INPUT 


VIDEO  AMPL 


CHROMA  AMPL 


150% 


VIDEO 


IN 


OUT 


750 


750 


RF  AMPL 

10||V  100  pV 

N^lmV 

lOmV 


RFOUT 


750 


VIDEO  EXT 


RECALL  PCC  1-9  (Ziffer) 


Durch  Drucken  dieser  Tasten  wird  PCC  eingeschaltet. 

Zusatzlich  dazu  muB  der  Daumenradschalter  an  der  Ruckwand  in  der  Stellung  NTSC  M Oder 
NTSC  4.43  stehen. 


7.4.4.2  Ausschalten  von  Closed  Caption  P3CC 


RECALL 


VIDEO  EXT 

peel  ( 


Durch  Drucken  dieser  Tasten  wird  PCC  ausgeschaltet. 


CD 
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7.4.4.3  Speicherinhalte  vonPCC 


Speicher- 

platz 

Caption  1 

Zeile 

Spalte 

Caption  2 

Zeile 

Spalte 

Bemerkungen 

1 

Roll-up 

Roll-up 

4 Zeilen,  Gn 

4 Zeilen,  Rt 

Ziffern  und 

Sonderzeichen, 

GroGbuchstaben 

13 

1 

Kleinbuchstaben 

4 

1 

2 

Roll-up 

Roll-up 

3 Zeilen,  Gn 

3 Zeilen,  Rt 

Spezialzeichen 

Text  wie 

wie  ®,  ® usw. 

13 

1 

Caption  1 

4 

1 

3 

Paint-on 

6 

1 

Paint-on 

6 

1 

4 Zeilen,  Gn 

11 

1 

4 Zeilen,  Rt 

8 

1 

Optionale 

12 

1 

Optionale 

13 

1 

Zeichen  1 + 2 

15 

1 

Zeichen  3 + 4 

15 

1 

4 

Roll-up 

Roll-up 

4 Zeilen,  Bl 

14 

1 

4 Zeilen,  Rt 

5 

1 

Optionale 

Optionale 

Zeichen  5 

Zeichen  6 

5 

Pop-on 

Pop-on 

Kein  Loschbefehl 

4 Felder 

4 Felder 

Ws 

3,4 

16 

Ge 

12,  13 

16 

Cy 

12,  13 

1 

Gn 

1,2 

1 

Rt  (opt.  Zeichen) 

12,  13 

16 

Ma  (opt.  Zeichen) 

12,  13 

1 

Gn 

3,  4 

1 

Rt 

1,2 

16 

6 

Pop-on 

Pop-on 

Schirm  wird  vor 

ahnlich  wie  5, 

ahnlich  wie  5, 

jedem  Feld 

keine  optionalen 

keine  optionalen 

geloscht 

Zeichen 

Zeichen 

7 

Paint-on 

Paint-on 

4 Zeilen 

4 Zeilen 

Gn,  unterstrichen 

3 

8 

Bl 

12 

8 

Cy 

12 

8 

Ge,  unterstrichen 

3 

8 

Bl 

4 

8 

Ma 

11 

8 

Ma 

11 

8 

Ws 

4 

8 

8 

Paint-on 

Paint-on 

Textmodus 

2 Zeilen 

2 Zeilen 

aktiviert 

Gn 

6,  7 

1 

Rt 

6,7 

1 

9 

Standig  sich  wiederholender  Inhalt  der  Speicherplatze  1 bis  8 

Bl  = Blau;  Cy  = Cyan;  Gn  = Grun;  Ma  = Magenta;  Rt  = Rot;  Ws  = Weil3;  Ge  = Gelb 


Zu  Beginn  eines  Closed-Caption  Datensatzes  gibt  es  Befehle,  die  vorhandenen  Bildschirminhalte 
zu  loschen.  Da  die  Daten  zyklisch  ausgegeben  werden,  wird  der  Bildschirm  nach  jedem  vollstan- 
digen  Datensatz  wieder  geloscht. 


Bei  den  optionalen  Zeichen  handelt  es  sich  meist  um  akzentuierte  Zeichen.  Wenn  der  Empfanger 
diese  Zeichen  nicht  unterstutzt,  wird  der  entsprechende  Buchstabe  ohne  Akzent  dargestellt. 
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TECHNISCHE  DATEN 

PDC/VPS/CC-FUNKTIONEN  Gerateversionen  siehe  Seite  7-1 ; 

FS-Standard  SECAM  nur  bei  PM  5418 


8.1  VIDEOTEXT-SYSTEME 


Wahl  des  Videotext-Systems 


automatische  Wahl  eingeschaltet 

- FS-Norm  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

automatische  Wahl  abgeschaltet 

- FS-Norm  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Signal-Ausgang 

Video-Signal 


Teletext  B (GroBbritannien) 

Teletext  A (Frankreich) 

automatisch  mit  FS-Norm 

Oder  manuell  mit  Schalter  UK-TT/AUTO/ANTIOPE 

auf  der  Gerateruckwand 

Oder  Fernsteuerung:  PM  5418  TDSI 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 


UK  Teletext/DIDON  ANTIOPE, 
DIDON  ANTIOPE/UK  Teletext, 
DIDON  ANTIOPE/UK  Teletext, 


wahlbar 

wahlbar 

wahlbar 


VIDEO  OUT,  BNC-Buchse 
AUDIO/VIDEO  OUT,  Scart-Buchse 


modulierter  Bildtrager 


RF  OUT,  BNC-Buchse 


8.2  VIDEOTEXT-SYSTEM  UK-TELETEXT  (CCIR  System  B) 


8.2.1  System-Daten 

Ubertragungsart 
Signalpegel  ’0’ 

Signalpegel  T 

- Toleranz 
Bitrate 

Datentakt 

- Toleranz 
— Standard 

Versionen  -TDS,  -TNS,  -TDSI 

Daten-Referenzpunkt 

- Position 

Inhalt  der  Datenzeile 
Datenfilter 


binar  NRZ  (Non-Return-to-Zero) 
Schwarzpegel 

66  % der  Differenz  zwischen  Schwarzpegel 
und  Spitzenwert  WeiBpegel 
±6% 

444  x fH 

6,9375  MHz 

<30  ppm 
<3  ppm 

vorletztes  1-Bit  von  Taktsynchron-Burst 
12,3  ns  ±0,7  ns 

360  Bits  als  45  Bytes  mit  je  8 Bits 
Sin2-Filter 
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8.2.2  Text-Daten 

Page-Betriebsart 

- Wahl  der  Betriebsart 
— PM  541 5 

— PM  5418 
Datenzeilen 

- PAL  Normen 

- SECAM  Normen 

- Seitenanzahl 

— FLOF-System  eingeschaltet 
Seiten  mit  FLOF-Inhalt 

Inhalt  FLOF-Seiten  mit  PSF 

(Preselection  Function) 

— TOP-System  eingeschaltet 
Seiten  mitTOP-Inhalt 

Inhalt  TOP-Seiten  mitVPT 

(Vorauswahlfunktion) 

8.2.3  FLOF/FASTEXT/TOP-System 

FLOF/FASTEXT-System  gewahlt 

TOP-System  gewahlt 


ein-/ausschaltbar  mit 
Schalter  TXT  OFF/TXT  ON 
immer  eingeschaltet 


13,  14,  20,  21, 326,  327,  333  und  334 
Oder  nur  20, 21 , 333  und  334; 
intern  einstellbar  mit  Lotschalter 

20,  21 , 333  und  334 

18  verschiedene  Seiten 
Seitennummmern: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

400,  401 , 402,  403,  555,  560 

Seitennummer  300, 

der  PSF  Teil  der  Seite  ist  uber  PDC  programmierbar 
(PSF  = PDC-Vorauswahlfunktion) 

18  verschiedene  Seiten 
Seitennummern: 

100, 101,  102,  111,  150,  200, 

201,202,  203,  204,  205,  300, 

400,  401 , 402,  403,  555,  560 

Seitennummer  300, 

der  VPT-Teil  der  Seite  ist  uber  VPS  programmierbar 

einstellbar  mit  Schalter  FLOF/TOP 
an  der  Gerateruckwand 

Kombination  von: 

FLOF/FASTEXT  Zugangssystem  zu 

Videotext-Seiten 

PSF  (PDC-Vorauswahlfunktion) 

RCF  (PDC  Rekorderkontrollfunktion) 

Kombination  von: 

TOP  Zugangssystem  zu  Videotext-Seiten 
VPT  (Vorauswahlfunktion) 

VPS  (VCR-Kontrollfunktionen) 
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8.3  DIDON  ANTIOPE  TELETEXT-SYSTEM  (CCIR  System  A) 


8.3.1  System-Daten 

Obertragungsart 
Signalpegel  ’O’ 

Signalpegel  T 

- Toleranz 

Bitrate 

Datentaktfrequenz 

- Toleranz 
— Standard 

— Versionen  -TDS,  -TNS,  -TDSI 


binar  NRZ  (Non-Return-to-Zero) 

Schwarzpegel 

7/3  der  Sync-Amplitude 
+0%...  -10% 

397  x fH 

6,203125  MHz 

<30  ppm 
<3  ppm 


Daten-Referenzpunkt 
- Position 
Datenfilter 


8.3.2  Text-Daten 

Page-Betriebsart 

Datenzeilen 

- Seitenanzahl 

- Inhalt 


Vorderflanke  des  Taktsynchron-Burst  zu 
Vorderflanke  Zeilensync  bei  halber  Amplitude 
10,5  [is  ±0,32  jxs 


Sin2-Filter 


immer  eingeschaltet 
20,  21,333  und  334 

7;  nahere  Einzelheiten  siehe  Kapitel  7.2.4 
Testseiten  mit  unterschiedlichem  Inhalt 
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8.4  RCF  (PDC  RECORDING  CONTROL  FUNCTION) 

8.4.1  System-Daten 


Obertragungsart 

uber  Teletext  (CCIR  System  B) 

Modulationsart 

binar  NRZ  (Non-return-to-Zero) 

Signalpegel  ’0’ 

Schwarzpegel 

Signalpegel  T 

66  % der  Differenz  zwischen 
Schwarzpegel  und  Spitzenwert  WeiBpegel 

- Toleranz 

±6% 

Bitrate 

444  X f H 

Datentakt 

6,9375  MHz 

- Toleranz 

— Standardgerate 

<30  ppm 

— Versionen  -TDS,  -TNS,  -TDSI 

<3  ppm 

Daten-Referenzpunkt 

vorletztes  1-Bit  von  Taktsynchron-Burst 

- Position 

12,3  ns  ±0,7  ns 

Inhalt  der  Datenzeile 

45  Bytes  mit  je  8 Bits 

- Prafix 

Bytes  1 ...  5 

- Bestimmungscode 

Byte  6 

- Daten 

Bytes  7 ...  45 

— Initial-Teletextseite 

Bytes  7 ...  12 

— ’Label  channel  identifier’ 

(LCI) 

Byte  13;  Bit  0 und  1: 

programmierbar  uber 
Fernsteuerung 

— 'Label  update  flag’ 

(LUF) 

Byte  13;  Bit  2: 

programmierbar  uber 
Fernsteuerung 

— reserviert,  bislang  nicht  definiert 

Byte  13;  Bit  3: 

programmierbar  uber 

Fernsteuerung 

— Status  analoger  Ton 

(PCS) 

Byte  14;  Bit  0 und  1: 

Mehrkanalton-Status; 
Code  entspricht  dem 
aktuellen  Ton-Status 
des  Generators 

— reserviert,  bislang  nicht  definiert 

Byte  14;  Bit  2 und  3: 

programmierbar  uber 

Fernsteuerung 

— Land 

(CNI) 

Byte  15: 

programmierbar 

Byte  21 ; Bit  2 und  3: 

programmierbar 

Byte  22;  Bit  0 und  1 : 

programmierbar 
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— Senderkennung 

(CNI) 

Byte  1 6;  Bit  0 und  1 : 

programmierbar 

Byte  22;  Bit  2 und  3: 

programmierbar 

Byte  23: 

programmierbar 

— Tag 

(PIL) 

Byte  16;  Bit  2 und  3: 

programmierbar 

Byte  17;  Bits  0 ...  2: 

programmierbar 

— Monat 

(PIL) 

Byte  17;  Bit  3: 

programmierbar 

Byte  18;  Bits  0 ...  2: 

programmierbar 

— Stunde 

(PIL) 

Byte  1 8;  Bit  3: 

programmierbar 

Byte  1 9: 

programmierbar 

— Minute 

(PIL) 

Byte  20: 

programmierbar 

Byte  21 ; Bit  0 und  1 : 

programmierbar 

— Programmtyp 

(PTY) 

Byte  24  und  25: 

programmierbar 

— Programmtitel 

(PTL) 

Bytes  26 ...  45: 

nicht  veranderbar 

Datenfilter 

sin2-Filter 

8.4.2  RCF-Bedienung 

RCF  Systemauswahl 


RCF-Signal 

Wahl  Ein/Aus 

- Ein 

- Aus 

vorgegebene  Daten 

- Inhalt  der  Speicherplatze 

- Speicherplatz  1 ...  4 

- Speicherplatz  5 ...  9 

- PDC  Datenspeicher 

Anzeige  aktueller  PDC-Daten 
auf  dem  Bildschirm 


einstellbar  mit  TO  P/FLO  F-Schalter  an  der  Gerate- 
ruckwand  durch  Wahl  von  FLOF 
(siehe  Kapitel  8.2.3) 


durch  Aufruf  eines  PDC-Speicherplatzes  1 ...  9 
durch  Aufruf  von  PDC-Speicherplatz  0 


9 Speicherplatze,  siehe  Bedienungsteil  Kap.  7 

frei  programmierbar 
nicht  programmierbar 

EEPROM 

durch  Einblendung  als  horizontaler  Textstreifen 
in  das  aktuelle  Testbild  auf  dem  Fernsehschirm 


Textstreifen 

- Hohe 

- Position 

- Inhalt  (in  englischer  Sprache) 


1/6  Bild 
wahlbar: 

a)  in  jedem  Sechstel  des  Bildschirms 

b)  durchlaufend,  aller  Positionen 

c)  unsichtbar,  abgeschaltet 

siehe  Bedienungsteil,  Kapitel  7 
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8.5  VPS  (VIDEO  PROGRAMME 
SYSTEM) 

8.5.1  System-Daten 

Ubertragungsart 
Modulationsart 
Signalpegel  ’0’ 

Signalpegel  T 


- Toleranz 
Bitrate 

Datentakt 

- Toleranz 

— Standardgerate 
— Versionen  -TDS,  -TNS,  -TDSI 

Daten-Referenzpunkt 

- Position 
Signalform 

- Pulsbreite  bei  halber  Amplitude 

8.5.2  VPS-Daten 

Inhalt  der  Datenzeile 

Run-in 

Startcode 

Daten 

- nicht  maBgebend  fur  VPS 

- Status  analoger  Ton  (PCS) 


- reserviert,  bislang  nicht  definiert  (PCS) 

- reserviert  fur  zukunftige  Anwendungen 

- nicht  maBgebend  fur  VPS 

- Land  (CNI) 


nur  verfugbar  bei  Normen  mit  625  Zeilen 


uber  Fernsehzeile  16 
Biphase-Modulation 
Schwarzpegel 
0,5  V 

bei  0,7  V Differenz  zwischen  Schwarzpegel 

und  Spitzenwert  WeiBpegel 

±5% 

320  X fH 

5,0  MHz 

<30  ppm 
<3  ppm 

Vorderflanke  des  Taktsynchron-Burst  zu 
Vorderflanke  Zeilensync  bei  halber  Amplitude 
1 1 ,6  |is  ±0,2  ns 

etwa  cos2 
200  ns  ± 1 0 ns 


15  Bytes  zu  je  8 in  biphase  codierten  Datenbits 
Byte  1 : 16  wechselnde  Bits 

101010...  beginnend  mit  1 
Byte  2:  16  Bits 

10/00/10/10/10/01/10/01 

Bytes  3 ...  15 

Bytes  3 ...  4:  alle  Bits  1 

Byte  5;  Bit  0 und  1 : Mehrkanalton-Statuscode, 

entspricht  dem  aktuellen 
Ton-Status  des  Generators 
Byte  5;  Bit  2 und  3:  programmierbar 

Byte  5;  Bits  4 ...  7:  alle  Bits  1 

Bytes  6.. .10:  alle  Bits  1 

Byte  13;  Bit  6 und  7:  programmierbar 
Byte  14;  Bit  0 und  1 : programmierbar 
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- Senderkennung 

(CNI) 

Byte  1 1 ; Bit  0 und  1 : 

programmierbar 

Byte  14;  Bits  2 . 

.7: 

programmierbar 

- Tag 

(PIL) 

Byte  1 1 ; Bits  2 . 

.6: 

programmierbar 

- Monat 

(PIL) 

Byte  1 1 ; Bit  7: 

programmierbar 

Byte  12;  Bits  0 . 

. 2: 

programmierbar 

- Stunde 

(PIL) 

Byte  12;  Bits  3 .. 

..  7: 

programmierbar 

- Minute 

(PIL) 

Byte  13;  Bits  0 ., 

..  5: 

programmierbar 

- Programmart 

(PTY) 

Byte  1 5: 

programmierbar 

VPS-Bedienung 

VPS  Systemauswahl 


VPS-Signal 

Wahl  Ein/Aus 

- Ein 

- Aus 

vorgegebene  Daten 

- Inhalt  der  Speicherplatze 

- Speicherplatz  1 ...  4 
--  Speicherplatz  5 ...  9 

VPS  Datenspeicher 

Anzeige  aktueller  VPS-Daten  aut 
auf  dem  Bildschirm 

- Textstreifen 

- Hohe 

- Position 


— Inhalt  (in  deutscher  Sprache) 


einstellbar  mit  TOP/FLOF-Schalter 
an  Gerateruckwand  durch  Wahl  von  TOP 
(siehe  Kapitel  8.2.3) 


durch  Aufruf  eines  VPS-Speicherplatzes  1 ...  9 
durch  Aufruf  des  VPS-Speicherplatzes  0 


9 Speicherplatze,  siehe  Bedienungsteil  Kap.  7 

frei  programmierbar 
nicht  programmierbar 

EEPROM 

durch  Einblendung  als  horizontaler  Textstreifen 
in  das  aktuelle  Testbild  auf  dem  Fernsehschirm 


1/6  Bild 
wahlbar: 

a)  in  jedem  Sechstel  des  Bildschirms 

b)  durchlaufend,  aller  Positionen 

c)  unsichtbar,  abgeschaltet 

siehe  Bedienungsteil,  Kapitel  7 
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8.6  CLOSED  CAPTION  (CC), 
US-Standard 


8.6.1  System-Daten 

Ubertragungsart 

Modulationsart 

Signalpegel  ’0’ 

Signalpegel  ’1’ 

- Toleranz 

Bitrate 

Datentaktfrequenz 

- Toleranz 

— Standardgerate 
— Versionen  -TDS,  -TNS,  -TDSI 

Daten-Referenzpunkt 


- Position 

Inhalt  der  Datenzeile 

- Synchronisierungswort 

- Startbit 

- Daten 


— Codierung 

— Ubertragungsfolge 
Signalform 


nur  verfugbar  bei  Normen  mit  525  Zeilen, 
NTSC  M und  NTSC/4.433 


uber  Fernsehzeile  21  im  1.  Halbbild 
binar  NRZ  (Non-return-to-Zero) 

0 IRE  * (Synchronpegel) 

50  IRE  *;  (*1  IRE  = 1 %) 

± 2,5  IRE 

32  xfH 

503,4965  kHz 

<30  ppm 
<3  ppm 

Vorderflanke  vom  Synchronisations-Wort  zu 
Vorderflanke  Zeilensync  bei  halber  Amplitude 

10,5  (is  ±0,5  (is 

7 Perioden  sinusformiger  Burst  und  17  Datenbits 
7 Perioden  sinusformiger  Burst 

1 Bit 

1 6 Bits 

bestehend  aus  zwei  8-Bit  Zeichen 

7-Bit  Code  entsprechend  USASCII  X3.4-1967 
mit  zugefiigtem  ungeraden  Prufbit 

in  numerischer  Reihenfolgem  von  Bit  1 ...  Bit  8 

naherungsweise  2T 


PM  541 5 / PM  541 8 TELETEXT  (PDC),  VPS,  CLOSED  CAPTION 


CD 


8.6.2  CC-Ausstattung 

Betriebsart  Untertitel  1 
(Caption  Mode  1) 

- Anzeigeart ’Pop-on’ 

- Anzeigeart ’Paint-on’ 

- Anzeigeart  ’Roll-up’ 

Betriebsart  Untertitel  2 
(Caption  Mode  2) 

Betriebsart  Text 

8.6.3  Bedienung  von  Closed  Caption 
CC-Signal 

Wahl  Ein/Aus 

- Ein 

- Aus 

vorgegebene  Daten 

- Inhalt  der  Speicherplatze 

Datenspeicher  Closed  Caption 


drei  Anzeigearten  sind  verfugbar: 

’Pop-on’ 

’Roll-up’ 

’Paint-on’ 

Speicherplatze  5 und  6; 

Inhalt  s.  Bedienungsteil  Kap.  7.4.4.3 

Speicherplatze  3,  7 und  8; 

Inhalt  siehe  Kapitel  7.4.4.3 

Speicherplatze  1 , 2 und  4, 

Inhalt  siehe  Kapitel  7.4.4.3 

9 Speicherplatze  wie  Caption  Mode  1 

mit  unterschiedlichen  Inhalten,  s.  Kap.  7.4.4.3 

Speicherplatz  8,  Inhalt  s.  Kap.  7.4.4.3 


durch  Aufruf  eines  CC-Speicherplatzes  1 ...  9 
durch  Aufruf  von  CC-Speicherplatz  0 


siehe  Bedienungsteil,  Kapitel  7 
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Beilage  zur  Gebrauchsanleitung  PM  5415  / PM  5418 

Diese  Beilage  enthalt  erganzende  bzw.  ersetzende  Informationen  zur  Gebrauchsanleitung  und 
betrifftfolgende  Gerateversionen: 
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INHALTSVERZEICHNIS 

9.1  ALLGEMEINES 

9.2  BEDIENUNG  DES  GERATES 

9.2.1  Bedienelemente  und  Anschlusse 

9.2.2  Bedienung 

9.2.3  Obersicht  Betriebsarten  MONO/STEREO-Ton 

9.3  TECHNISCHE  DATEN 


9.1  ALLGEMEINES 

Das  Tonsignal  wird  durch  Frequenzmodulation  des  hochfrequenten  Tontragers  ubertagen  (nur  in 
der  Fernsehnorm  SECAM  L erfolgt  AM-Modulation).  DieTontragerfrequenz  ist  von  der  verwende- 
ten  Fernsehnorm  abhangig,  z.B.  bei  PAL  B,G,H  5,5  MHz  und  bei  PAL  I 6,0  MHz. 

Bei  Fernsehstationen  liegt  die  Tontragerfrequenz  oberhalb  des  jeweiligen  Bildtragers,  wahrend 
PM  5415  und  PM  5418  Zweiseitenbandsignale  erzeugen.  Dieses  ist  fur  die  Uberprufung  von 
Fernsehausriistungen  unerheblich. 

Eine  Mdglichkeit  urn  Stereo-  Oder  Zweitonsend ungen  zu  ubertragen,  ist  das  Zwei-Tontrager- 
Verfahren,  das  in  Deutschland,  der  Schweiz  und  den  Niederlanden  Anwendung  findet  (Standard 
PAL  B,G).  Das  zweite  Tonsignal  wird  liber  einen  zusatzlichen  Tontrager  ubertragen.  Diese  Tontra- 
gerfrequenz liegt  etwa  242  kHz  oberhalb  des  ersten  Tontragers  z.B.  5,742  MHz  bei  PAL  B,G. 

Urn  Stereo-  und  Zweiton-Sendungen  unterscheiden  zu  konnen,  wird  fur  den  2.  Tontrager  ein 
zusatzlicher  Pilottrager  von  54,68  kHz  verwendet.  Dieser  Pilottrager  wird  zusatzlich  mit  zwei 
Kennfrequenzen  AM-moduliert  (1 17,5  Hz  bei  Stereo  bzw.  274,1  Hz  bei  Zweiton-Sendungen).  Der 
Pilottrager  und  die  Kennfrequenzen  sind  mit  der  Zeilenfrequenz  gekoppelt.  Die  Preemphase 
betragt  fur  beide  Tontrager  50  lis. 

Das  Gerat  erlaubt  externe  Modulation  von  einem  Stereo-Tuner/Verstarker,  Tonband  Oder  Kasset- 
tenrekorder,  wobei  PM  5415  / PM  5418  als  HF  Modulator  dient. 
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9.2  BEDIENUNG  DES  GERATES 


9.2.1  Bedienelemente  und  Anschlusse 
Beschriftung/Buchse 


Frontplatte 

SOUND 

MODULATION 

INTERN 

EXTERN 

Q)  CARRIER 

1 @ 1 

1 © 

MONO 

DUAL 

© . 

STEREO 

L L R 


Funktion 

Drucktasten  zur  Wahl  der  Tonmodulationsarten 

Tontrager  mit  int/ext.  Modulation, 

Tontrager  EIN/AUS 

Modulationsarten:  Mono,  Zweiton,  Stereosignal 

Tonfrequenzen  1 kHz,  3 kHz  fur  Kanal  1 /links 
bzw.  1 kHz  fur  Kanal  2/rechts 

* Textplatte  PM  5415 


Riickwand 


AUDIO/VIDEO  OUT 


Audio/Video-Ausgang,  Euro-AV-Buchse  (SCART) 
Genormter  AnschluB  fur  Fernseh-  und  Videosysteme 
AnschluBbelegung: 

Pin  Signal 

1 Audio,  (R/M2)*1 

3 Audio  Mono,  (L/M1)*1 

4 Masse  Audio 

8 Schaltspannung,  FBAS-Status 

17  Masse  Video 

1 9 Video 

21  Masse  Chassis 


AUDIO  IN 


Audio-Eingang,  5poiige  DIN-Buchse  (180°) 

Pin  Signal 

2 Masse 

3 Audio  Mono,  (L/M1)*1 

5 Audio  Mono,  (R/M2)*1 


1 bei  Betriebsart  Stereo/Zweiton 
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9.2.2  Bedienung 

Gerate  mit  Stereo-  und  Zweiton-Ausstattung  haben  im  Gegensatzzum  Grundgerat  ein  erweitertes 
Tastenfeld  SOUND  mit  9 Drucktasten.  Allen  Tasten  sind  Leuchtdioden  zugeordnet,  die  jeweils  den 
Ein-  Oder  Auszustand  anzeigen.  Bei  Abschaltung  des  Tontragers  mit  der  Taste  CARRIER  Oder 
Umschaltung  von  interner  auf  externe  Modulation  wird  die  momentane  Tonbetriebsart  im  Spei- 
cher  abgelegt  und  bei  Riickkehr  zur  alten  Betriebsart  komplett  wieder  eingestellt.  Diese  Funktion 
erhoht  den  Bedienungskomfort  des  Gerates. 

Bei  externer  Modulation  wird  das  externeTonsignal  (Mono  Oder  Stereo)  der  Buchse  AUDIO  INPUT 
zugefuhrt,  die  sich  an  der  Gerateruckseite  befindet. 

Die  richtige  Tontragerfrequenz  wird  automatisch  durch  die  Einstellung  mit  den  Daumenrad- 
Schaltern  PAL/NTSC  bzw.  SECAM  vorgenommen,  die  sich  auf  der  Ruckwand  des  Gerates  befin- 
den. 

Analoger  Stereo-  und  Zweiton-Betrieb  ist  nur  in  den  Fernsehnormen  PAL  B,G,H  moglich. 


Hinweis: 

Nach  dem  Einschalten  des  Tontragers  kann  es  einige  Sekunden  dauern,  bis  die  genaue  Ton- 
tragerfrequenz erreicht  wird. 
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9.2.3  Obersicht  Betriebsarten  Mono/Stereo-Ton 


Betriebsart 

Ton/Modulation 

Tontrager 

CARRIER 

MODULATION 
INTERN  EXTERN 

MONO 

★ 

DUAL 

★ 

STEREO 

L 

Ml 

1 kHz 

L 

Ml 

3 kHz 

R 

M2 

1 kHz 

Anmerkung 

Tontrager 

ausgeschaltet 

0 

Mono, 

ohne  Tonsignal 

X 

X 

X 

0 

0 

Mono,  Tonsignal 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

Mono, 

externes  Tonsignal 

X 

X 

X 

ext.  Tonsignal  an 
Buchse 
AUDIO  IN: 

Pin  3/5 

Zweiton, 
ohne  Tonsignal 

X 

X 

X 

0 

O 

0 

Zweiton,  Mono  1 , 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

O 

Zweiton,  Mono  2, 
1 kHz 

X 

X 

X 

0 

0 

X 

Zweiton,  Mono  1 , 
1 kHz  (3  kHz) 

+ Mono  2,  1 kHz 

X 

X 

X 

X 

(X) 

X 

Zweiton, 

externes  Tonsignal 

X 

X 

X 

ext.  Tonsignal  an 
Buchse 
AUDIO  IN: 

Pin  3 Mono  1 
Pin  5 Mono  2 

Stereo, 

ohne  Tonsignal 

X 

X 

X 

0 

0 

0 

Stereo,  linker  Kanal 
1 kHz  (3  kHz) 

X 

X 

X 

(X) 

X 

0 

Stereo,  rechter  Kanal 
1 kHz 

X 

X 

X 

0 

0 

X 

Stereo,  linker  Kanal 
1 kHz  (3  kHz) 

+ rechter  Kanal  1 kHz 

X 

X 

X 

X 

(X) 

X 

Stereo, 

externes  Tonsignal 

X 

X 

X 

ext.  Tonsignal  an 
Buchse 
AUDIO  IN: 

Pin  3 links 
Pin  5 rechts 

O = Betriebsart  ausgeschaltet 
X = Betriebsart  eingeschaltet 
★ = Zweiton/Stereoton  bei  PAL  B,  G 
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9.3  TECHNISCHE  DATEN 

DUAL,  STEREO-Ton  gultig  fur  -TX,  -TXS  Versionen 

und  PM  5418TXI 

Betriebsart  ’Mono’ 

Tontrager  1 ein/ausschaltbar; 

gekoppelt  mit  Zeilenfrequenz 
durch  PLL 


Frequenz 

4,5  MHz 

M,N 

5,5  MHz 

B,G,H 

6,0  MHz 

1 

6,5  MHz 

D,K,K1,L 

(SECAM  Ton-Norm  nur 
PM  5418) 

Toleranz 

<30  ppm 

fur  -TX,  -TXS  Versionen 

Toleranz  (bei  23  °C) 

<1  ppm 

1 fur  PM  5418TXI 

TemperatureinfluB 

2 ppm 

Alterung 

2 ppm/Jahr 

J 

Bild/Tontrager-Abstand 

13  dB 

M,N 

13  dB 

B,G,H 

12  dB 

1 

11  dB 

D,K,K1,L 

Tonmodulation 

intern 

ein/auschaltbar 

extern 

ein/ausschaltbar 

Modulationsart 

FM 

Frequenzmodulation 

AM 

Amplitudenmodulation 

FM  Frequenzmodulation 

alle  TV  Systeme  auBer 
SECAM  L 

Preemphase 

50  [is 

B,D,G,H,I,K,K1 

75  [as 

M,N 

FM  INTERN 

1 ±0,1  kHz 

Sinussignal 

3 ±0,3  kHz 

umschaltbar 

Modulationshub 

30  ±2  kHz 

B,G,H  1 

28  ±6  kHz 

1 l gemessen  mit 

26  ±6  kHz 

D,K,K1  j Deemphase 

15  ±5  kHz 

M,N  J 

FM  EXTERN 

0,4  V 

0,4  V gibt  den  gleichen  Hub  wie 
bei  interner  Modulation; 
gemessen  mit  Deemphase 

9-6 
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AM  Amplitudenmodulation 

SECAM  L (nur  PM  5418) 

AM  INTERN 
Modulationsgrad 

1 ±0,1  kHz 

3 ±3  kHz 

50%  ±5% 

Sinussignal 

AM  EXTERN 

Betriebsart  ’Dual/Stereo’ 

0,4  V 

0,4  V ergibt  den  gleichen  Grad 
wie  bei  interner  Modulation 

System  B,G,(H); 
bei  Standard  D,I,M,N  wird 
automatisch  auf  MONO 
geschaltet 

Tontrager 

Trager  1 

Trager  2 

ein/auschaltbar 

Frequenz 

5,5  MHz 

5,7421875  MHz 

gekoppelt  mit  Zeilentrequenz 
durch  PLL 

Toleranz 

<30  ppm 

<30  ppm 

fur  -TX,  -TXS  Versionen 

Toleranz  (bei  23  °C) 

<1  ppm 

<1  ppm  1 

fur  PM  5418TXI 

TemperatureinfluB 

2 ppm 

2 ppm  > 

Alterung 

2 ppm/Jahr 

2 ppm/Jahr  J 

Bild/Tontrager-Abstand 

13  dB 

20  dB 

Tonmodulation 

FM  intern 

FM  intern 

ein/ausschaltbar 

FM  extern 

FM  extern 

ein/ausschaltbar 

Preemphase 

50  (xs 

50  |is 

FM  INTERN 

1 ±0,1  kHz 
3 ±0,3  kHz 
umschaltbar 

1 ±0,1  kHz 

Sinussignal 

Modulationshub 

30  ±2  kHz 
15  ±1  kHz 

30  ±2  kHz 

DUAL,  1 kHz 

STEREO,  rechter  Trager  aus 

30  ±2  kHz 

30  ±2  kHz 

STEREO,  beide  Trager  ein 

FM  EXTERN 

0,4  V 

0,4  V 

0,4  V gibt  den  gleichen  Hub  wie 
bei  interner  Modulation; 
gemessen  mit  Deemphase 

Betriebsartenkennung 

Pilottonfrequenz 

54,6875  kHz  (3,5  x fH) 

mit  Zeilenfrequenz 
verkoppelt 

Toleranz 

Modulation 

Modulationsgrad 

<30  ppm 
<3  ppm 

AM 

50%  ±5% 

fur  -TX,  -TXS  Versionen 
fur  PM  5418  TXI 

Kennfrequenz 

274,1  Hz  (1h/57) 

DUAL 

117,5  Hz  (fn/l  33) 

STEREO 

Toleranz 

<30  ppm 
<3  ppm 

fur  -TX,  -TXS  Versionen 
fur  PM  541 8 TXI 

FM-Hub  des  Tontragers  2 


± 2,5  ± 0,5  kHz 


NICAM  DIGITALER  TON 
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10.1  ALLGEMEINES 

NICAM  Digitaler  Ton 

Die  Bildmustergeneratoren  mit  NICAM  (Near  Instantaneous  Companding  Audio  Multiplexed) 
haben  die  Moglichkeit  mehr  als  55  digitale  Ton-Testsignale  durch  schnelle  und  eintache  Bedie- 
nung zu  erzeugen.  Farb-  und  Tontrager  werden  mit  besonders  hoher  Genauigkeit  von  3 ppm 
erzeugt. 

NICAM  ist  kompatibel  zu  den  bestehenden  terrestischen  Fernsehsystemen  PAL  B/G,  PAL  I und 
SECAM  L,  sowie  den  Kabelfernsehnormen  und  bietet  zusatzlich  zwei  digitale  Tonkanale  an. 
Moderne  Fernsehgerate  mit  NICAM-Empfangsteil  konnen  zwei  Monokanale,  die  z.B.  fur  Simultan- 
ubersetzungen  von  auslandischen  Programmen  benutzt  werden  konnen,  Stereo  Oder  transpa- 
rente  Datenubertragungen  empfangen. 

Die  NICAM  Gerate  sind  mit  digitalen  Filtern  ausgestattet  und  stellen  eine  Anzahl  von  unterschiedli- 
chen  Testsignalen  zur  Oberprufung  von  NICAM-Fersehempfangern  und  QPSK-Demodulatoren 
zur  Verfugung.  Fur  beide  digitale  Tonkanale  laBt  sich  die  Lautstarke  auf  groBe  und  kleine  Ampli- 
tude einstellen,  urn  eine  Oberprufung  des  Expanders  im  Empfanger  vorzunehmen.  1 kHz  Tone 
dienen  zur  Prufung  der  Tonkanale,  sowie  ein  3 kHz  Ton  auf  Kanal  1 zur  Prufung  bei  Stereo-  bzw. 
Zweitonbetrieb.  Drei  spezielle  Testsignale  stehen  zur  Funktionsprufung  des  Demodulators  und 
Dekoders  zur  Verfugung.  Ein  ’Reserve  Sound  Switching  Flag'  (RSSF)  kann  auf  logisch  1 (high) 
gesetzt  werden,  urn  anzuzeigen,  daB  zwei  Tontrager  unterschiedliche  Informationen  ubertragen 
bzw.  auf  logisch  0 (low),  urn  auf  Defekte  im  digitalen  Ubertragungskanal  hinzuweisen. 
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Testsignale,  die  von  Gerateversionen  -TD,  -TDS,  -TN,  -TNS  und  -TDSI  erzeugt  werden,  bieten  die 
MoglichkeitNICAM-TestsignalefurFersehgerate  und  Videorekorderzuerzeugen,  die  digitate  Ton- 
signale  empfangen  konnen.  Eine  NICAM-Ausstattung  istvon  besonderem  Interesse  fur  Service- 
werkstatten,  Labors  und  Geratehersteller  in  Gebieten  wie  GroBbritannien,  Skandinavien,  Frank- 
reich  und  Hongkong. 

StandardmaBig  haben  NICAM-Gerate  auch  die  analogen  Tonmodulationsarten  FM-Stereo,  Dual 
und  Mono-Ton,  siehe  auch  Kapitel  9. 


Das  NICAM-728-Ubertragungsverfahren 

Ahnlich  wie  beim  analogen  FM-Stereo-Zweitontragerverfahren  werden  bei  NICAM  zwei  Tontrager 
benutzt.  Der  1 . Tontrager  ubertragt  aus  Kompatibilitatsgrunden  weiterhin  die  analoge,  dem  Bildin- 
halt  zugehorige  Information.  Der  2.  Tontrager  enthalt  die  gesamte  zwei-kanalige  Audio-Informa- 
tion (digital).  Infolge  unterschiedlicherTV-Normen  wird  in  Skandinavien  die  Variante  NICAM-B/G, 
in  GroBbritannien  NICAM-I  eingesetzt.  Als  NICAM-Tontrager  wird  bei  PAL  B/G  und  SECAM  L die 
Frequenz  5,850  MHz  und  bei  PAL  I 6,552  MHz  verwendet. 

Bei  NICAM  wird  das  analoge  Tonsignal  mit  einer  Abtastfrequenz  von  32  kHz  in  1 4 Bit-Amplituden- 
werte  digital  gewandelt.  Diese  Werte  werden  auf  1 0 Bits  komprimiert.  Ein  weiteres  Paritatsbit  dient 
zur  Fehlererkennung.  Zur  Synchronisation  wird  ein  8-bit  langes  ’Frame  Alignment  Word’  (FAW) 
benutzt. 

FurSteuerungsinformationendienen  16  Bits;  davon  werden  z.Zt.  nurdie  Bits  CO  bis  C4  verwendet, 
diefolgende  Funktionen  haben: 

CO  Frame  Flag  Bit 

Cl , C2,  C3  Application  Control  Bits  (Kontrollbits  fur  Betriebsart) 

C4  Reserve  Sound  Switching  Flag  (RSSF); 

es  ist  auf  logisch  1 (high)  gesetzt,  wenn  der  FM-Kanal  das  gleiche  Programm 
ubertragt  wie  der  NICAM-Kanal,  sonst  logisch  0 (LOW). 

Die  restlichen  1 1 Bits  sind  fur  kunftige  Erweiterungen  vorgesehen. 

Die  Tondaten  werden  in  Blocke  zu  je  704  Bits  unterteilt  und  anschlieBend  nach  einem  vorgegebe- 
nen  Schema  verschachtelt  und  mit  einem  Satz  von  24  Steuerbits  versehen  (FAW  - Frame  Align- 
ment Word).  Eine  Verschliisselung  ("scrambling”)  ohne  FAW  sorgt  fur  ein  gleichmaBiges  Ener- 
giespektrum.  Dieser  Datenstrom  dient  zur  Phasenumtastung  des  unmodulierten  Tragers 
(4QPSK-Modulation). 
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10.2  BEDIENUNG  DES  GERATES 


10.2.1  Bedienelemente  und  Anschlusse  (Anderungen) 
Beschriftung/Buchse  Funktion 


Ruckwand 


POWER 

ON 

i 

0 

OFF 


Netzschalter  eingeschaltet  dargestellt, 
an  der  Gerateriickwand  montiert 


kombinierter  Sync-Ausgang  (Zeile/Bild), 
an  der  Gerateriickwand  montiert 


Frontplatte 


Analoger  Tonteil 


SOUND  * 


MODULATION 


INTERN 

© 

EXTERN 

Q CARRIER 

MONO 

Q 

DUAL 

© 

STEREO 

iilf 

■ ' , . 

■ 

MODULATION  SOURCE  FM- NICAM 

CHANNEL1 

1kHz 

© 

CHANNEL  1 
3kHz 

CHANNEL2 

1kHz 

8®ls; 

Drucktasten  zur  Wahl  der  gewiinschten  AM/FM 
Tonmodulationen,  LED-Anzeige  fur  die  gewahlte 
Betriebsart: 

Tontrager  mit  int.  Oder  ext.  Modulation, 

Tontrager  EIN/AUS 

Drucktasten  fur  die  Modulationsarten: 

Mono-,  Zweiton-,  Stereosignal 

Drucktasten  fur  analoge  und  digitale  Tonmodulation; 
Tonfrequenzen  Kanal  1 , Kanal  2 bzw. 
linker/rechter  Kanal 


* Textplatte  PM  5415  mit  NICAM  Ton 


Digitaler  Tonteil 


NICAM  INTERN 


RSSF  HIGH 
RSSFL0Wn 


DUAL  , O 

STEREO 

AMPL  HIGH 

TEST 

AMPLIOWq 

DATA 

m 

MSI 

©•1 

©2 


Drucktasten  fur  Mono,  Zweiton  und  Stereo; 
der  NICAM-Tontrager  steht  beim  Wahlen 
der  gewiinschten  Betriebsart  zur  Verfugung; 
Ausschalten  der  gewahlten  Betriebsart  erfolgt  durch 
nochmaliges  Betatigen  der  Taste 

RSSF  Bit  (Reserve  Sound  Switching  Flag): 
logisch  ”0”  (LOW)  bzw.  ”1”  (high); 
dient  zur  Umschaltung  Digital-/Analogton 


AMPL,  kleine  Oder  groBe  Amplitude;  Verhaltnis  kleiner 
(AMPL  LOW)  zu  groBer  Amplitude  betragt  1 :3.  Die  Laut- 
starke  des  analogen  Signals  wird  dabei  nicht  verandert. 


TEST,  die  Taste  hat  eine  Fortschaltfunktion; 
DATA  1 : 4QPSK  Demodulator  Test 
DATA  2:  NICAM  Decoder  Test 
DATA  3:  unmodulierter  NICAM  Trager 
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Beschriftung/Buchse  Funktion 


Ruckwand 

NICAM 


Ausgangsbuchse  fur  NICAM  Audio  Daten, 
1 V(ss)  an  75  Q 

Ausgangsbuchse  fur  NICAM  Taktfrequenz, 
1 V(ss)  an  75  Q 


Euro-AV-Buchse  (SCART) 

Genormter  AnschluB  fur  Fernseh-  und  Videosysteme 
Anderungen: 


Signal 

interne  Modulation: 

Toninhalt  von  Kanal  2; 

in  der  Betriebsart  RSSF  LOW:  Modulationsinhalt 
des  AM/FM  Mono  Kanals 

externe  Modulation: 
gleiches  Signal  wie  der  Buchse 
AUDIO  IN  an  Pin  5 zugefuhrt 

interne  Modulation: 

Toninhalt  von  Kanal  1 ; 

in  der  Betriebsart  RSSF  LOW:  Modulationsinhalt 
des  AM/FM  Mono  Kanals 

externe  Modulation: 

gleiches  Signal  wie  der  Buchse  AUDIO  IN 
an  Pin  3 zugefuhrt 


AUDIO  IN 


Audio-Eingang,  5polige  DIN-Buchse  (180°) 
Anderungen: 

Pin  Signal 

3 Audio  Mono  (CH  1,  links)  ★ 

5 Audio  Mono  (CH  2,  rechts)  * 

* in  Betriebsart  FM  Stereo,  Zweiton 

externe  Modulation  des  NICAM-Tragers 
ist  nicht  moglich 
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10.2.2  Bedienung 

Die  Betriebsart  NICAM  kann  in  den  Fersehnormen  PAL  B/G/H  und  PAL  I eingeschaltet  werden 
(Daumenradschalter  PAL/NTSC  auf  Ruckseite  in  Position  1 bzw.  3).  PM  5418  mit  NICAM  Ton  hat 
die  Moglichkeit,  auch  in  der  FS-Norm  SECAM  L die  Betriebsart  NICAM  zu  wahlen  (Daumenrad- 
schalter SECAM  in  Position  3).  Die  Bedienung  des  analogen  AM/FM-Tones  ist  in  Kapitel  9 
beschrieben.  Betriebszustande  der  Tonmodulation  werden  durch  Leuchtdioden  angezeigt. 
Unterschiede  konnen  sich  bei  gleichzeitigem  NICAM-Betrieb  ergeben,  da  nicht  alle  Betriebszu- 
stande der  AM/FM-Modulation  angezeigt  werden  konnen. 

NICAM  wird  durch  Drucken  einer  derTasten  NICAM  MONO,  NICAM  DUAL  Oder  NICAM  STEREO 
eingeschaltet.  Der  AM/FM-Ton  wird  dadurch  gleichzeitig  auf  Mono  umgeschaltet.  Er  bleibt 
ein-/ausschaltbar  und  extern  modulierbar.  Mit  der  Taste  RSSF  kann  das  Reserve  Sound  Switch- 
ing Flag  (RSSF)  auf  logisch  0 (LOW)  bzw.  1 (high)  gesetzt  werden.  In  der  Funktion  RSSF  LOW 
unterscheiden  sich  AM/FM-  und  NICAM-Signale. 

In  der  nachfolgenden  Tabelle  sind  die  verschiedenen  Moglichkeiten  fur  den  NICAM-Betrieb 
aufgefuhrt. 

Mit  der  Taste  AM  PL  kann  bei  NICAM  die  Amplitude  des  NF-Signals  von  groBe  auf  kleine  Amplitude 
umgeschaltet  werden.  Die  Lautstarke  des  analogen  AM/FM-Tontragers  wird  dadurch  nicht 
beeinfluBt. 

Der  NICAM-Tontrager  kann  nicht  extern  moduliert  werden. 


digitaler  Ton 

analoger  FM  Ton  (Norm  B,G,I) 

AM  in  der  Norm  L 

Kanal  1 

Kanal  2 

NICAM 

links 

rechts 

RSSF  high 

RSSF  low 

STEREO 

— 

— 

— 

3 kHz 

STEREO 

— 

1 kHz 

1 kHz 

3 kHz 

STEREO 

1 kHz 

- 

1 kHz 

3 kHz 

STEREO 

1 kHz 

1 kHz 

1+  1 kHz 

3 kHz 

STEREO 

3 kHz 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

3+  1 kHz 

3 kHz 

DUAL 

— 

— 

— 

3 kHz 

DUAL 

— 

1 kHz 

- 

3 kHz 

DUAL 

1 kHz 

- 

1 kHz 

3 kHz 

DUAL 

1 kHz 

1 kHz 

1 kHz 

3 kHz 

DUAL 

3 kHz 

- 

3 kHz 

1 kHz 

DUAL 

3 kHz 

1 kHz 

3 kHz 

1 kHz 

MONO 



— 

— 

3 kHz 

MONO 

1 kHz 

- 

1 kHz 

3 kHz 

MONO 

3 kHz 

- 

3 kHz 

1 kHz 
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Erlauterungen: 

- Der  Mono-Tontrager  verhalt  sich  in  den  Betriebsarten  NICAM  Dual  und  Stereo  wie  bei 
FM  Dual  und  Stereo. 

- Im  Dual-Betrieb  ubertragt  der  FM-Tontrager  den  Kanal  1 , bei  Stereo  die  Summe  aus  Kanal 
1 und  2.  Wird  bei  eingeschaltetem  NICAM-Ton  die  interne  FM-Modulation  ausgeschaltet,  z.B. 
durch  Einschalten  von  externer  Modulation  Oder  Ausschalten  des  FM-Tragers,  so  wird  das 
RSSF-Bit  automatisch  auf  LOW  gesetzt. 

Mit  der  Taste  TEST  konnen  3 spezielle  Datensatze  eingeschaltet  werden,  wobei  die  Taste  eine 
Fortschaltfunktion  hat:  durch  mehrmaliges  Betatigen  werden  die  Signale  DATA  1 - DATA  2 - 
DATA  3 eingeschaltet.  In  der  Einstellung  DATA  3 leuchten  beide  LEDs  neben  der  Taste.  Die 
Datensatze  enthalten  keine  echten  NICAM-Daten,  sondern  Bitmuster,  die  Untersuchungen  an 
NICAM-Modulen  ermoglichen. 

DATA  1 NICAM  Demodulator  Test 

DATA  2 NICAM  Decoder  Test 

DATA  3 Unmodulierter  Trager 

Im  Testbetrieb  steht  der  analoge  Tontrager  nur  unmoduliert  zur  Verfugung. 


10.2.3  Applikationen 

Die  Bildmustergeneratoren  mit  NICAM-Ton  ermoglichen  die  Oberprufung  herkommlicher  Fern- 
sehgerate  mit  analogem  FM/AM-Tonempfangsteil  in  den  Betriebsarten  Mono,  Dual  und  Stereo. 

Zusatzlich  bietet  das  Nicam-728-Signal  die  Moglichkeit,  den  gesamten  digitalen  Tonkanal  in  den 
gleichen  Betriebsarten  zu  uberprufen. 

Durch  Anwahl  unterschiedlicher  Nicam-LF-Amplituden  (AMPL  LOW/AMPL  high)  kann  der  Expan- 
der des  NICAM-Dekoders  iiberpruft  werden.  In  dieser  Stufe  werden  die  Skalenfaktoren  zuruckge- 
wonnen  und  eine  Expansion  der  Audiodaten  von  10  Bit  auf  14  Bit  realisiert. 

Zur  Oberprufung  der  Deemphasis  des  NICAM-Empfangers  konnen  die  Tonfrequenzen  von 
1 kHz  und  3 kHz  verwendet  werden. 

Das  RSSF-Bit  ist  in  alien  NICAM-Betriebsarten  frei  wahlbar.  Die  Umschaltung  von  NICAM-  auf 
Analogton  kann  somit  im  Empfanger  getestet  werden. 


Testfunktionen 

Die  Testsignale  eignen  sich  besonders  zur  Oberprufung  einzelner  Funktionsgruppen  im  Tonteil 
von  NICAM-Empfangern  (siehe  Fig.  1,  Blockschaltbild  NICAM  Empfanger  fur  Fernsehgerate). 

Das  Testsignal  DATA  1 dient  zur  Uberprufung  des  4QPSK-Demodulators.  So  kann  z.B.  an  dem 
NICAM-Demodulatorbaustein  TDA  8732  am  Datenausgang  ein  triggerbares  Signal  mit  einem 
Oszilloskop  dargestellt  werden.  Der  nachfolgende  Baustein  SAA  7280  (Terrestrial  Digital  Sound 
Decoder)  liefert  in  diesem  Fall  eine  Fehlermeldung  (Error  Flag)  und  weist  damit  auf  fehlerhafte 
NICAM-Daten  hin. 
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1*0  (to  MICROPROCESSOR) 


Fig.1  NICAM  Empfangerfur  Fernsehgerate  (Philips) 


Ahnliche  Schaltungsausfuhrungen  werden  auch  von  anderen  Herstellern  verwendet,  wie  z.B.  die 
Demodulatorschaltung  von  Toshiba  TA  8662N  Oder  die  Dekoderschaltung  CF  70123  von  Texas 
Instrument. 

Das  Testsignal  DATA  2 dient  zum  Test  von  NICAM-Dekodern.  Das  Signal  liefert  z.B.  am  Ausgang 
des  Bausteins  SAA7280  am  l2S-Bus  ein  kontinuierliches  Rechtecksignal  (32  kHz),  das  sich  leicht 
auf  einem  Oszilloskop  darstellen  laBt.  UnregelmaBige  Daten  weisen  auf  einen  defekten  Dekoder 
hin. 

Test  DATA  3 liefert  einen  unmodulierten  NICAM-Tontrager,  derfurden  Abgleich  und  furPegelmes- 
sungen  geeignet  ist. 
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10.3  TECHNISCHE  DATEN 

10.3.1  Bildteil 

Video-Modulation  AM  intern/extern  umschaltbar 


Fernsehnorm 

alle,  auBer  L 

SECAM  L 

Polaritat 

negativ 

positiv 

RF  Synchronsignal 

100% 

5 ...  20  % 

SECAM  nur 

RF  Austastwert 

30% 

in  PM  5418 

RF  WeiBwert 

10...  30% 

100% 

10.3.2  Farbteil 


PAL/NTSC 


Fernsehnorm 

B,D,G,H,I,M,N 

PAL 

M 

NTSC 

Farbtragerfrequenz 

verkoppelt  mit  Zeilenfrequenz 
entsprechend  eingestellter 
FS-Norm 

4,433619  MHz 

PAL  B,D,G,H,I 

3,579545  MHz 

NTSC 

3,57561 1 MHz 

PALM  1 nur  PM  5418  TDSI 

3,582056  MHz 

PAL  N J 

- Toleranz 

<1  ppm 

bei  23  °C 

- TemperatureinfluB 

2 ppm 

- Alterung 

2 ppm/Jahr 

Farbtragerfrequenz 

4,433619  MHz 

FS-Norm  NTSC/4,433  MHz; 
keine  Verkopplung  mit  der 
Zeilenfrequenz 

- Toleranz 

< 100  ppm 

bei  23  "C 

Austastung  des  Farbtragers 


gemaB  Fernsehnorm 
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10.3.3  Analoger  Tonteil 

AM/FM  Ton  (analog)  siehe  Kapitel  9.3,  Stereo-Ton 


Zufiigungen  und  Anderungen: 


Tontragerfrequenz 

ein-/ausschaltbar; 
gekoppelt  mit  Zeilenfrequenz 

Tontrager  1 

4,5  MHz 

FS-Norm  M,N 

5,5  MHz 

B.G.H 

6,0  MHz 

1 

6,5  MHz 

D,K,K1,L 

(SECAM  Tonstan- 
dards  nur  PM  541 8) 

- Toleranz 

- TemperatureinfluB 

- Alterung 

<1  ppm 
2 ppm 
2 ppm/Jahr 

bei  23  °C 

FM  Frequenzmodulation 
FM  INTERN 

1 kHz  ±3  ppm 
3 kHz  ±3  ppm 

Modulationshub 

15  ±5  kHz 

30  ±6  kHz 

31  ±6  kHz 
27  ±6  kHz 

FS-Norm  M,N  1 
B,G,H  1 

1 

D,K,K1 . 

bei  int.  Modu- 
^ lation  1 kHz, 
gemessen  mit 
Deemphase 

Tontrager 

Modulationshub  (B/G) 

Trager  1 Trager  2 

30  ±6  kHz  30  ±6  kHz 

15  ±3  kHz 

30  ±6  kHz  30  ±6  kHz 

DUAL,  1 kHz 

STEREO,  rechter  Trager  aus 
STEREO,  beide  Trager  ein 

Modulation  des 
AM/FM-Tontragers, 
NICAM  aus 

1 

siehe  Kapitel  9.3, 

• auBer  in  diesem 

Kapitel  genannten  Daten. 

Modulation  des 
AM/FM-Tontragers, 
NICAM  ein 

AM/FM  MONO-Trager  ein 
FM  STEREO-Trager  aus 

Tontrager  1 
Tontrager  2 

Tontrager  2 

5,7421875  MHz 

FS-Norm  PAL  B,G 

- Toleranz 

<3  ppm 
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Intern 

MONO  und  DUAL 

gleicher  Inhalt  wie 
NICAM  Kanal  1 

STEREO 

Summe  NICAM  Kanal  1 

+ 2 

Hub 

±30  kHz 

Tonkanal  1 

1 kHz  Oder  3 kHz 

Sinussignal,  ein-/ausschaltbar 

Tonkanal  2 

1 kHz 

Sinussignal,  ein-/ausschaltbar 

- Toleranz  Kanal  1 , 2 

<3  ppm 

Betriebsart  Test 

Modulation  aus 

beim  NICAM-Testbetrieb  wird  die 

(NICAM) 

AM/FM-Modulation  abgeschaltet 

Extern 

wie  PM  5415 /PM  5418 

] RSSF  (Reserve  Sound  Switching 

MONO  Ton 

> Flag)  wird  automatisch  auf 
J logisch  0 (LOW)  gesetzt 

Digitaler  Tonteil  (NICAM) 

Tontrager  2 

ein/aus 

ein-/ausschaltbar  durch  Anwahlen 
bzw.  Verlassen  der  NICAM- 
Betriebsarten: 

MONO,  DUAL,  STEREO 

Frequenz 

5,850  MHz 

FS-Norm  PAL  B/G,  SECAM  L 

6,552  MHz 

FS-Norm  1 

Tontrager  verkoppelt  mit  Bit-Takt- 
frequenz  und  automatisch  zur 
jeweils  eingestellten  FS-Norm 

- Toleranz 

1 ppm 

bei  23  °C 

- TemperatureinfluB 

2 ppm 

- Alterung 

2 ppm/Jahr 

Amplitude 

-20  dBc 

bezogen  auf  Amplit.  des 
Videotragers 

- Toleranz 

±2dB 

Modulation 

4QPSK 

4-Quadranten  Phasendifferenz- 
modulation 

Betriebsarten 

MONO,  DUAL, 
STEREO,  TEST 
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Interne  Quellen 

Tonkanal  1 

1 kHz  Oder  3 kHz 

Sinus,  ein-/ausschaltbar 

Tonkanal  2 

1 kHz 

Sinus,  ein-/ausschaltbar 

Toleranz  Kanal  1 , 2 

<3  ppm 

Tonpegel 

2 Pegel 
groB,  klein 

einstellbar  mit  der  Taste 
AMPL  LOW;  der  Hub  des  FM 
[ Monotragers  bleibt  dabei  ±30  kHz 
1 Oder  50  % AM  bei  SECAM  L 

groBer  Pegel 

Referenz  ist  der  max.  kodierbare 
Pegel  bei  1 5 kHz;  1 kHz  und  3 kHz 
sind  gegen  diese  Referenz  gemaB 
Preemphase  CCITT  Rec.  J17 
abgesenkt 

kleiner  Pegel 

1/3  des  groBen  Pegels 

Reserve  Sound 
Switching  Flag 
(RSSF)  " 

high/low 
(logisch  1/0) 

einstellbar  mit  der  Taste 
RSSF  LOW  fur  alle  NICAM- 
Betriebsarten.  Informationsinhalte 
der  beiden  modulierten  Tontrager 
sind  unterschiedlich;  die  LEDs  der 
Textplatte  zeigen  die  Betriebs- 
zustande  fur  NICAM  an 

Test 

DATA  1 
DATA  2 
DATA  3 

NICAM  Demodulator  Test 
NICAM  Dekoder  Test 
unmodulierter  NICAM-Trager 

Exteme  Quellen 

Der  NICAM-Tontrager  kann  nicht  extern  mit  analogen  Tonsignalen  moduliert  werden. 


Tonkodierung 

10  Bits/Sample, 

32  Samples/Block 

gemaB  NICAM-728 

Bit-Rate 

728  kbit/s 

- Toleranz 

<3  ppm 

Preemphase 

gemaB  CCITT  Rec.  J17 

Bandbegrenzung 
durch  Filterung 

40  % cosinus  roll-off 
100  % cosinus  roll-off 

FS-Norm  PAL  B/G,  SECAM  L 
FS-Norm  PAL  1 

NICAM  DIGITALER  TON  / STEREO-TON  PM  5415  / PM  5418 
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NICAM  Audio  Ausgang 

Datenformat 

Bit-Rate 

Datenpegel  (ss) 

- Toleranz 
Impedanz 


BNC-Buchse 
gemaB  NICAM-728 
728  kbit/s  . 

1 V 

±10% 

75  Q 


NICAM  DATA,  Gerateruckwand 


NICAM  Taktausgang 

BNC-Buchse 

NICAM  CLOCK,  Gerateruckwand 

Frequenz 

728  kHz 

Pegel  (ss) 

1 V 

- Toleranz 

±10% 

Ausgangsimpedanz 

75  Q 

analoger  Ausgang 

Euro-AV-Buchse 

(SCART),  Gerateruckwand; 
genormter  AnschluB  fur  Fernseh- 
und  Videosysteme 

Ausgangsspannung  (eff) 

0,4  V 

Impedanz 

1 kQ 

interne  Modulation 

interne  Tonsignale  stehen  an  der 
Euro-AV-Buchse  zur  Verfugung, 

externe  Modulation 

des  AM/FM-Tragers  mit  kombi- 

niertem  NICAM-Ton 

das  RSSF  Bit  wird  automatisch 
auf  LOW  gesetzt  (logisch  0); 
an  der  Euro-AV-Buchse  steht  der 

gleiche  Signalinhalt  zur  Verfugung 
wie  an  der  AUDIO  IN  Buchse 
zugefiihrt  wird 


BTSC  TON  (PM  5418) 


PM  541 5 / PM  541 8 BTSC-TON 


11  - 1 


11  BTSC-TON  (PM  5418) 

Beilage  zur  Gebrauchsanleitung  PM  5415  / PM  5418 

Diese  Beilage  enthalt  erganzende  bzw.  ersetzende  Informationen  zur  Gebrauchsanleitung  und 
betrifft  folgende  Gerateversionen: 

PM  541 8 TD  mit/ohne  Y/C,  PM  541 8 TDS  mit/ohne  Y/C,  PM  541 8 TDSI  mit  Y/C 

I N H ALTSVERZEICH  N IS 

11.1  ALLGEMEINES 

1 1 .2  BEDIENUNG  DES  GERATES 

1 1 .2.1  Bedienelemente  und  Anschlusse 

11.2.2  Bedienung 

1 1 .2.3  Applikationen 

1 1 .3  TECHNISCHE  DATEN 

11.1  ALLGEMEINES 

Das  BTSC-Ton  Verfahren 

Das  BTSC-Ton  Verfahren  (Broadcast  Television  System  Committee)  ist  eine  Mehrkanal-Fernseh- 
tonnorm  mit  der  gleichzeitig  Stereo-Ton,  sowie  ein  zweites  Tonprogramm  auf  nur  einem  Tontrager 
ubertragen  werden  konnen.  Die  BTSC-Norm  wurde  erst  in  den  USA  und  spater  auch  in  Kanada 
und  Taiwan  eingefuhrt.  BTSC  wird  in  der  Fernsehnorm  NTSC  M ubertragen.  Ferner  ist  geplant, 
BTSC  auch  in  Brasilien  fur  die  Fernsehnorm  PAL  M einzufuhren. 

Die  vier  Bestandteile  des  BTSC-Basisbandes  sind  in  Figur  1 dargestellt: 

- Hauptkanal, 

ein  Monosignal  L+R  mit  einer  Preemphasis  von  75  ^s. 

- Pilotton, 

gekoppelt  mit  der  Zeilenfrequenz  von  fH  (15,734  kHz). 

- Stereo-Hilfstragerkanal, 

Differenzsignal  L-R,  amplitudenmoduliert  mit  unterdriicktem  Hilfstrager  von  2xfH,  kompri- 
miertdurch  ein  dynamisches  Rauschunterdruckungssystem  entsprechend  den  BTSC-Spezi- 
fikationen. 

- zweiter  Tonkanal  SAP  (Second  Audio  Program), 

das  Tonsignal  wird  frequenzmoduliert  auf  einem  Hilfstragervon5xfH  (78,670  kHz)  ubertragen, 
komprimiertdurch  ein  dynamisches  Rauschunterdruckungssystem  entsprechend  den  BTSC- 
Spezifikationen. 

MAX.  TON- 
TRAGERHUB 


n kHz 

STEREO-HILFSTRAGERKANAL 

L-R 

BTSC  KOMPRIMIERT 

1 

*fH=  15,734  kHz 

HAUPTKANAL 

1 

| 

1 

1 

2.  TONKANAL  (SAP) 

L+R 

1 

AM-DSB-TONTRAGER 

1 

\ 

1 FM  | 

1 BTSC  KOMPRIMIERT  1 
1 SAP  1 

III 

i T 1 n 1 1 1 ' 

0 f }_j  * 2f|_j  3f  |_|  4f|^  5f|_|  FREQUENZ 


PILOTTON 


Fig.  1 Spektralbereich  des  BTSC-Signals  im  Basisband 
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Das  breitbandige  BTSC-Basisbandspektrum  wird  mit  dem  Tontragerfrequenzmoduliert  iibertra- 
gen(4,5MHz).Wegendertypischen  FM-RauschcharakteristiksteigtderRauschpegelmithoherer 
Modulationsfrequenz.  Um  den  Rauschabstand  fur  das  Differenzsignal  L-R  und  das  2.  Tonsignal 
(SAP)  zu  verbessern,  werden  beide  Kanale  mit  einem  BTSC-Kompressor  verschlusselt,  siehe 
Figur  2. 

Da  der  Kompressor  auf  der  Senderseite  pegel-  und  frequenzabhangig  reagiert,  muB  der  Expan- 
der auf  der  Empfangerseite  entsprechend  in  umgekehrter  Weise  arbeiten,  um  eine  einwandfreie 
Signalverarbeitung  zu  garantieren,  die  im  wesentlichen  vom  Stereoubersprechen  und  Frequenz- 
gang  bestimmt  wird.  Deshalb  ist  besonders  darauf  zu  achten,  daB  dieTonsignalpegel  richtig  defi- 
niert  sind.  Dieses  erfolgtmeistensdurch  die  AngabedesentsprechendenTontrager-Spitzenhubs. 

Figur  2 zeigt  ein  vereinfachtes  Schaltbild  eines  BTSC-Senders.  Angaben  uberdie  BTSC-Modula- 
tionsnormen  und  die  maximal  erlaubten  Spitzenhiibe  sind  auf  der  nachsten  Seite  aufgefuhrt. 


Fig.  2 Vereinfachtes  Schaltbild  eines  BTSC-Senders 
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KENNWERTE  DER  BTSC-TONTRAGERMODULATION 


Dienst 

Oder 

Signal 

Modulations- 

signal 

Tonfrequenz- 

bereich 

kHz 

Ton- 

erzeugung 

Oder 

Preemphasis 

Hilfstrager- 
frequenz  * 

Hilfstrager- 

Modulations- 

art 

Hilfstrager- 

hub 

kHz 

Tontrager- 

Spitzenhub 

kHz 

Hauptkanal 

Monoton 

L + R 

,05  - 15 

75  \is 

- 

25  • 

Pilotton 

- 

fH 

5 

Hilfstrager- 

kanal 

L-  R 

,05  - 15 

BTSC 

Kompression 

2 xfH 

AM-DSB 

50  • 

2.  Tonkanal 
(SAP) 

- 

,05  - 10 

BTSC 

Kompression 

5 x fH 

FM 

10 

15 

* fH  = 15,734  kHz  • 50  kHz  Hub  wird  als  Summe  nicht  uberschritten 


Definitionen 

Um  die  technischen  Daten  fur  die  Pegel  der  verschiedenen  BTSC-Signale  festzulegen,  die  vom 
Bildmustergenerator  PM  5418  geliefert  werden,  sind  folgende  Angaben  nutzlich: 

1.  100%  Modulation  des  L+R-Signals  entsprechen  einem  Spitzenhub  des  Tontragers  von 
Afmax  = 25  kHz.  1 00%  Modulation  des  SAP-Signals  entsprechen  einem  Spitzenhub  des  SAP- 
Tragers  von  At  = 1 0 kHz. 

2.  Der  maximal  erlaubte  Toneingangspegel  fur  1 00  % Modulation  (1 00  % A o dB)  istfrequenzab- 
hangig  entsprechend  der  Preemphasis  von  75  (is,  siehe  Figur  2. 

Beispiel: 

bei  einem  1 5 kHz  Signal  ist  der  maximal  erlaubte  Eingangspegel  1 4 %,  ca.  - 1 7 dB,  fur  L (wenn 
R = 0)  Oder  R (wenn  L = 0).  Bei  einer  Preemphasis  von  75  ns  ergibt  sich  fur  L+R  ein  maximal 
zulassiger  Spitzenhub  von  Af  = 25  kHz. 

Andererseits  ist  bei  300  Hz  der  maximal  zulassige  Eingangspegel  etwa  1 00  %,  so  dali  der 
Kleinsignalverstarkungsfaktor  bei  einer  Preemphasis  von  75  ns  fur  300  Hz  vernachlassigt 
werden  kann. 

3.  Eine andere  Pegeldefinition,  die  haufig  verwendet wird,  lautet  ”75  ns  aquivalente  Eingangsmo- 
dulation”  eines  bestimmten  Prozentwertes,  z.B.  100  %. 

Sie  dient  als  Referenz  und  bestimmt  den  Modulationspegel,  der  sich  fur  ein  gleichwertiges 
Monosignal  ergibt,  wenn  dieser  fiber  eine  Preemphasis  von  75  ns  erzeugt  wurde,  siehe 
Figur  2. 

Beispiel: 

ein  Toneingangspegel  von  14  % mit  einem  15  kHz  Signal  ergibt  eine  ”75  ns  aquivalente 
Eingangsmodulation”  von  100  %.  Bei  300  Hz  fuhrt  der  gleiche  Eingangspegel  etwa  zu  einer 
”75  ns  aquivalenten  Eingangsmodulation”  von  14,1  %. 
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1 1 .2  BEDIENUNG  DES  GERATES 


11.2.1 


Bedienelemente  und  Anschliisse  (Anderungen) 
Beschriftung/Buchse  Funktion 


Riickwand 


POWER 

ON 

I 


0 

OFF 


Netzschalter  eingeschaltet  dargestellt, 
an  der  Gerateriickwand  montiert 


kombinierter  Sync-Ausgang  (Zeile/Bild), 
an  der  Gerateriickwand  montiert 


Frontplatte 


Analoger  Tonteil 


SOUND  * 


AM/FM 


INTERN 

0 

EXTERN 

© 

CARRIER 

'■ 

| 

MONO 

© 

DUAL 

© 

STEREO 

; ' 

.v  z | . 

MOD.  SOURCE  AM/FM-NICAM- 

BTSC 

CHANNEL  1 
1kHz 

© 

CHANNEL  1 
3kHz 

© 

CHANNEL2 

1kHz 

' 

Drucktasten  zur  Wahl  der  gewiinschten  AM/FM- 
Tonmodulationen,  LED-Anzeige  fur  die  gewahlte 
Betriebsart: 

Tontrager  mit  int.  Oder  ext.  Modulation, 

Tontrager  EIN/AUS 

Drucktasten  fur  die  Modulationsarten: 

Mono-,  Zweiton-,  Stereosignal 

Drucktasten  fur  analogen  AM/FM-Ton,  NICAM 
und  BTSC-Ton; 

Tonfrequenzen  Kanal  1 , Kanal  2 
bzw.  linker/rechter  Kanal 


★ Textplatte  PM  541 8 mit  BTSC/NICAM-Ton 


Interner  BTSC/NICAM-Ton 


NICAM/ BTSC  INTERN 

A 

MONO  _ 

PILOT  OFF  Q 

DUAL  ^ 

n— s^si  ^ 

STEREO  ^ 
PILOT  ON  O 

■ 

wm 

| 1 

RSSFLOW 

AMPLLOW 

TEST  ■ C :;C:V 

SAPMODq 

DATA  0, 

Fur  den  BTSC-Ton  gilt  die  grune  Beschriftung; 
Drucktasten  fur: 

Pilotton  EIN/AUS  (Stereo/Mono) 

SAP  (2.  Tonprogramm  ) EIN/AUS 
SAP-Modulation  5 kHz  EIN/AUS 
(SAP  = Second  Audio  Program) 

TEST  DATA,  Taste  hat  eine  Fortschaltfunktion; 
wiederholtes  Driicken  ergibt  3 Test-Betriebsarten: 
spezielle  BTSC-Signale  zweckmaBig  fur  Tests 
von  BTSC-Empfangern 


zur  Bedienung  von  NICAM-Ton  siehe  Kapitel  10 
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Beschriftung/Buchse  Funktion 


Riickwand 

MPX  OUT 


50  n 


BNC-Ausgangsbuchse  fur  MPX-Signal, 
BTSC-Basisbandspektrum, 

Hub  von  Af  25  kHz  4 0,32  V-eff  an  50  Q 


AUDIO/VIDEO  OUT 


Euro-AV-Buchse  (SCART), 

genormter  AnschluB  fur  Fernseh-  und  Videosysteme 
Anderungen: 

Pin  Signal 

1 interne  Modulation: 

Toninhalt  des  BTSC-Stereokanals  R 
Oder  Monosignals 

externe  Modulation: 

nicht  verfugbar  bei  BTSC-Ton 

3 interne  Modulation: 

Toninhalt  des  BTSC-Stereokanals  L 
Oder  Monosignals 

externe  Modulation: 

nicht  verfugbar  bei  BTSC-Ton 


Audio-Eingang,  5-polige  DIN-Buchse  (180  ) 
Anderungen: 


audio  in  Pin 


Signal 

Audio  Mono 
Audio  Mono 

externe  Modulation  des  BTSC-Tragersignals 
ist  nicht  moglich 
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1 1 .2.2  Bedienung 

Die  Betriebsart  BTSC-Ton  kann  nur  in  den  Gerateversionen  PM  5418  TD,  PM  5418  TDS  und 
PM  5418  TDSI  in  den  Fernsehnormen  NTSC  M Oder  PAL  M eingeschaltet  werden.  Der  Daumen- 
radschalter  PAL/NTSC  auf  der  Gerateruckwand  wird  in  Position  6 Oder  7 geschaltet.  Die  Bedie- 
nung des  analogen  AM/FM-Tones  ist  in  Kapitel  9 ”Stereo-Ton  analog”  beschrieben.  Die  Betriebs- 
zustande  fur  die  Tonmodulation  werden  durch  Leuchtdioden  auf  der  Textplatte  SOUND 
angezeigt.  In  der  Betriebsart  BTSC-intern  konnen  feste  Tonfrequenzen  und  verschiedene  Signal- 
kombinationen  eingestellt  werden.  Das  gesamte  BTSC-Basisband-Spektrum  steht  iiber  den 
hochgenauen  MPX-Ausgang  an  der  Gerateruckseite  Oder  uber  HF-Generierung  an  der  HF-Aus- 
gangsbuchse  zur  Verfugung. 

Die  internen  BTSC-Ton  Betriebsarten  werden  mit  den  Drucktasten  PILOT  OFF,  PILOT  ON,  SAP 
ON,  SAP  MODULATION  und  TEST  eingestellt.  Die  Tonfrequenzen  1 kHz/3  kHz  fur  Kanal  1 (links) 
und  1 kHz  fur  Kanal  2 (rechts)  werden  mit  den  Tasten  des  Bedienfeldes  MOD.  SOURCE  BTSC 
gewahlt.  Die  Betriebsart  analoger  FM-Ton  wird  automatisch  auf  BTSC-Ton  umgeschaltet,  wenn 
die  Tasten  PILOT  OFF  Oder  PILOT  ON  gedruckt  werden.  SAP  ON  und  SAP  MODULATION  (2.  Ton- 
kanal)  konnen  nur  bei  BTSC-Betrieb  eingeschaltet  werden.  In  der  nachfolgenden  Tabelle  sind  die 
verschiedenen  Moglichkeiten  fur  den  BTSC-Betrieb  aufgefiihrt. 

Mit  der  Taste  TEST  DATA  konnen  3 spezielle  Test-Betriebsarten  eingeschaltet  werden,  wobei  die 
Taste  eine  Fortschaltfunktion  hat:  durch  mehrmaliges  Betatigen  werden  die  Signale  TEST  1 - 
TEST  2 - TEST  3 eingeschaltet.  In  der  Einstellung  TEST  3 leuchten  beide  LEDs  neben  der  Taste; 
nahere  Einzelheiten  sind  auf  der  nachsten  Seite  aufgefiihrt.  Externe  Modulation  ist  nur  bei  Mono- 
ton ohne  SAP  moglich.  Bei  BTSC-Betrieb  ist  nur  interne  Tonmodulation  moglich. 


Tabelle  der  Betriebsarten  fur  internen  BTSC-Ton 


Betriebsart 

CH1/L 

CH2/R 

Pilotton 

SAP- 

SAP- 

SCART  OUT 

Trager 

Modulation 

L 

R 

MONO 

_ 

_ 

aus 

aus 

- 

- 

- 

MONO 

- 

- 

aus 

ein 

- 

- 

- 

MONO 

- 

- 

aus 

ein 

5 kHz 

- 

- 

MONO 

1 kHz 

- 

aus 

aus 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

aus 

ein 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

aus 

ein 

5 kHz 

1 kHz 

1 kHz 

MONO 

3 kHz 

- 

aus 

aus 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

aus 

ein 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

aus 

ein 

5 kHz 

3 kHz 

3 kHz 

STEREO 

_ 

_ 

ein 

aus 

- 

- 

- 

STEREO 

- 

- 

ein 

ein 

- 

- 

- 

STEREO 

- 

- 

ein 

ein 

5 kHz 

- 

- 

STEREO 

1 kHz 

- 

ein 

aus 

- 

1 kHz 

- 

STEREO 

1 kHz 

- 

ein 

ein 

- 

1 kHz 

- 

STEREO 

1 kHz 

- 

ein 

ein 

5 kHz 

1 kHz 

- 

STEREO 

- 

1 kHz 

ein 

aus 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

ein 

ein 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

ein 

ein 

5 kHz 

- 

1 kHz 

STEREO 

1 kHz 

1 kHz 

ein 

aus 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

ein 

ein 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

ein 

ein 

5 kHz 

1 kHz 

1 kHz 

STEREO 

3 kHz 

- 

ein 

aus 

- 

3 kHz 

- 

STEREO 

3 kHz 

- 

ein 

ein 

- 

3 kHz 

- 

STEREO 

3 kHz 

- 

ein 

ein 

5 kHz 

3 kHz 

- 

STEREO 

3 kHz 

1 kHz 

ein 

aus 

- 

3 kl  Iz 

1 kl  lz 

STEREO 

3 kHz 

1 kHz 

ein 

ein 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

ein 

ein 

5 kHz 

3 kHz 

1 kHz 

TEST  1 

300  Hz 

3,1  kHz 

ein 

ein 

1 kHz 

- 

- 

TEST  2 

300  Hz 

8 kHz 

ein 

ein 

300  Hz 

- 

- 

TEST  3 

300  Hz 

- 

aus 

ein 

300  Hz 

- 
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Erlauterungen  zu  den  BTSC-Testarten 


Testart  1 

Stereo:  L = 300  Hz,  R = 3,1  kHz 

Beide  Signale  haben  einen  Pegel  von  -23  dB  unterhalb  von  100  % des  NF-Eingangspegels.  Die 
Summe  von  L+R  fuhrt  zu  einem  Pegel  von  ungefahr  -17  dB  (14,1  %)  unterhalb  des  maximalen 
NF-Eingangspegels. 

Dieses  kombinierte  Signal  ist  nutzlich,  um  die  Stereo-Ubersprechdampfung  von  BTSC-Decodern 
abzugleichen,  z.B.  Philips  TDA  9855  Oder  TDA  3833. 

SAP:  fmod  = 1 kHz,  mit  70  % NF-Eingangspegel 

Dieses  Testsignal  ist  nutzlich,  um  Messungen  des  Gesamt-Klirrfaktors  bei  der  SAP-Verarbeitung 
auf  der  Empfangerseite  vorzunehmen. 


Testart  2: 

Stereo:  L = 300  Hz,  R = 8 kHz 

Beide  Signale  haben  je  einen  Pegel  von  ”75  [xs  aquivalenter  Eingangsmodulation  von  10  %”. 

Diese  Signalkombination  ist  nutzlich,  um  die  Stereo-Ubersprechdampfung  auf  der  Empfanger- 
seite zu  messen,  speziell  bei  hoheren  Frequenzen. 

SAP:  fmod  = 300  Hz 

Der  Pegel  betragt  27  % des  maximalen  NF-Eingangspegels  und  entspricht  etwa  einer  ”75  |xs  aqui- 
valenten  Eingangsmodulation  von  28  %”.  Dieses  ist  der  gleiche  Pegel,  wie  er  bei  der  Standard 
SAP-Modulation  von  5 kHz  benutzt  wird. 

Auf  der  Empfangerseite  sollten  beide  NF-Signaie,  5 kHz  und  300  Hz  (Testart  2),  den  gleichen 
NF-Ausgangspegel  ergeben. 


Testart  3: 

Mono:  L = R = 300  Hz 

Der  Pegel  von  ”75  |xs  aquivalenter  Eingangsmodulation  von  100  %”  entspricht  einem  NF-Ein- 
gangspegel von  99  %.  Das  L+R-Signal  moduliert  den  Tontrager  mit  dem  maximal  erlaubten 
Spitzenhub  (Afmax  = 25  kHz  bei  L+R). 

SAP:  fmod  = 300  Hz 

mit  einem  Pegel  von  ”75  ns  aquivalenter  Eingangsmodulation  von  100  %”.  Der  SAP-Trager  wird 
mit  dem  maximal  erlaubten  Spitzenhub  moduliert  (Afmax  = 10  kHz). 

Beide  Signale,  Mono-  und  SAP-Signal,  sind  nutzlich,  um  einen  BTSC-Decoder  auf  seinen  unge- 
fahr maximalen  Ausgangspegel  abzugleichen  Oder  um  den  Mono-Signalpegel  mit  dem  entspre- 
chenden  SAP-Signal  zu  vergleichen. 


BTSC— TON  PM  541 5 / PM  541 8 


11-8 


11.2.3  Applikationen 

Die  Bildmustergeneratoren  PM  541 8 mit  BTSC-Ton  ermoglichen  die  Uberprufung  von  Fernsehge- 
raten  mitTonempfangsteil  in  den  Betriebsarten  Mono,  Stereo  sowie  digitalem  NICAM-Ton.  Zusatz- 
lich  erlaubt  die  BTSC-Tonausstattung  Funktionsprufungen,  Messungen  und  Abgleiche  von 
TV-Geraten  und  Videorecordern  mit  BTSC-Stereoton  und  SAP-Empfang  (2.  Tonkanal). 

Das  gesamte  BTSC-Basisband-Signal  steht  am  MPX-Ausgang  zur  Verfugung.  Bei  maximalem 
Summensignal  L+R  betragt  der  Ausgangspegel  am  MPX-Ausgang  320  mV-eff  (an  50  Q).  Der 
Maximalpegel  fur  das  L+R-Signal  steht  bei  Test  3 zur  Verfugung  und  entsprichteinem  Spitzenhub 
des  Tontragers  von  Af  = 25  kHz. 

Wird  der  MPX-Ausgang  direkt  an  einen  BTSC-Decoderangeschlossen,  so  muB  der  Ausgangspe- 
gel an  den  spezifizierten  Eingangspegel  des  verwendeten  Decoders  angepaBt  werden. 

Fur  HF-  Oder  ZF-Einspeisung  wird  der  HF-Ausgang  mit  dem  Antenneneingang  des  Tuners  bzw. 
der  ZF-Schaltung  verbunden. 

Einsatzgebiete  fur  Applikationen: 

- Abgleich  des  Eingangspegels  des  BTSC-Basisbandes 
Abgleich  des  Ausgangspegels  des  FM-Tondemodulators, 

(z.B  bei  Test  3) 

- Abgleich  der  Stereo-Ubersprechdampfung  von  BTSC-Decodern 

PM  5418  Gerateeinstellungen  zur  Uberprufung  des  Ubersprechens  bei  BTSC-Stereo: 

Fernsehnorm:  NTSC  M Oder  PAL  M 

Videomodulation:  AUS  (Video  Extern) 

Oder  Schwarzbild  (Black-Burst-Signal), 
alle  Bildmuster  ausgeschaltet 
Tontrager:  EIN 

Wahlen  Sie  zwischen: 

1.  Einzeltonbetrieb: 

Pilotton  EIN,  L = 1 kHz  Oder  3 kHz,  R = 0 

2.  oderZweitonbetrieb: 

Pilotton  EIN,  L = 3 kHz,  R = 1 kHz 

3.  oderZweitonbetrieb  (L  = 300  Hz,  R = 3,1  kHz)  in  derTestart  1. 

Das  Signal  ist  besonders  fur  den  Philips  BTSC-Decoderbaustein  TDA  9855  geeignet,  kann 
aber  auch  fur  andere  Decoder  benutzt  werden. 

- SAP-Pegelabgleich  von  BTSC-Decodern 

Um  den  SAP-Ausgangspegel  eines  BTSC-Decoders  an  den  entsprechenden  Pegel  des  Mono- 
signals (Lautstarke)  anzupassen,  liefertTest  3 das  Summensignal  L+R  und  SAP  mit  100  %. 

- Weitere  Funktionsmessungen,  die  den  Klirrfaktor,  Frequenzgang  und  Bandbreite  betreffen, 
sind  moglich. 
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Empfehlungen 

Das  BTSC-System  reagiert  empfindlich  auf  fehlerhafte  Signalpegel  und  storende  Frequenzan- 
teile,  welches  sich  auf  die  Stereo-Ubersprechdampfung  und  den  Frequenzgang  auswirken  kann. 
Eine  Verminderung  der  Stereo-llbersprechdampfung  kann  folgende  Ursachen  haben: 

- Bandbreitenreduzierung  und  Gruppenlaufzeitverhalten  innerhalb  der  ZF-  Oder  Intercarrier- 
Filter  von  Empfangern. 

- Frequenzgang  von  FM-Demodulatoren 

- Storeinflusse  aus  der  Videomodulation  (Bild  in  Ton),  hauptsachlich  n x fH 

Urn  Probleme  beim  Abgleichen  und  Messen  von  BTSC-Ton  zu  verringern,  wird  empfohlen  bei 
PM  5418  mit  BTSC-Ton  die  Videomodulation  abzuschalten  (Betriebsart  Video  Extern). 

Beim  Abgleich  der  Stereo-Ubersprechdampfung  ist  es  auBerdem  hilfreich,  das  Stereosignal  mit 
einer  hoheren  und  einer  tieferen  Modulationsfrequenz  einzustellen. 

Solange  das  Stereosignal  groB  genug  ist,  fiihrt  dieses  zur  Uberdeckung  (Maskierung)  von  storen- 
den  Signalanteilen. 

Beispiel: 

L = 3 kHz  und  R = 1 kHz,  Oder  Testart  1 , Oder  Testart  2 


TECHNISCHE  DATEN 

BTSC-Systemdaten 

Fernsehnorm 

Tontragerfrequenz 

Bild/Tontragerabstand 
- Toleranz 

Modulationsart  des  Tontragers 


Inhalt  des  BTSC-Basisband- 
Signals 


Pilotton  fp 


SAP-Tragerfrequenz 

- Modulationsart 

Spitzenhub  Af  des  Tontragers 

- bezogen  auf  Pilotton 

- bezogen  auf  SAP 


NTSC  M 
PALM 

4,5  MHz 

13  dB 
±2dB 

FM 

durch  das  BTSC-Basisband-Signal 
entsprechend  OST  Bulletin  No.  60,  April  1984 

Hauptkanal  (Mono)  L+R 
Pilotton  fp 

Stereo-Hilfstragerkanal  L-R 
(BTSC-  komprimiert) 

SAP-Kanal  (BTSC-  komprimiert) 

15,73426  kHz 

gekoppelt  mit  Zeilenfrequenz  fH 

5 x fH 
FM 


5 kHz  ±0,2  kHz 
13  kHz...  15  kHz 
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11.3.2 


Stereo-Hilfstragerkanal 

Modulationsart 


Hilfstragerfrequenz 

- Hilfstragerunterdriickung 
bezogen  auf  Af  = 25  kHz 

Frequenztoleranz  fur 
Tontrager,  SAP,  Hilfstrager 
und  Pilotton 

- Toleranz  (bei  23  °C) 

- TemperatureinfluB 

- Alterung 


Stereoton 

- Kanal  1 (links) 

- Kanal  2 (rechts) 

SAP 
Testart  1 

- Stereo  CHI  (links) 

- Stereo  CH2  (rechts) 

- SAP 
Testart  2 

- Stereo  CHI  (links) 

Stereo  CH2  (rechts) 

- SAP 

Testart  3 

- Mono 

- SAP 

Toleranz  der  Modulationsfrequenzen 

Toleranz  der  Modulationspegel 

- gemessem  am  MPX-Ausgang 

- gemessen  am  HF-Ausgang 
Mono/Stereo  Kanale 
SAP-Kanal 


Zweiseitenband  AM  mit 
unterdrucktem  Trager 

2 x fH 
>50  dB 


<1  ppm 
2 ppm 
2 ppm/Jahr 


kHz  Oder  3 kHz  mit  54  % AIL  *1 


1 kHz  Oder  3 kHz  mit  27  % AIL 
1 kHz  mit  27  % AIL 

5 kHz  mit  27  % AIL 


0,3  kHz  mit  7,05  % AIL 
3,1  kHz  mit  7,05  % AIL 
(L+R  = 14,1  % AIL) 

1 kHz  mit  70  % AIL 


0,3  kHz  mit  10  % EIM  *2 
8 kHz  mit  10  % EIM 
0,3  kHz  mit  27  % AIL 


0,3  kHz  mit  100%  EIM  *2 
0,3  kHz  mit  100  % EIM 

<0,5  % 


< ±5% 

< ±5% 

< ±25% 


Interne  Modulationsfrequenzen  und  Pegel 

Monoton  1 


*1  AIL  = Audio  Input  Level 

*2  100  % EIM  = ”75  \is  Equivalent  Input  Modulation”  von  100  % 
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1 1 .3.3  Systemeigenschaften 

Klirrfaktor  (fmod  = 1 kHz), 
gemessen  am  HF-Ausgang 
mit  75  ns  Deemphasis 

<0,3  % 

Spektrale  Storkomponenten 
innerhalb  des  Basisbandes  <100  kHz; 
gemessen  am  HF-Ausgang, 
Videomodulation  abgeschaltet, 
bezogen  auf  At  = 25  kHz 

< -50  dB 

FM-Rauschen  auf  dem  Tontrager, 
gemessen  mit  75  ns  Deemphasis, 
bezogen  auf  Af  = 25  kHz 

< -60  dB 

MPX-Ausgang 

BNC-Buchse  (Ruckwand), 
dc-gekoppelt 

Ausgangsimpedanz 

50  Q 

Ausgangspegel 

bei  Af  = 25  kHz  A 100  % L+R 

320  mV-eff  ±5  % (an  50  Q) 

Stereo-Ubersprechdampfung 

Stereo-Ubersprechdampfung 
gemessen  am  MPX-Ausgang 
bei  korrekter  Pegelanpassung  an 
einen  BTSC-Decoder: 

- fur  alle  verfugbaren  Frequenzen 
und  Kombinationen 

>36  dB 

Stereo-Ubersprechdampfung, 
gemessen  am  HF-Ausgang  bei 
fc  = 32  ...  900  MHz  bei  Einsatz 
des  Quasi-Parallel-Tonverfahrens; 
Werte  in  Klammern  gelten  fur  ZF- 
Aufbereitung  bei  f = 45,75  MHz  *3 

- Videomodulation:  Aus  (VIDEO  EXTERN) 
fur  alle  Kombinationen  einschl. 
der  Testarten, 
fmod  >300  Hz 
fmod  = 300  Hz 

>30  dB  (33  dB) 

>26  dB  (30  dB) 

*3  die  BTSC  Kanaltrennung  hangt  stark  von  der  Gute  der  ZF- 
und  Intercarrier-Signalverarbeitung  ab; 

Empfehlungen  sind  in  Kapitel  1 1 .2.3.  zu  finden 
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- Videomodulation: 

Schwarzbild  (Black-Burst-Signal) , 
alle  Bildmuster  abgeschaltet, 
fur  alle  verfugbaren  Frequenzen 
und  Kombinationen: 


auBer  fur 

L = 1 kHz, 
L = 0, 

R = 0 und 
R = 1 kHz 

>26  dB 

(30  dB) 

und  fur 

L = 1 kHz, 
L = 0, 

R = 0 und 
R = 1 kHz 

>20  dB 

(30  dB) 

Ubersprechen 

- L+RinL-R  < -60  dB 

bezogen  auf  Af  = 50  kHz 

- Stereo  in  SAP  < -54  dB 

bezogen  auf  Af  = 1 0 kHz 

1 1 .3.4  Zufiigungen  und  Anderungen  zu  Standardgeraten 

Toleranz  der  Modulationsfrequenzen 

- FM  INTERN,  Mono  Ton 

Fernsehnorm  NTSC/PAL  M <1  % 

NTSC/4,433  <1  % 

Fur  alle  anderen  Fernsehnormen 
befinden  sich  Angaben  uber 
AM/FM-,  Stereo-  und  NICAM-Ton 
in  Kapitel  10.3.3  und  10.3.4. 
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PM  541 5 / PM  541 8 PM  541 8 TXI  / PM  541 8 TDSI  UND  FERNSTEUERUNG 


Cl) 
12  - 1 


1 2 PM  541 8 TXI  / PM  541 8 TDSI  UND  FERNSTEUERUNG 

Siehe  englischer  Teil. 


12 


SOMMAIRE 


INSTRUCTIONS  POUR  ^INSTALLATION  ET  DE  SECURITE 

GENERALITES 

INSTRUCTIONS  DE  SERVICE 

CARACTERISTIQUES  TECHNIQUES 

DECLARATION  DE  GARANTIE 

VIDEOTEXTE  (TOP  / FLOF),  DIDON  ANTIOPE 


1 

■ 

2 


VIDEOTEXTE  AVEC  PDC,  FONCTIONS  VPS,  CLOSED  CAPTION 


SON  STEREO  ANALOGIQUE 
SON  DIGITAL  NICAM  / SON  STEREO 
SON  BTSC  (PM  5418) 


9 

To 

n 

T3 


PM  5418  TXI  / PM  5418  TDSI  ET  TELECOMMANDE 


N + 00 


CONTENU  DE  CE  MANUEL  PM  5415  / PM  5418 


CONTENU  DE  CE  MANUEL 

Ce  Mode  d’Emploi  fournit  une  description  de  toutes  les  fonctions  de  la  famille  de  generateurs  de  mires  PM 
5415etPM5418.lldonned’aborddesindicationsrelativesalalivraisonetaucontr6led’entreedesmarchandi- 
ses. 

En  raison  des  differentes  versions  d’appareils,  ce  Mode  d’Emploi  peut  contenir  des  chapitres  supplementai- 
res  expliquant  par  exemple  la  commande  du  son  video,  du  videotexte  ou  de  la  telecommande. 

Le tableau  suivant  indique  quels  chapitres  il  convient  d’utiliser  pour  chaque  version  d’appareil.  Les  chapitres 
1 a 5 de  ce  Mode  d’  Emploi  s’appliquent  a la  version  de  base  PM  5415/PM  5418,  voir  Table  des  matieres. 
L’utilisateur 

pourra  consulter  en  annexe  des  elements  TV  utiles. 


Chapitre  6 
Chapitre7+8 
Chapitre  9 
Chapitre  1 0 
Chapitre  1 1 
Chapitre  1 2 


Videotexte  (TOP/FLOF),  Didon  Antiope 

Videotexte  avec  PDC,  Systeme  de  programme  video  (VPS)  et  Closed  Caption 
Son  stereo  analogique 
Son  digital  NICAM 
Son  BTSC  (PM  5418) 

PM  5418  TXI  / PM  5418  TDSI,  telecommande  (anglais:  Remote  Control) 
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d’appareil 

Chapitre 

1 - 5 
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10 

11 

12 
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NOTE  DE  COLISAGE 

Le  carton  d’expedition  doit  contenir  les  elements  suivants: 

1 Color  TV  pattern  generator 

1 Mode  d’  Emploi 

1 Cable  secteur 

2 Fusibles 

1 Cable  de  raccordement  HF  PM  9538/01  BNC-TV 

1 Cable  Y/C  (pour  appareils  dotes  d’une  sortie  Y/C  uniquement) 

4 Pieds  en  caoutchouc  pour  installation  laterale 

Seulement  PM  5418  TXI,  PM  5418  TDSI: 

1 Interface  IEEE  PM  9547G  avec  cable  de  raccordement 

Seulement  PM  5418  avec  son  BTSC: 

1 Cable  de  raccordement  HF  BNC-’F’ 

1 Cable  de  connecteur  de  peritelevision  - Cinch 


CONTROLE  DE  L’ENTREE  DES  MARCHANDISES 


Verifiez  si  le  contenu  du  carton  d’expedition  est  complet  et  inspectez  I’appareil  en  vue  de  constater  les  degats 
eventuellement  survenus  pendant  le  transport.  Si  le  carton  est  incomplet  ou  si  vous  detectez  des  defauts, 
portez  aussitot  plainte  aupres  du  transporter.  Prevenez  egalement  une  filiale  de  vente  et  de  service  Fluke/ 
Philips  pour  la  reparation  ou  le  remplacement  de  I’appareil. 
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1 INSTRUCTIONS  POUR  L’lNSTALLATION  ET 

DE  SECURITE 

1 .1  INSTRUCTIONS  DE  SECURITE 

A la  livraison,  I’appareil  est  conforme  aux  consignes  de  securite  requises,  voir  chapitre  4.  Pour 
maintenir  cet  etat  et  afin  d’assurer  un  fonctionnement  sur,  il  faut  observer  les  instructions  suivan- 
tes. 

1.1.1  Entretien  et  reparation 

Defauts  et  contraintes  excessives: 

Lorsque  I’appareil  est  suspecte  de  n’etre  plus  sur,  le  mettre  hors  de  service  et  empecher  toute 
remise  en  service  accidentelle.  Ce  cas  se  presente  si  I’appareil 

- a subi  des  endommagements  mecaniques 

- ne  fonctionne  plus 

- a ete  soumis  a des  contraintes  depassant  les  limites  admises  (p.ex.,  pendant  le  stockage  et  le 
transport) 

Demontage  de  I’appareil: 

Lors  du  demontage  des  couvercles  et  d’autres  pieces  a I’aide  d’outils,  les  bornes  et  les  elements 
sous  tension  sont  exposes  sans  protection.  Avant  de  demonter  I’appareil,  le  deconnecter  de 
toutes  les  sources  de  tension. 

L’etalonnage,  I’entretien  et  la  reparation  de  I’appareil  demonte  doivent  etre  uniquement 
accomplis  par  un  specialiste  en  observant  les  precautions  necessaires. 

Apres  deconnexion  de  toutes  les  sources  de  tension,  les  condensateurs  dans  I’appareil  peuvent 
rester  charges. 

1.1.2  Misealaterre 

Avant  de  proceder  a toute  autre  connexion  I’appareil  doit  etre  mis  a la  terre  par  I’emploi  d’un 
cordon  secteur  a trois  conducteurs. 

La  fiche  secteur  ne  doit  etre  introduce  que  dans  une  prise  a contact  de  terre. 

La  mise  a la  terre  ne  doit  pas  etre  eliminee  par  I’emploi,  par  exemple,  d’un  cable  de  rallonge  sans 
conducteur  de  terre. 


ATTENTION:  Toute  interruption  de  la  ligne  de  terre,  a I’interieur  ou  a I’exterieur  de 

i’appareil,  tout  debranchement  de  la  borne  de  terre  peut  rendre  I’instrument 
dangereux.  L’interruption  intentionnelle  de  la  ligne  de  terre  est  formelle- 
ment  interdite. 


Le  potentiel  zero  du  circuit  sur  les  contacts  externes  des  douilles  BNC  est  branche  au  coffret.  Les 
contacts  externes  des  douilles  BNC  ne  doivent  pas  etre  utilises  pour  brancher  un  conducteur  de 
terre. 
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1 .1 .3  Adaptation  h la  tension  secteur  et  fusibles 

Avant  d’introduire  lafiche  secteur  dans  la  prise  secteur,  s’assurer  que  I’instrument  est  adapte  a la 
tension  locale  du  secteur. 


PRECAUTION:  Si  la  fiche  secteur  doit  etre  adaptee  aux  specifications  locales,  cette  modi- 
fication doit  etre  uniquement  accomplie  par  un  specialiste. 


A la  livraison,  I’appareil  est  regie  sur  une  des  tensions  d’alimentation  suivantes: 


Type 

No.  de  code 

Alimentation 

Cable  secteur 
(livre  avec  I’appareil) 

PM  5415 

9452  054  15xx1 

220  V 

Europe 

PM  5415 

9452  054  15xx3 

120  V 

Amerique  du  nord  (1 20  V) 

PM  5415 

9452  054  1 5xx4 

240  V 

Angleterre  (R.U.) 

PM  5415 

9452  054  15xx5 

220  V 

Suisse 

PM  5415 

9452  054  15xx8 

240  V 

Austral  ie 

PM  5418 

9452  054  18xx1 

220  V 

Europe 

PM  5418 

9452  054  18xx3 

120  V 

Amerique  du  nord  (120  V) 

PM  5418 

9452  054  1 8xx4 

240  V 

Angleterre  (R.U.) 

PM  5418 

9452  054  1 8xx5 

220  V 

Suisse 

PM  5418 

9452  054  18xx8 

240  V 

Austral  ie 

La  tension  d’alimentation  reglee  et  le  calibre  du  fusible  correspondant  sont  indiques  sur  la  face 
arriere  de  I’appareil. 

Utiliser  seulement  des  fusibles  du  calibre  et  du  type  specifies  lors  d’un  remplacement.  L’utilisation 
de  fusibles  repares  et/ou  le  court-circuitage  du  porte-fusible  sont  interdits.  Le  remplacement  du 
fusible  doit  etre  fait  seulement  par  une  personne  competente  qui  en  connart  les  risques. 


PRECAUTION:  Avant  de  remplacer  un  fusible,  ou  avant  de  selecter  une  tension  d’alimen- 
tation differente,  deconnecter  I’appareil  de  toute  source  de  tension. 


L’appareil  est  reglable  sur  les  tensions  alternatives  suivantes:  100  V,  120  V,  220  V et  240  V.  Ces 
tensions  nominales  peuvent  etre  reglees  a I’aide  du  selecteur  de  tension  (combine  avec  la  prise 
secteur  sur  I’arriere  de  I’appareil).  Le  fusible  est  monte  dans  un  porte-fusible,  egalement  sur 
I’arriere  de  I’appareil.  Pour  regler  la  tension  d’alimentation,  ou  pour  remplacer  le  fusible,  retirer  le 
cable  d’alimentation,  et  ouvrir  le  couvercle  a I'aide  d’un  tournevis  comme  illustre  ci-apres. 
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Choisir  la  tension  en  tournant  le  selecteur  de  tension.  Si  necessaire,  le  fusible  doit  etre  change 
(T0,315A  ou  T0,63A). 


1 .2  POSITION  DE  FONCTIONNEMENT  DE  L’APPAREIL 

L’appareil  sera  utilise  dans  la  position  decrite  au  chapitre  4.  En  abaissant  la  poignee  vers  le 
dessous  de  I’appareil,  celui-ci  peut  fonctionner  incline.  Les  caracteristiques  techniques  donnees 
au  chapitre  4 sont  valables  pour  les  positions  de  travail  indiquees.  Ilya  lieu  de  remarquer  que  les 
orifices  d’aeration  ne  peuvent  pas  etre  recouverts.  II  faut  eviter  la  proximite  d’une  source  de 
chaleur  et  le  rayonnement  solaire  direct. 


1.3  ANTIPARASITAGE 

L’appareil  a ete  soigneusement  antiparasite  et  examine.  En  cas  d’une  interconnexion  avec  des 
dispositifs  de  base  mal  antiparasites  et  avec  d’autres  unites  peripheriques,  des  signaux  parasites 
peuvent  en  resulter  qui  en  cas  de  besoin  demandent  des  mesures  antiparasites  supplementaires. 


1 .4  TRANSFORMATEUR  DE  SEPARATION 

Etant  donne  que  le  chassis  de  bien  des  recepteurs  de  TV  est  directement  raccorde  a une  phase 
de  la  tension  secteur,  pour  des  raisons  de  securite,  il  faut  alimenter  le  recepteur  a tester  par  un 
transformateur  de  separation.  Cela  permet  le  raccordement  du  chassis  des  recepteurs  au 
conducteur  de  protection  d’un  appareil  de  test  quelconque  et  reduit  les  risques  de  choc  electri- 
que  pour  I’operateur. 
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2 GENERALITES 

2.1  INTRODUCTION 

Les  generateurs  de  mires  multi-systemes  PM  5415  et  PM  5418  sont  utilises  pour  le  test  et  la 
mesure,  pour  I’entretien  et  la  reparation  des  appareils  de  technique  se  rapportant  a la  television, 
notamment  les  recepteurs  couleurs  et  noir  et  blanc,  Pequipement  video,  les  recepteurs  de  Video- 
text et  Antiope,  les  moniteurs  couleurs  ainsi  que  la  television  par  cable.  Le  domaine  d’application 
comprend  le  developpement,  la  production,  le  controle  de  qualite,  les  studios  de  television,  les 
ateliers  service  ainsi  que  I’enseignement. 

Les  appareils  fournissent  la  porteuse  video  dans  toute  la  gamme  de  frequence  allant  de  32  MHz 
a 900  MHz.  Ils  fonctionnent  conformement  a la  norme  europeenne  CCIR  et  a la  norme  americaine 
RTMAavecdes  signauxcouleurPALou  NTSC;  le  PM  5418  offre  de  plusSECAM.  18  mires  detest 
de  base  sont  disponibles  et  permettent  de  choisir  100  images  de  mire  grace  aux  combinaisons 
possibles.  Les  mires  de  test  ont  ete  adaptees  a des  taches  modernes  et  orientees  vers  I’avenir. 
Pourtoutes  les  mires  de  test,  il  est  possible  de  commuter  le  format  d’image  de  4:3  a 16:9. 

Avec  (’utilisation  de  la  technique  des  microprocesseurs,  I’appareil  offre  une  utilisation  variee  et  un 
maniement  simple.  II  permet  egalement  le  stockage  de  differents  reglages  de  I’appareil  et  le  rap- 
pel de  ces  reglages  sur  demande;  10  parametres  complets  de  reglage  peuvent  etre  memorises 
et  reproduits  dans  un  ordre  choisi.  Chaque  programme  peut  comporter  la  frequence  de  porteuse 
video,  la  mire  ou  I’image  de  mire  combinee  ainsi  que  I’un  des  modes  de  modulation  du  son. 

Pour  le  PM  541 8,  le  choix  de  la  norme  TV  est  determine  par  les  touches  PAL/NTSC/SECAM  ainsi 
que  par  deux  commutateurs  a rotation  par  le  pouce  situes  a I’arriere  de  I’appareil;  pour  le  PM  541 5, 
ce  choix  ne  se  fait  qu’avec  le  commutateur  a rotation  par  le  pouce  PAL/NTSC.  La  frequence  de 
ligne  est  ainsi  commutee  automatiquement  a 15625  Hz  pour  CCIR  ou  15734  Hz  pour  RTMA.  La 
synchronisation  ligne  et  images  est  etablie  suivant  la  norme  TV;  les  signaux  de  synchronisation 
ligne  et  image  sont  disponibles  a la  douille  BNC  situee  au  panneau  frontal  pour  une  utilisation 
externe  eventuelle. 

L’affichage  lumineux  4 chiffres  fait  partie  du  panneau  de  commande  de  la  porteuse  video.  La 
premiere  position  indique  la  place  actuelle  dans  la  memoire,  le  2eme,  3eme  et  4eme  positions 
indiquent  la  frequence  porteuse  image  en  MHz. 

Le  reglage  de  precision  de  la  frequence  porteuse  par  pas  de  0,25  MHz  - 100  kHz  pour  les 
gammes  inferieures  - est  assure  au  moyen  des  touches  STEP  up/down  situees  pres  de 
I’affichage.  Les  diodes  lumineuses  indiquent  la  valeur  choisie.  L’ajustage  exact  de  la  frequence 
dans  toute  la  gamme  est  obtenu  par  pression  continue  sur  I’une  des  deux  touches  mentionnees 
ci-dessus. 

Les  touches  STORE  et  RECALL  ont  acces  a la  memoire.  Ces  dernieres  en  liaison  avec  les  touches 
STEP  up/down,  permettent  le  rappel  suivant  I’ordre  des  reglages  de  I’appareil  ayant  ete  stockes 
dans  la  memoire. 
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L’amplitude  du  signal  de  sortie  video  (VIDEO  AMPL)  represente  en  adaptation  rapide  suivant  les 
normes  1 V;  elle  peut  etre  ajustee  entre  0 et  1 ,5  V. 

L’amplitude  du  signal  couleur  (CHROMA  AMPL)  represente  en  adaptation  rapide,  une  valeur  de 
1 00  %;  elle  peut  etre  ajustee  entre  0 et  1 50  %. 

Le  signal  de  sortie  HF  (RF  AMPL)  de  10  mV  peut  etre  reduit  de  plus  de  60  dB. 

Tous  les  appareils  de  base  PM  5415  et  PM  5418  offrent  un  son  mono  correspondant  a la  norme 
TV  choisie;  il  est  possible  de  moduler  la  porteuse  de  son  de  1 kHz  au  niveau  interne  ou  externe. 

Une  unite  Y/C  & RGB  qu’il  est  possible  d’utiliser  pour  les  tests  et  applications  de  magnetoscopes, 
camcorders,  moniteurs  et  appareil  TV  est  disponible  en  supplement. 

La  sortie  Y/C,  douille  S a 4 poles,  fournit  le  signal  luminance  et  le  signal  couleur  separement  et 
permet  de  tester  un  equipement  video  moderne  disposant  des  entrees  correspondantes  pour 
S-VHS  ou  Hi-8.  Une  commande  directe  avec  le  signal  Y/C  ameliore  les  couleurs  et  la  qualite  de 
I’image. 

A la  sortie  RGB  se  trouvent  les  signaux  Rouge,  Vert,  Bleu,  Composite  Sync  et  la  porteuse  auxiliaire 
video  sur  5 douilles  BNC  au  dos  de  I’appareil. 

Outre  les  appareils  de  base  PM  541 5 et  PM  541 8,  il  existe  d’autres  versions  offrant  des  possibility 
supplemental  telles  que  le  texte  video,  VPS/PDC,  le  son  stereo,  le  son  digital  NICAM,  le  son 
BTSC  ou  une  telecommande.  Le  PM  5418  TDSI,  qui  englobe  toutes  les  possibility,  represente 
la  version  la  plus  complete. 

Ces  instructions  d’emploi  sont  accompagnees  d’une  ’’carte  d’emploi”  (operating  card)  qui  sert 
de  manuel  condense  pour  les  clients  familiarises  avec  ce  genre  d’appareils. 

Un  programme  de  test  incorpore  represente  un  avantage  pour  le  client  et  facilite  le  service  apres- 
vente.  La  structure  mecanique  permet  un  acces  rapide  aux  differentes  pieces:  toutes  les  unites, 
a I’exception  du  modulateur,  se  trouvent  dans  la  platine  de  base. 
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2.2  VERSIONS  D’APPAREILS 


L’etiquette  permet  d’identifier  le  type  d’appareil 


Made  in  Germany 


type:  PM  5415  +Y/C 

NC:  94S2  054  1504. 

no:  lo  ...... 


45  UA 
50/50  HZ 


N°  de  type 
N°  de  code 
N°  de  fabrication 


Type  d’appareil 
Version 

N°  de  code 

Fonctions  suppl6mentaires  Standard  TV 

PM  5415 

PM  5415  +Y/C 

PM  541 5 TX 
PM  541 5 TX  +Y/C 
PM  5415TXS 
PM5415TXS  +Y/C 
PM  541 5 TN 
PM  541 5 TN  +Y/C 
PM  5415TNS 
PM  5415TNS  +Y/C 

9452  054  1500X 
9452  054  1504X 
9452  054  151  Ox 
9452  0541 51 4x 
9452  054  1550X 
9452  054  1554X 
9452  0541520X 
9452  054  1524X 
9452  054  1560X 
9452  054  1564X 

PALVNTSC 

Y/C  PAL/NTSC 

Stereo,  teletexte  PAL/NTSC 

Stereo,  teletexte,  Y/C  PAL/NTSC 

Stereo,  teletexte/PDC/CC,  VPS/PDC  PAL/NTSC 

Stereo,  teletexte/PDC/CC,  VPS/PDC,  Y/C  PALVNTSC 

NICAM/stereo,  teletexte  PALVNTSC 

NICAM/stereo,  teletexte,  Y/C  PAL/NTSC 

NICAM/stereo,  teletexte/PDC/CC,  VPS/PDC  PALVNTSC 

NICAM/stereo,  teletexte/PDC/CC,  VPS/PDC,  Y/C  PALVNTSC 

PM  5418 

PM  5418  +Y/C 

PM  541 8 TX 
PM  541 8 TX  +Y/C 
PM  5418TXS 
PM5418TXS  +Y/C 
PM  541 8 TD 
PM  5418  TD  4-Y/C 
PM  5418TDS 
PM  5418TDS  +Y/C 

9452  054  1800X 
9452  0541804X 
9452  054  181  Ox 
9452  054  1 81 4x 
9452  054  1850X 
9452  054  1854X 
9452  054  1830x 
9452  054  1834X 
9452  054  1870x 
9452  0541874X 

PAL/NTSC/SECAM 

Y/C  PAL/NTSC/SECAM 

Stereo,  teletexte  PAL/NTSC/SECAM 

Stereo,  teletexte,  Y/C  PALVNTSC/SECAM 

Stereo,  teletexte/PDC/CC,  VPS/PDC  PALVNTSC/SECAM 

Stereo,  teletexte/PDC/CC,  VPS/PDC,  Y/C  PALVNTSC/SECAM 

NICAM/BTSC/stereo,  teletexte  PALVNTSC/SECAM 

NICAM/BTSC/stereo,  teletexte,  Y/C  PAIVNTSC/SECAM 

NICAM/BTSC/stereo,  teletexte/PDC/CC,  VPS/PDC  PALVNTSC/SECAM 
NICAM/BTSC/stereo,  teletexte/PDC/CC,  PALVNTSC/SECAM 

VPS/PDC,  Y/C 

PM5418TXI  +Y/C 
PM5418TDSI  +Y/C 

9452  054  1 81 6x 
9452  054  1876X 

Stereo,  teletexte,  Y/C,  IEEE  PAL/NTSC/SECAM 

NICAM/BTSC/stereo,  teletexte/PDC/CC,  PALVNTSC/SECAM 

VPS/PDC,  Y/C,  IEEE 

Reglage  de  la  tension  secteur  et 
cable  secteur  lors  de  la  livraison 


x = 1 220  V,  50  Hz 

3 120  V,  60  Hz 

4 240  V,  50  Hz 

5 220  V,  50  Hz 

8 240  V.  50  Hz 


Europe 

Amerique  du  nord  (1 20  V) 

Grande-Bretagne 

Suisse 

Australie 
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3 INSTRUCTIONS  DE  SERVICE 

3.1  GENERALITES 

Ce  chapitre  concerne  les  procedures  et  regies  a respecter  lors  du  maniement  de  I’appareil.  II 
decrit  et  identifie  brievement  les  fonctions  des  commandes  situees  sur  le  panneau  avant  et  sur 
le  panneau  arriere  ainsi  que  les  differents  indicateurs  et  expose  a I’operateur  les  aspects  pratiques 
des  operations  afin  qu'il  comprenne  rapidement  les  fonctions  principales  de  I’appareil. 

3.2  ENCLENCHEMENT  DE  L’APPAREIL 

Des  que  I’appareil  est  raccorde  au  reseau  conformement  a la  description  du  chapitre  1.1.3, 
I’appareil  peut  etre  enclenche  a I’aide  du  commutateur  principal  (POWER  ON).  Pour  certaines 
versions  d’appareils  I’interrupteur  reseau  est  situe  sur  la  face  arriere. 

Pour  une  installation  normale  conforme  au  chapitre  1 et  apres  un  temps  de  chauffe  de  30  minutes, 
les  caracteristiques  techniques  du  chapitre  4 s’appliquent  a I’appareil. 

Suite  au  desenclenchement  de  I’appareil,  ne  remettre  ce  dernier  en  service  que  lorsque  la  partie 
alimentation  est  dechargee  (au  bout  d’environ  5 secondes).  Un  reenclenchement  trop  rapide 
peut  donner  lieu  a un  etat  initial  errone  de  I’appareil. 

3.3  AUTO-TEST  DE  L’APPAREIL 

Apres  enclenchement  de  I’appareil,  un  auto-test  interne  s’opere  durant  lequel  les  circuits  ROM 
et  RAM  sont  controles.  Un  eventuel  message  d’erreur  sera  affiche,  lequel  a la  signification 
suivante: 

Err  1 ROM,  somme  de  test  fausse 

Err  2 RAM,  erreur  de  lecture  ou  ecriture 

Err  3 ...  Err  5 L’affichage  se  rapporte  a une  erreur  qui  est  traitee  dans  le  Service  Manual 

Ensuite,  il  y a un  controle  de  tous  les  segments  de  I’affichage,  des  points  decimaux  et  de  toutes 
les  diodes  lumineuses  pendant  environ  3 secondes.  Apres  le  deroulement  du  test,  I’appareil  se 
positionne  automatiquement  aux  reglages  effectues  avant  la  coupure  de  I’alimentation. 

D’autres  informations  concernant  les  messages  d’erreur  sont  mentionnees  au  chapitre  3.4.3 
'Messages  d’erreurs’. 

3.4  TEST  DE  FONCTIONNEMENT  RAPIDE 

3.4.1  G6neralites 

Ces  directives  concernent  les  essais  des  fonctions  de  I’appareil  avec  un  minimum  de  tests  et  de 
manoeuvres.  II  est  convenu  que  I’operateur  qui  execute  cet  essai  est  familiarise  avec  I’appareil 
et  avec  son  fonctionnement. 

Au  cqo  ou  I’cooai  cot  cffootuo  quolquoo  minutoc  aproc  I’onolonohomont,  il  cot  poooiblc  quo  Ico 

etapes  du  test  ne  correspondent  pas  aux  specifications  en  raison  d’un  temps  de  chauffe  insuffi- 
sant. 


ATTENTION:  S’il  faut  adapter  la  fiche  secteur  aux  specifications  locales,  seul  un  specialiste 
peut  proceder  a une  telle  modification. 
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3.4.2  Test  rapide  des  fonctions 

Apres  I’enclenchement  de  I’appareil,  un  test  interne  a lieu,  voir  chapitre  3.3. 

Ensuite  une  commutation  automatique  se  produit  avec  remise  en  service  des  reglages  de  I’appa- 
reil  en  cours  avant  la  coupure  de  I’alimentation  (frequence,  type  de  mire,  modulation). 

- Verifier  si  la  norme  TV  est  correcte: 

PM  5415:  Commutateur  a rotation  par  le  pouce  PAL/NTSC  a I’arriere  de  l’appareil 
PM  5418:  Touche  PAL/NTSC/SECAM  et  commutateur  a rotation  par  le  pouce  correspondant 
PAL/NTSC  ou  SECAM  a I’arriere  de  I’appareil. 

— Enclencher  dans  la  plage  SOUND  les  touches  CARRIER  et  MODULATION  INTERN. 

- Enclencher  dans  la  plage  PATTERN  la  mire  echelle  des  gris/barres  couleurs/multiburst. 

- Verifier  la  position  de  base  et  la  position  rapide  des  potentiometres: 

VIDEO  AMPLITUDE  1 V 

CHROMA  AMPLITUDE  100  % 

— Mettre  le  reducteur  RF  AMPLITUDE  sur  1 0 mV. 

- Choisir  une  frequence  porteuse  video  qui  est  utilisee  dans  la  norme  TV  correspondante,  par 
ex.  la  norme  G dans  le  canal  VHF  E5: 175,250  MHz  (voir  tableau  en  annexe). 

FBEQUENCV/MHz  CH 


0-75 

O-50 

©.25 


- Raccorder  la  sortie  RF  OUTPUT  du  generateur  a I’entree  d’antenne  d’un  recepteur  de  TV  cou- 
leur. 

- Verifier  sur  le  televiseur  si  I’image  et  la  reproduction  sonore  sont  correctes. 

- Controler  en  plus  d’autres  mires. 

- Raccorder  la  sortie  video  a un  oscilloscope  (termination  de  75  Q). 

- Enclencher  les  mires  ECHELLE  DES  GRIS/SURFACE  BLANCHE. 

- Mettre  I’amplitude  video  en  position  rapide  1 V. 

- Verifier  si  I’amplitude  video  est  bien  de  1 V (crete/crete),  tolerance  <5  %. 


RECALL  1 


A 

STEP 


3.4.3  Messages  d’erreurs 

Le  programme  interne  d’auto-controie  verifie  des  I’enclenchement  et  lors  du  fonctionnement  qui 
suit  les  fonctions  principals  de  I’appareil.  Les  erreurs  eventuelles  detectees  seront  affichees 
(Err  1 ...  5)  et  ces  indications  seront  utilisees  pour  localiser  la  cause  de  I’erreur.  Pour  quelques 
messages  d’erreur,  un  fonctionnement  partiel  est  possible  (voir  table). 


Message  d’erreur 

Type  d’erreur 

Remarques 

Errl 

ROM,  somme  de  test 

Err  2 

RAM,  erreur  d’ecriture  ou 
de  lecture 

Err  3 

Image  de  mire 

Affichage  bref 

Err  4 

Frequence  porteuse  image 

Affichage  bref;  I’appareil  recherche  un 
nouveau  reglage  de  la  frequence 
prealablement  introduit,  sinon  pour 
terminer  ’-Er  4’ 

-Er  4 

Frequence  porteuse 
image,  reglage  impossible 

Fonctionnement  video  possible 

Err  5 

Bus  de  donnees  internes 

Lorsque  I’affichage  d’erreur  est  permanent  et  qu’il  ne  disparait  pas  au  moyen  de  la  mise  hors  et 
sous  tension  de  I’appareil,  faire  appel  a I’organisation  Service. 
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3.5  COMMANDE  ET  UTILISATION 

3.5.1  Organes  de  commande  et  raccordements 

Les  elements  de  commande  et  les  douilles  sont  mentionnees  ci-dessous  et  brievement  decrits. 


Description  Fonction 


Panneau  avant 


Commutateur  secteur 
I appareil  enclenche 
O appareil  declenche 


SOUND 


AM/FM 


INTERN 

o 

EXTERN 

o CARRIER 

! fllSfl 

Touches  pour  le  choix  des  modes  de  modulation 
Indicateur  LED  pour  le  mode  choisi: 

- Porteuse  son  avec  modulation  interne  ou  externe 

- Porteuse  son  MARCHE/ARRET 

Modulation  de  son  AM  uniquement  dans  le  PM  5418 


PATTERN/KEYBOARD 


Touches  pour  introduction  de  mires  (PATTERN) 
ou  des  informations  (KEYBOARD), 
dependant  de  la  touche  INPUT: 

- Reglage  de  mires  simples  ou  combinees 
(voir  chapitre  3.5.4) 

- Entree  de  la  frequence  porteuse  video  (3  chiffres) 

- Reglage  du  N°  de  canal  TV  (2  chiffres) 

- Choix  de  la  place  dans  les  memoires  0 ...  9 


Touches  pour  le  reglage: 

PAL/NTSC 

4:3 

VIDEO  INT 

Norme  TV  PAL/NTSC  ou  SECAM 

SECAIV!  0 

16:9  o 

VIDEO  EXTq 

(uniquement  dans  le  cas  du  PM  5418) 

■i 

■i 

WM  ' 

- Format  image  4:3  ou  16:9 

- Commutation  de  modulation  video  interne/externe 

© 

3-4 
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Description 


Fonction 


VISION  CARRIER 

MEMORY 


CH 


'STOO-9 

RCLO-9 

1 mm? 

e 

Panneau  de  commande  porteuse  video 

- Touches  pour  memorisation  (STORE)  et  rappel 
(RECALL)  pour  un  maximum  de  10  reglages 
complets  d’appareil 

- Affichage  des  places  de  memoire  remplies 


FREQUENCY/MHz  CH 


Affichage  de  la  frequence  porteuse  (MHz)  ou  du 

N°  de  canal  TV 

- Frequence  XX.X  MHz  (3  chiffres) 

- Canal  TV  CXX  (2  chiffres) 


INPUT 


Touche  pour  preparation  des  donnees 
(I’inscription  violette  du  clavier  est  valable  pour): 

- la  frequence  porteuse  image  (3  positions) 

- le  canal  TV  (2  positions) 


Touches  pour  ajustage  precis  de  la  frequence  porteuse 
(vers  le  haut  ou  vers  le  bas). 

En  maintenant  les  touches  enfoncees,  les  paliers  de 
frequences  defilent 

- pour  commutation  directe  des  places  de  la 
memoire  0 ...  9 


VIDEO  AMPt 

0 

IV  15V 

CiWMAAMPL 
© 

100%  150% 

RFAMPL 

101#  IWpV 

I mV 
1 0m¥ 


Potentiometre  de  reglage  d’ampiitude  video 


Potentiometre  de  reglage  d’ampiitude  couleur 
(saturation  de  couleur) 


Reducteur  de  niveau  HF 
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Description/Douille 


Fonction 


VIDEO 


750  750 


RFOUT 


Entree  video  externe  (75  Q)  et 
sortie  video  (75  Q),  douille  BNC 


Sortie  de  frequence  HF  75  Q,  douille  BNC 


Sortie  du  signal  de  synchronisation  combine 
(ligne/image)  2,6  Vcc/5  Vcc,  douille  BNC 


Pamneau  arriere 


PAL/NTSC  | 

1 

B,G,H 

PAL 

2 

D 

3 

1 

4 

M 

5 

N 

6 

M 

NTSC 

7 

4.433 

Commutateur  a rotation  par  le  pouce  pour  le  reglage 
des  differentes  normes  PAL/NTSC; 

PM  5418:  choisir  en  plus  le  standard  TV  a I’aide  de  la 
touche  PAL/NTSC/SECAM  sur  la  platine  de  texte 


Standard  TV 

PAL 

NTSC 

Norme  TV 

B 

* 

A 

M 

G 

D 

1 

M 

N 

M 

4.43 

Type  appareu^-^. 

H 

MHz 

PM  5415 

X 

X 

X 

- 

- 

X 

X 

PM  5418 

X 

X 

X 

- 

- 

X 

X 

x = Normes  TV  disponibles 
- = Sans  porteuse  couleur 

★ = Porteuse  couleur  PAL  M/N  disponible  avec  PM  9546 


SECAM 

1 

B,G,H 

2 

D,K,K1 

3 

L 

Commutateur  a rotation  par  le  pouce  pour  le  reglage 
des  differentes  normes  SECAM  (dans  le  cas  du 
PM  5418  seulement); 

choisir  en  plus  le  standard  TV  SECAM  sur  la 
platine  de  texte 


Standard  TV 

SECAM 

Norme  TV 

B 

D 

G 

K 

L 

Type  apparen^-^ 

H 

K1 

PM  5418 

X 

X 

X 
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Description/Douille 


Fonction 


AUDIO/VIDEO  OUT 


Sortie  Audio/Video,  douille  Euro-AV  (SCART). 
Raccordement  normalise  pour  systemes  TV  et 
video. 

Pin  Signal 

1 Audio  Mono 

3 Audio  Mono 

4 Masse  Audio 

8 Tension  de  commutation, 

etat  FBAS  commande  automatiquement 
1 7 Masse  Video 

1 9 Video 

21  Masse  Chassis 


AUDIO  IN 


OUTPUTS 


PAL/NTSC 

SUBCARRIER 


75  0 

SYNC 


75  0 


Entree  Audio,  douille  DIN  a 5 poles  (180°) 

Pin  Signal 

2 Masse 

3 Audio  Mono 

5 Audio  Mono 


Sorties  pour  appareils  equipes  de  i’unite  Y/C  & RGB: 


PAL/NTSC  frequence  porteuse  couleur  1 Vcc  en  75  £2, 
douille  BNC 


Signal  de  synchronisation  combine  2 Vcc  en  75  £2, 
douille  BNC 


BLUE 


75  n 


Signaux  RGB  (rouge,  vert,  bleu)  0,7  Vcc  en  75  £2, 
3 douilles  BNC 


Y/C 


Sortie  Y/C,  douille  S a 4 pins 

Pin  Signal 

1 Masse  signal  Y 

2 Masse  signal  C 

3 Signal  Y,  luminance 

4 Signal  C,  signal  couleur 
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Description/Douille  Fonction 


Prise  d’entree  secteur  avec  fusible  et 
selecteur  de  tension. 

~ ac  (ac  A courant  alternatif) 

Pour  le  plus  amples  informations, 
voir  chapitre  1.1.3: 

Adaptation  a la  tension  secteur  et  fusibles. 


3.5.2  Indications  relatives  a la  commande 

On  commande  I’appareil  par  I’intermediaire  du  clavier  situe  sur  le  panneau  avant  et  a I’arriere  de 
I’appareil.  A I’arriere  de  I’appareil  se  trouvent  deux  commutateurs  a rotation  par  le  pouce  permet- 
tant  de  commuter  sur  differentes  normes  TV;  le  PM  541 5 n’est  equipe  que  d’un  commutateur  a 
rotation  par  le  pouce  PAL/NTSC.  Si  Ton  regie  les  normes  TV  PAL  M et  PAL  N,  le  signal  de  porteuse 
video  n’est  disponible  que  si  I’unite  chromatique  universelle  PM  9546  est  installee. 

Des  diodes  (DEL)  qui  indiquent  respectivement  I’etat  de  marche  ou  d’arret  sont  assignees  a 
toutes  les  touches  de  la  plage  SOUND  (son)  et  PATTERN/KEYBOARD  (mires/clavier).  La  touche 
PURITY  (purete)  a une fonction  d’ incrementation;  8 combinaisons  sont  possibles;  elles  s’affichent 
par  les  3 diodes  ”R-G-B”. 

Le  clavier  KEYBOARD  (inscription  violette)  n’exerce  sa  fonction  que  si  Ton  a appuye  sur  I’une  des 
touches  INPUT,  STORE  ou  RECALL  au  prealable. 

Apres  la  mise  sous  tension  POWER  ON  et  le  deroulement  de  la  routine  de  test,  I’appareil  commute 
automatiquement  sur  les  valeurs  reglees  avant  la  coupure  du  secteur. 

Une  erreur  de  manipulation  est  exclue  et  ne  peut  occasionner  de  degats  a I’appareil. 

Certaines  versions  de  la  famille  d’appareils  disposent  dans  la  zone  de  commande  du  son  et  des 
mires  de  touches  supplementaires,  comme  par  ex.  pour  stereo,  son  NICAM,  son  BTSC,  VPS/PDC 
ou  videotexte.  Les  chapitres  6 a 1 1 decrivent  la  commande  de  ces  appareils. 


Remarque: 

Certaines  combinaisons  de  touches  recouvrent  les  donnees  eventuellement  stockees  par  le  client 
dans  la  memoire  de  I’appareil,  et  ces  donnees  se  perdent  (voir  chapitre  3.5.15). 

Dans  le  systeme  NTSC/4,433,  la  porteuse  son  peut  donner  lieu  a des  perturbations  dans  la  partie 
video  de  votre  appareil  parce  que  les  deux  frequences  sont  tres  rapprochees  I’une  de  I’autre.  En 
cas  de  perturbation,  veuillez  desenclencher  la  porteuse  son. 
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3.5.3  Reglage  de  la  porteuse  video  et  de  I’amplitude 

VISION  CARRIER 


KEYBOARD memory frequency/mhz  ch 

' STO  0-9  " A 


750 


Par  I’actionnement  de  la  touche  INPUT  I’instrument  sera  adapte  pour  une  gamme  de  frequence 
de  32  MHz  a 900  MHz.  Les  impressions  du  texte  des  touches  en  violet  sont  valables. 

- L’affichage  de  frequence  clignote  pour  la  frequence  reglee. 

- Les  touches  des  chiffres,  du  point  decimal,  du  canal  (CH),  d’entree  (INPUT)  et  de  rappel 
(RECALL)  sont  utilisables. 

Les  autres  touches  sont  verrouillees. 

- La  frequence  de  porteuse  video  (MHz)  doit  etre  entree  avec  3 chiffres. 

Pour  ce  faire,  le  format  est  le  suivant: 

OXXou  XX.X  <100  MHz 
XXX  >100  MHz 

- Chaque  chiffre  entree  est  affiche  immediatement,  les  positions  manquantes  continuent  a cli- 
gnoter. 

- Le  point  decimal  peut  etre  entre  apres  le  2eme  chiffre  dans  le  cas  de  frequence  <100  MHz. 

- Apres  I’entree  du  3eme  chiffre,  la  frequence  concernee  sera  enregistree  par  I’appareil. 

- Lors  de  I’entree  de  frequences  non  admises,  I’affichage  clignote  avec  I’information  derniere- 
ment  introduce. 
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Corrections 

- Au  cas  ou  une frequence  non  admise  a ete  introduite,  celle-ci  peut  §tre  corrigee  sans  actionner 
la  touche  INPUT. 

- Avant  le  deuxieme  chiffre,  il  est  possible  de  corriger  en  actionnant  a nouveau  la  touche  INPUT. 

- La  touche  RECALL  interrompt  i’entree.  La  valeur  reglee  au  prealable  reapparait  a I’affichage. 

- Avec  la  touche  STEP  A ou  STEP  V la  frequence  porteuse  video  entree  peut  etre  augmentee 
ou  diminuee. 


Exemple  d’entree  d’une  frequence  porteuse  HF 
Frequence  VHF  (E5)  175,25  MHz 


Ajustage  de  frequence,  ajustage  precis 

Au  moyen  des  touches  STEP  A ou  STEP  V il  est  possible  d’augmenter  ou  de  diminuer  la 

frequence  porteuse  par  pas  de  250  kHz.  Les  DEL  .75,  .50,  .25  indiquent  les  frequences  correspon- 

dantes. 

Pour  les  frequences  <45  MHz  les  pas  sont  de  100  kHz.  L’indication  est  donnee  par  les  3 digits. 

- Les  frequences  < 1 00  MHz  peuvent  etre  ajustees  avec  une  grande  precision  et  defagon  directe 
a I’aide  de  touches  du  clavier,  par  exemple  38,9  MHz. 

- Par  I’actionnement  rapide  des  touches  STEP  A ou  STEP  V les  sauts  de  frequence  sont  effec- 
tues  dans  le  sens  voulu. 

- En  maintenant  les  touches  STEP  A ou  STEP  V enfoncees  les  pas  de  frequence  se  succedent 
de  fagon  continue  dans  le  sens  desire.  Apres  quelques  pas,  la  vitesse  d’ajustage  augmente. 

- Lorsque  la  limite  de  frequence  est  atteinte,  la  frequence  se  remet  au  debut  ou  a la  fin  de  la 
gamme: 

p.  ex.  900,75  MHz  vers  32,0  MHz. 

- Aucasou  I’affichageindiqueun  numero  decanal,  par  enfoncement  bref  des  touches  STEP  A 
ou  STEP  V les  frequences  porteuses  video  assignees  dans  la  memoire  seront  commutees  sui- 
vant  leur  ordre  ±250  kHz  (<45  MHz:  ±100  kHz). 

- L’ajustage  precis  en  frequence  est  seulement  possible  lorsque  I’entree  de  frequence  a ete 
terminee. 


INPUT 


A 


STEP 


FREQUENCY/MHz  CH 


0-75 

O-50 

0-25 


3-10 
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Exemple  d’essai  d’une  frequence  de  reception  TV  avec  AFC  de  maintien  de  frequence  ± 750  kHz: 


Frequence  (VHF  E5) 
Ajustage 

Frequence  superieure 
Ajustage 

Frequence  inferieure 
Ajustage 

Frequence  (VHF  E5) 


175,250  MHz 
0,750  MHz 
176,000  MHz 
1 ,500  MHz 
174,500  MHz 
0,750  MHz 
175,250  MHz 


(3  pas  STEP  A) 
(6  pas  STEP  V) 
(3  pas  STEP  A) 


L’appareil  de  TV  doit  produire  une  image  correcte,  si  le  circuit  AFC  fonctionne  et  que  toutes  les 
frequences  sont  reglees. 


Reglage  de  I’amplitude  HF 

Au  moyen  du  reducteur  RF  AMPLITUDE,  le  signal  HF  present  a la  douille  RF  OUTPUT  peut  etre 
reduit  depuis  >10  mV  a moins  de  60  dB.  L’echelle  du  potentiometre  d’attenuation  sert  d’orienta- 
tion. 

Pour  un  niveau  d’environ  1 mV  (60  dB^V)  applique  a I’entree  du  recepteur  TV  on  doit  obtenir  une 
mire  exempte  de  neige. 

S’il  y a un  trouble  cause  par  un  emetteur  proche  dans  le  meme  canal  (moirage)  il  y a lieu  de  choisir 
la  porteuse  video  d’un  autre  canal  voisin. 

Les  recepteurs  de  TV  equipes  d’une  entree  d’antenne  coaxiale  peuvent  etre  raccordes  au  genera- 
tes de  mire  au  moyen  du  cable  PM  9538.  Pour  les  recepteurs  equipes  d’entree  symetrique,  il 
existe  en  option  le  cable  PM  9539  (75/300  Q).  Des  appareils  avec  son  BTSC  ont  un  cable  de 
raccordement  HF  supplemental  avec  connecteur  BNC/F. 


Coupure  periodique  du  signal  de  porteuse  HF 

Afin  de  pouvoir  effectuer  un  test  de  duree  des  fonctions  de  synchronisation  et  de  regulation,  par 
exemple  pour  la  commutation  de  son  automatique,  le  signal  HF  de  la  douille  RF  OUTPUT  peut 
etre  coupe  et  remis  en  route  suivant  une  sequence  de  1 0 secondes.  Lors  de  la  coupure  de  la  fre- 
quence porteuse,  I’affichage  montre  ’. 

Cette  fonction  de  I’appareil  sera  obtenue  au  moyen  de  la  touche  RECALL  et  la  touche  ’point’. 


RECALL 


On  quitte  ce  mode  de  service  en  appuyant  sur  une  touche  de  commande  quelconque. 
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3.5.4  Choix  des  mires 


PATTERN/KEYBOARD 


750  750 


Grace  aux  1 2 touches  PATTERN  (MIRE)  il  est  possible  de  choisir  1 8 mires  d’essai  differentes  ainsi 
que  4 mires  speciales.  En  outre,  differentes  mires  peuvent  etre  combinees  entre  elles  de  sorte  que 
plus  de  100  images  de  test  differentes  sont  disponibles.  Un  apergu  de  celles-ci  figure  dans  le 
chapitre  suivant. 

Par  I’actionnement  d’une  touche  PATTERN  (MIRE)  la  mire  seiectionee  sera  enclenchee  ou 
desenclenchee  et  signalee  simultanement  par  les  voyants  DEL  correspondants.  Chaque  mire 
peut  etre  combinee  avec  I’image  d’un  cercle,  a I’exception  de  la  mire  speciale  ’1 00  Hz  TEST’.  Si 
une  mire  additionnelle  qui  ne  peut  pas  etre  combinee  avec  la  mire  en  service  est  enclenchee,  les 
mires  en  surnombre  sont  desenclenchees. 

La  touche  de  mire  PURITY  a une  fonction  de  communication  continue,  par  pressions  successives 
le  signal  couleur  sera  commute  dans  I’ordre  suivant: 
rouge,  vert,  bleu,  magenta,  jaune,  cyan,  blanc,  noir. 

Toutes  les  mires  sont  disponibles  dans  les  formats  4:3  et  1 6:9.  On  choisit  le  format  d’image  sou- 
haite  a I’aide  de  la  touche  16:9. 

Lors  de  la  commutation  sur  VIDEO  EXTERNE,  les  mires  enclenchees  sont  stockees  dans  une 
memoire  intermediate.  L’ancienne  image  de  test  reapparai't  si  Ton  appuie  ensuite  encore  une  fois 
sur  la  meme  touche.  Si  I’appareil  est  desenclenche  en  etat  VIDEO  EXTERNE,  le  reglage  de  la  mire 
effectue  au  prealable  se  perd. 

On  peut  modifier  le  signal  couieur  (y  compris  oursi)  conienu  aans  routes  les  images  de  rest  de 
0 ...  150  % a I’aide  du  regulateur  CHROMA  AMPLITUDE  (saturation  de  couleur)  ou  le  desenclen- 
cher  (position  ’O’).  Le  reglage  de  I’amplitude  couleur  est  alors  correct  lorsque  le  potentiometre  se 
trouve  en  position  calibree  a 100  %. 
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3.5.5  Description  des  mires  et  de  leurs  utilisations 


N° 

1. 


Forme  du  signal 


Touche 


N/B 


Couleur 


VCR 


Pour  le  controle  de: 


Cercle 

Cercle  blanc  sur 
fond  noir 

Cercle  noir  sur 
fond  blanc 


m 


Linearite  totale 

Geometrie  totale 
Position  de  I’image 

Reflexions 

Format  image  4:3,  16:9 


Croix  centrale 

avec  bords  en 
creneles  sur  fond  noir 
ou  fond  blanc 


x 

x 

x 

x 


x 

x 

x 

x 


Centrage  image  sur  I’ecran 
Deform,  en  forme  de  coussin 
Linearite  de  la  deflexion 
Format  image  4:3,  16:9 


Surface  blanche 

Signal  blanc  100% 
(avec  le  signal 
synchro  couleur) 


WHITE 


x 

x 


Reglage  couleur  blanche 

Reglage  de  luminosite 
Courant  de  faisceau  du  tube 
Courant  d’ecriture  luminance 
Demodulateur  FM 
(Niveau  blanc) 


4. 


Points 


Convergence  statique 

Focalisation 

Format  image  4:3,  16:9 


5. 


Quadrillage 

avec  point  central, 
indication  du  coin 
superieur  gauche 
(sans  Burst  couleur) 


x 

x 

x 

x 

x 

x 


Convergence  statique 
Convergence  dynamique 

Correct,  deformation  coussin 
Correction  E/O-N/S 
Format  image  4:3,  16:9 
Reponse  en  amplitude 


Damier 


m 


x 

x 

X 

X 

X 

X 

X 

X 


Focalisation 

Synchronisation  horiz./vertic. 
Linearite  horizontale/verticale 
Deflexion  horiz./vertic. 
Reponse  en  amplitude, 
largeur  de  bande 
Position  de  I’image 
Format  image  4:3,  16:9 
Interference  secteuren 
synchronisation 
Transitions  noir  et  blanc 


7. 


Echelle  de  gris 


GREY 

SCALE 


Signal  en  escalier 
avec  8 etages  identiques, 
debute  avec  le  noir 


Circuits  de  luminosite  et  de 
contraste 

Echelle  de  gris 

Linearite  Oco  am  plies  video 


8. 


Multiburst 

Trame  de  resolution  en 
8 frequences 
de0,8  MHz  a 4,8  MHz 


MULTI 

BURST 


Largeur  de  bande  video, 
reponse  en  amplitude, 
resolution 
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N° 

Forme  du  signal 

Touche 

N/B 

Couleur 

VCR 

Pour  le  controle  de: 

9. 

Mire  VCR 

— 

(4  bandes  horizont.) 

VCH 

1 . Bande  horizontale 

X 

Reglage  de  valeur  niveau 

100  % Y 

blanc 

2.  Signal  multiburst  en 

X 

X 

X 

Largeur  de  bande  video, 

8 frequences 

reponse  en  amplitude  pour 

de  0,8  MHz  a 4,8  MHz 

VCT  et  autres  magnetosco- 

pes 

3.  Paliers  de  saturation  (R-Y) 

X 

X 

Linearite  amplis  chroma 

8 etages  identiques 

X 

X 

Sensibilite  amplis  couleurs 

X 

Reglage  du  courant  d’ecriture 

X 

CAG  de  Pamplificateur 

chroma 

4.  Rectangle  blanc  mobile 

X 

Fonctions  de  marche 

sur  barre  noir 

X 

Accelere,  ralenti 

horizontale 

X 

Arret  sur  image 

10. 

Barres  couleurs 

COLOR 

X 

Ensemble  des  etats  couleurs 

BAR 

X 

Circuit  identification  PAL 

X 

Circuit  regener.  sous-port. 

Suite  normalisee  de  couleurs 

X 

Identification  PAL 

Amplitude 

Norme 

100/0/75/0 

B,D,G,H,N 

K,K1,  LA 

X 

Matrice 

100/0/100/25 

1 

X 

Amplis  rouge,  vert,  bleu 

77/7,5/77/7,5 

M 

X 

X 

Retard  entre  signal  couleur 

A pour  PM  5418 

et  N/B 

Signal  de  barres  couleurs  avec 

X 

X 

Saturation 

surface  blanche  combinable 

X 

Interference  562,5  kHz 

11. 

Mire  pour 

X 

Ligne  a retard  PAL 

demodulateurs 

Defauts  d’amplitude  et 

de  phase 

1.  PAL 

i 4 barres  horizontales 

X 

Demodulateurs  PAL 

Barres  1 a 3:  codees  specialem. 

Frequence  sous-porteuse: 

Barre  4:  surface  grise  50  % Y 

phase  (R-Y)-(B-Y) 

(PAL-M  surface  grise  54  %) 

X 

Matrice  (G-Y) 

X 

Commutateur  PAL 

2.  NTSC 

3 barres  horizontales 

X 

Demodulateurs  NTSC; 

avec  Burst  NTSC 

Phase  porteuse  couleur 

Barre  1 : barre  couleur 

pour  demodulateur  1 et  Q 

Barre  2:  code  specialement 

Barre  3:  blanc/noir 

X 

Matrice  G-Y 

3.  SECAM 

4 barres  horizontales 

1 . Barre:  multiburst 

0,8  a 4,8  MHz 

2.  Barre  des  couleurs 

X 

Burst  de  commande 

debute  avec  maqenta 

X 

Demodulat.  couleur  SECAM 

Amplitude  30/0/30/0 

3.  Barre  des  couleurs 

X 

Burst  de  commande 

debute  avec  magenta 

Amplitude  75/0/75/0 

4.  Barre  reference  blanc  75  % Y 
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N° 

Forme  du  signal  Touche 

B/N 

Couleur 

VCR 

Pour  le  controle  de: 

12. 

Purete  des  couleurs  minrTV 

PURTTY 

3 couleurs  fondamentales: 
Rouge 

X 

X 

X 

X 

Purete  de  couleur 
Interference  entre  porteuse 

Vert 

Bleu 

3 couleurs  complementaires: 

Magenta 

Jaune 

Cyan 

Blanc  (100%  Y) 

X 

X 

X 

X 

X 

son  et  chrominance 
C.A.G.  couleurs 
Courant  d’ecriture  chroma 
du  magnetoscope 

Reglage  de  couleur  blanche 

Noir 

X 

X 

X 

Synchronisation 

3.5.6  Combinaisons  possibles  de  deux  mires 


Mires 


Cercle 

' ' 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

X 

Croix  centrale 

X 

mi 

X 

X 

X 

X 

X 

Surface  blanche 

X 

X 

X 

X 

a 

a 

X 

Points 

D 

n 

a 

X 

Quadrillage 

X 

X 

a 

a 

111 

X 

Damier 

X 

Echelle  gris 

X 

X 

§§*§ 

X 

X 

Multiburst 

X 

X 

X 

ml 

X 

Mire  VCR 

X 

mmm 

Barres  couleurs 

X 

X 

a 

n 

Mire  DEM 

X 

c ;jft 

Purete  couleurs 

X 

X 

. s. 

Surface  noire 

X 

X 

a 

a 

3.5.7  Images  de  test  speciales 


Mires 

Purete 

rouge 

Purete 

vert 

Purete 

bleu 

Purete 

magenta 

Barres  de 
couleurs 

3 barres  horizontales 

X* 

X 

6 barres  couleurs  horiz. 

X* 

X 

Mire  noir/blanc 

x * 

X 

1 00  Hz  test 

x * 

X 

a enclencher  en  premier  lieu 
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Combinaisons  des  images  de  mire 


N” 

Image  de  test 

13. 

Cercle,  Croix  centraie 

14. 

Cercle,  Croix  centraie,  Quadrillage 

15. 

Cercle,  Quadrillage 

16. 

Cercle,  Quadrillage,  Points 

17. 

Cercle,  Quadrillage,  Croix  centraie,  Points 

18. 

Quadrillage,  Croix  centraie,  Points 

19. 

Blanc,  Cercle  noir 

20. 

Blanc,  Quadrillage  noir 

21. 

Blanc,  Croix  centraie  noire 

22. 

Blanc,  Croix  centraie  et  Cercle 

23. 

Blanc,  Quadrillage  noir  et  Cercle 

24. 

Blanc,  Quadrillage  noir,  Croix  centraie  et  Cercle 

25. 

Damier,  Cercle 

26. 

Rouge 

27. 

Vert 

28. 

Bleu 

29. 

Magenta 

Purete  couleurs, 
^ combinees  avec 

30. 

Jaune  | 

Croix  centraie  et  Cercle 

31. 

Cyan  ' 

I 

32. 

Blanc 

| 

33. 

Noir  / 

WHfTE 


WHfTE 

WHITE 

1- — 

murnmiH 

r-:'  'lr:; 

3 

1(0) 

PURITY 


P P 


© 
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3.5.9  Applications  des  mires 

Le  generateur  delivre  un  grand  nombre  de  mires  differentes,  eventuellement  des  combinaisons 
d’image  destinees  a I’essai  et  aux  reglages  de  recepteurs  de  TV,  de  moniteurs,  de  magnetosco- 
pes et  d’equipement  video.  Les  mires  sont  disponibles  en  noir/blanc  et  en  couleur.  Les  descrip- 
tions ainsi  que  les  directives  qui  suivent  permettent  a I’utilisateur  de  determiner  comment  les 
differentes  mires  peuvent  etre  employees  de  lafagon  la  plus  pratique.  Chaque  mire  est  disponible 
dans  les  formats  16:9  et  4:3  que  Ton  choisit  a I’aide  de  la  touche  16:9. 

1 . Cercle  surfond  noir  pour  le  controle  de  la  linearite  totale  et  de  la  geometrie.  Le  cercle  peut 
etre  ajoute  a chaque  mire  a I’exception  de  la  mire  de  test  speciale  ’100  Hz  Test’.  Le  cercle 
blanc  devient  automatiquement  noir  si  Ton  choisit  la  mire  blanche,  ce  qui  est  utile  pour  reva- 
luation de  reflexions.  Lorsque  I’on  commute  le  format  d’image  sur  1 6:9,  des  petits  cercles 
apparaissent  dans  les  coins  de  I’ecran. 

2.  Croix  centrale/bords  en  creneles  se  prete  au  centrage  de  moniteurs  et  de  systemes 
d’ecran  ainsi  qu’au  controle  de  la  deformation  en  forme  de  coussin  et  de  la  linearite  de  la 
deflexion. 

3.  Surface  blanche  100  % avec  burst  de  couleur  sert  au  reglage  du  blanc  ’D’  et  au  controle 
de  I’uniformite  de  couleur;  cette  mire  est  egalement  importante  pour  le  reglage  du  courant 
maximum  du  tube  image.  ’Blanc  D’  (6500 0 K)  est  le  blanc  correct  necessaire  a une  reproduc- 
tion de  couleur  naturelle.  Dans  le  cas  des  magnetoscopes,  cette  mire  permet  de  controler 
le  courant  d’ecriture  de  luminosite. 

4.  Mire  de  points  essentiellement  pour  le  controle  de  la  convergence  statique  pour  laquelle 
seuls  des  points  blancs  doivent  apparaitre.  Les  points  de  couleur  indiquent  une  conver- 
gence et  une  focalisation  erronees. 

5.  Mire  quadrillee,  lignes  au  centre  de  I’image  ainsi  qu’en  haut  a gauche  comprend  17  li- 
gnes  verticales  pour  4:3  ou  21  lignes  verticales  pour  1 6:9  et  1 1 lignes  horizontales  pour  le 
controle  et  le  reglage  de  la  convergence  dynamique  et  de  la  convergence  des  coins.  Pour 
la  correction  de  la  deformation  en  forme  de  coussin,  un  equilibrage  E/O  et  N/S  est  neces- 
saire. 

II  importe  que  cette  mire  detest  soit  generee  sans  entrelacements  (sauts  de  ligne).  L’evalua- 
tion  est  plus  agreable  si  I’image  est  stable.  Si  cette  mire  de  test  est  necessaire  avec  saut  de 
ligne,  il  suffit  de  superposer  a cette  mire  un  autre  signal  de  test  tel  que  le  cercle,  la  croix 
centrale  ou  la  mire  de  points. 

6.  La  mire  damier  comporte  6x8  cases  carrees  pour  le  controle  des  alignements  de  base  du 
tube  cathodique  tels  que  le  centrage,  la  focalisation,  les  commandes  de  deflection  horizon- 
tale  et  verticale  et  de  la  lineraite.  La  bande  passante  peut  aussi  etre  controlee  par  (’observa- 
tion des  transitions  verticales  entre  le  noir  et  le  blanc,  ceux-ci  doivent  etre  nets  et  sans  zone 
floue.  En  outre,  cette  mire  permet  le  controle  de  I’interference  de  ronflement  reseau  dans  la 
synchronisation  de  trame.  D’autre  part,  il  ne  doit  pas  se  presenter  de  parasites  d’image  qui 
sont  visibles  sous  torme  ae  moire  ^couper  ae  preference  le  son). 
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7.  Mire  6chelle  des  gris  comportant  8 paliers  identiques  depuis  le  noir  jusqu’au  blanc  pour 
la  totalite  de  I’ecran;  destine  a la  detection  d’erreurs  de  linearite  de  I’amplificateur  video  ou 
de  son  ajustage  de  base.  Un  recepteur  TV  couleur  ne  doit  pas  presenter  de  couleur  dans 
les  8 paliers.  La  couleur  indique  dans  ce  cas  un  defaut  de  reglage  d’un  des  faisceaux  electro- 
niques  couleurs.  L’echelle  des  gris  est  egalement  utile  pour  la  verification  du  circuit  de 
contraste. 

8.  Multiburst  (mire  de  lignes  de  definition).  Cette  mire  comporte  8 paliers  identiques  de  lignes 
verticales  avec  resolution  de  ligne  pour  frequences  de  0,8  — 1,8  — 2,8  - 3,0  - 3,2  - 3,4  - 
3,8  et  4,8  MHz.  Cette  image  de  test  permet  le  controle  de  linearite  de  luminosite  ou  des  ampli- 
ficateurs  video  et  additionnellement  la  resolution  de  moniteurs  et  de  magnetoscopes. 

9.  Mire  VCR  pour  le  controle  de  largeur  de  bande,  linearite,  sensibilite  et  reglage  automatique 
(AGC)  des  amplificateurs  chroma  VCR.  Ce  signal  de  test  produit  une  image  avec  4 zones 
horizontales: 

- Lignes  horizontales  blanches  (100  %)  dans  1/6  de  I’image  afin  d’effectuer  le  reglage  de 
niveau  exact. 

- Signal  multiburst  avec  8 frequences  parmi  lesquelles  les  frequences  de  2,8  - 3,0  - 
3,2  - 3,4  MHz  servant  a I’ajustage  du  filtre  passe-haut  pour  obtenir  la  meilleure  resolution 
d’image  du  VCR. 

- Paliers  de  saturation  avec  8 paliers  identiques  de  1 00  % a 0 % pour  test  de  linearite  et  du 
reglage  automatique  de  I’amplificateur  chroma. 

Si,  par  exemple,  le  courant  d’ecriture  est  trap  eleve,  la  derniere  barre  apparaTt  coloree  ce 
qui  ne  doit  pas  se  presenter. 

- La  partie  inferieure  de  la  mire  consiste  en  une  bande  horizontale  noire  avec  un  champ 
blanc  qui  se  deplace  pour  le  test  des  VCR  avec  images  mobiles. 

10.  Barres  de  couleurs:  Cette  mire  se  compose  des  barres  des  couleurs  suivantes:  blanc, 
jaune,  cyan,  vert,  magenta,  rouge,  bleu  et  noir.  Le  degre  de  luminosite  depend  des  normes 
particulieres  TV  et  est  adapte  dans  ces  cas  de  fagon  automatique.  Au  moyen  de  ces  barres 
de  couleurs  standard,  il  est  possible  de  juger  de  la  qualite  de  reproduction  des  couleurs  du 
recepteur  en  essai,  en  outre,  il  est  aussi  possible  de  controler  la  detection  PAL,  les  regenera- 
teurs  de  porteuse  couleur,  I’amplificateur  RGB  ainsi  que  le  retard  eventuel  entre  signal 
couleur  et  noir/blanc. 

Lorsque  les  barres  de  couleurs  sont  combinees  avec  des  surfaces  blanches,  celles-ci  se 
produisant  dans  le  tiers  inferieur  de  I’image  servent  de  reference  pour  le  reglage  d’amplitude 
du  signal  differential  de  chroma,  par  rapport  au  signal  de  luminescence  du  tube  image.  Ce 
signal  est  egalement  utilise  pour  le  reglage  de  I’amplitude  des  demodulateurs  et  du  circuit 
matrice  etant  donne  que  la  sortie  est  comparable  a la  barre  de  reference.  Lorsque  par 
exemple,  la  commande  de  couleur  bleue  ou  verte  est  interrompue,  I’amplitude  des  signaux 
R-Y  peut  etre  ajustee  de  fagon  a ce  que  les  barres  5 et  6 ne  presentent  pas  de  differences 
Hp  li  iminnsitA  vis-a-vis  Has  harms  hnrizontalfis  de  reference.  De  cette  facon.  le  reolaoe  des 
demodulateurs  R-Y  sera  effectue  et  ensuite  il  sera  possible  de  controler  la  matrice  ou  dans 
ce  cas,  seule  la  commande  chroma  du  vert  sera  enclenchee. 
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1 1 . Mire  pour  demodulateurs 

La  mire  combinee  comporte  4 parties  horizontales.  Cette  mire  montre  des  codes  de  couleur 
ou  contenus  d’image  differents  dependant  de  la  norme  TV  ajustee  PAL,  NTSC  ou  SECAM. 


Mire  pour  demodulateurs  PAL: 

La  partie  1 se  compose  de  2 barres  horizontales.  La  premiere  contient  les  informations  R-Y 
et  B-Y  tandis  que  G-Y  est  nul.  La  deuxieme  barre  situee  a cote  est  non  coloree  a 50  % de  lumi- 
nance. 

La  partie  2 se  compose  de  4 carres  avec  les  informations  couleur  mentionnees  dans  le 
dessin.  Les  deux  premiers  carres  sont  codes  en  PAL.  Cette  partie  est  utilisee  pour  le  controle 
des  demodulateurs  couleurs. 

La  partie  3 comporte  4 carres  codes  couleurs  mais  qui  sur  un  recepteur  TV  ou  un  moniteur 
bien  regie  ne  doivent  pas  presenter  de  couleur;  les  4 carres  doivent  apparaitre  en  gris. 

Les  deux  signaux  R-Y  sont  codes  en  NTSC  et  ne  presentent  done  pas  de  changement  de 
phase  de  180°  a chaque  ligne.  En  outre,  le  signal  burst  est  code  en  PAL  et  assure  le 
fonctionnement  normal  du  commutateur  PAL  du  recepteur  couleur. 

Les  signaux  B-Y  des  deux  derniers  carres  inversent  leur  phase  de  180°  d’une  ligne  a I’autre. 


f 

G-Y 

= 0 

Y = 50  % ^ 

A 

A 

□ 

□ 

±(R— Y) 

T(R-Y) 

+ (B-Y) 

-(B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

A 

A 

□ 

□ 

+ (R-Y) 

-(R-Y) 

— (B-Y) 

^ (B-Y) 

= 0.28 

= 0.28 

= 0.5 

= 0.5 

Reference  Y = 50  % (*) 


A (B-Y)  = 0 □ (R-Y)  = 0 

(*)  54  % pour  PAL  M 


Controle  du  circuit  de  ligne  a retard 

La  troisieme  partie  de  la  mire  a ete  programmee  pour  le  controle  de  I’amplitude  et  de  la  phase 
du  circuit  de  ligne  a retard  (64  ^s).  Un  effet  de  persienne  apparait  au  cas  ou  le  reglage  est 
necessaire.  II  est  possible  de  reconnaitre  separement  I’erreur  d’amplitude  ou  de  phase 
suivant  la  barre  dans  laquelle  se  produit  I’effet  de  persienne.  Comme  le  signal  R-Y  est  code 
NTSC  dans  le  premier  et  le  deuxieme  carre,  le  circuit  de  retard  et  le  commutateur  PAL  vont 
eliminer  chaque  information  R-Y  puisque  celles-ci  sont  soustraites  I’une  apres  I’autre  des 
lignes  suivantes  des  deux  premiers  carres. 

Lorsqu’il  existe  une  erreur  d’amplitude  entre  le  signal  direct  et  le  signal  retarde,  le  premier 
et  le  second  carre  indiquent  la  difference  de  sortie  du  circuit  de  retard  par  un  signal  R-Y.  Le 
commuiaieur  PAL  va  inverser  ce  signal  dans  la  succession  des  lignes  ce  qui  produii  I'errei 
de  persienne. 

Lorsqu'il  existe  une  erreur  de  phase  entre  le  signal  direct  et  le  signal  retarde,  I’effet  de 
persienne  se  produit  dans  le  3eme  et  le  4eme  carre.  En  outre,  il  sera  aussi  visible  dans  la 
barre  horizontale  jaune  de  la  partie  superieure  gauche  de  I’image. 
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Controle  des  demodulateurs 

La  mire  peut  egalement  etre  utilisee  pour  la  recherche  des  defauts  des  demodulateurs  qui 
jouent  un  role  tres  important  dans  les  recepteurs  TV  couleur.  La  frequence  de  sous-porteuse 
doit  etre  appliquee  aux  demodulateurs  en  phase  correcte.  Si  ce  n’est  pas  le  cas,  la  couleur 
apparait  dans  les  4 carres.  Lorsque  la  phase  de  porteuse  couleur  appliquee  aux  demodula- 
teurs est  correcte,  le  demodulateur  R-Y  demodule  uniquement  le  signal  R-Y,  et  le  demodula- 
teur  B-Y  uniquement  le  signal  B-Y. 

Si  la  sous-porteuse  couleur  presente  un  defaut  de  phase,  le  signal  R-Y  est  transmis  par  le 
demodulateur  B-Y  dans  le  3eme  et  le  4eme  carre.  De  m§me,  le  demodulateur  R-Y  peut  corn- 
porter  des  informations  B-Y,  et  la  couleur  apparait  dans  le  1 er  et  le  2nd  carre.  Ainsi  une  erreur 
generate  de  phase  de  la  sous-porteuse  fait  passer  des  signaux  errones  dans  les  deux  demo- 
dulateurs. Le  defaut  sera  visible  par  la  couleur  dans  les  4 carres. 

Une  erreur  de  phase  qui  est  limitee  autour  de  90°  dans  la  porteuse  couleur  ne  produit  de 
fausses  informations  que  dans  I’un  des  demodulateurs  de  sorte  que  la  couleur  n’apparart 
que  dans  le  premier  ou  le  dernier  carre  en  fonction  du  type  de  recepteur. 


Mire  pour  demodulateurs  NTSC: 

La  partie  1 de  la  mire  represente  une  barre  de  couleur  standard  comprenant  7 surfaces 
horizontales:  blanc,  jaune,  cyan,  vert,  magenta,  rouge  et  bleu.  La  barre  de  couleur  a les 
valeurs  de  niveau  77/7.5/77/7.5  et  ressemble  a la  premiere  partie  du  signal  de  barre  de 
couleur  standard  SMPTE. 

La  partie  2 comprend  deux  surfaces  horizontales.  La  partie  gauche  contient  des  informations 
parmi  lesquelles  notamment  I’information  sur  I’axe  Q corresponde  a zero.  La  partie  droite 
presente  un  signal  dans  lequel  (’information  sur  I’axe  I correspond  a zero.  Ces  deux  parties 
constituantes  de  la  mire  permettent  en  principe  de  controler  ies  demodulateurs  Q et  I.  La 
bande  situee  a I’extremite  inferieure  contient  le  niveau  blanc  maximal  (Y  = 1 00  %)  et  le  niveau 
noir  (Y  = 7.5  %) . II  est  possible  d’utiliser  cette  partie  pour  aligner  le  contraste  (difference  entre 
niveau  blanc  et  niveau  noir)  et  la  luminosite  (niveau  noir)  de  I’ecran. 


h- 

h- 

II 

.>3 

O 

c 

CO 

n 

jaune 

-c 

a> 

> 

ai 

c 

a) 

O) 

(0 

E 

0 

U) 

Z3 

O 

D 

0 

JQ 

1 

Y = 54  % 

-1  =0.23  Q = 0 

Y = 54  % 

+Q  = 0.23  1 = 0 

^ blanc  (Y=  100%) 

noir  (Y  = 7.5%)  j 

A (B-Y)  = 0 □ (R-Y)  = 0 

(*)  54  % pour  PAL  M 
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Mire  pour  d6modulateurs  SECAM: 

DEM  est  une  mire  combinee  pour  le  controle  des  demodulateurs  et  est  divisee  en  4 sections 
horizontales,  voir  figure. 

La  premiere  section  comporte  les  salves  burst  (multiburst),  8 barres  verticales  avec  lignes 
de  definition  dans  les  gammes  de  frequences  0,8  - 1 ,8  - 2,8  - 3,0  - 3,2  - 3,4  - 3,8  - et 
4,8  MHz. 

La  seconde  section  presente  une  mire  de  barres  de  couleur  avec  amplitude  reduite  compre- 
nant  8 barres  verticales:  magenta,  jaune,  cyan,  vert,  rouge,  bleu  et  noir  (amplitudes 
30/0/30/0).  Cette  partie  de  la  mire  peut  etre  utilisee  pour  controler  le  verrouillage  de  la  salve 
des  recepteurs  TV  couleur. 

La  section  3 contient  les  memes  signaux  de  barres  couleur  mais  avec  des  amplitudes  de 
75/0/75/0  correspondant  aux  recommandations  CCIR. 

La  section  4 comprend  une  barre  blanche  horizontale  pour  75  % de  luminance  qui  sert  de 
reference. 


r 

1 1 1 1 1 

Defin.  lignes  0,8  ...  4,8  MHz 
1 I I I 1 

— \ 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

^ Reference  blanc  Y = 75  % J 

M = magenta,  Y = jaune,  C = cyan,  G = vert, 

R - rouge,  B = bleu,  BK  = noir 

Pour  touts  appareils  avec  telecommande  voir  chapitre  (gb)  1 2.4. 


1 2.  Signaux  de  purete  de  couleurs.  Les  signaux  de  purete  des  couleurs  sont  les  trois  couleurs 
fondamentales  rouge,  vert  et  bleu.  Dans  un  recepteur  correctement  regie,  le  faisceau 
electronique  respectif  du  tube  image  ne  genere  qu'un  type  de  points  ou  lignes  de  couleur 
a I’ecran.  Le  signal  rouge  se  prete  particulierement  au  controle  de  la  purete  des  couleurs. 
Si  Ton  choisit  ROUGE,  seule  cette  couleur  doit  etre  visible;  toute  autre  couleur  indique  qu’il 
faut  equilibrer  la  purete  des  couleurs. 

Le  signal  vert  est  utilise  avec  les  tubes  ’in-line’  pour  I’examen  des  deformations  de  geometrie 
et  sert  de  trame  de  reference  etant  donne  que  le  canon  vert  est  situe  exactement  au  centre 
de  I’axe  du  tube  image.  Le  signal  bleu  est  egalement  necessaire  pour  le  controle  de  la  qualite 
de  couleur. 

On  peut  choisir  les  couleurs  complementaires  magenta,  jaune  et  cyan  en  combinant  les 
couleurs  fondamentales  correspondantes. 

Les  signaux  de  purete  de  couleur  sont  egalement  utilises  pour  le  controle  d’interference 
entre  porteuse  image  et  porteuse  son.  Comme  la  mire  presente  un  taux  de  saturation  de 
75  %,  elle  peut  aussi  etre  employee  pour  le  reglage  de  courant  d’ecriture  Chroma  dans  les 

magnptnQrnppQ 

En  plus  des  couleurs  fondamentales  et  complementaires,  il  est  possible  de  selectionner  le 
blanc  1 00  % et  egalement  le  noir  (pas  d’information  video)  pour  le  controle  des  flancs  noirs 
avant  et  arriere  des  impulsions  de  synchronisation. 
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13.  Mire  100  Hz 

Le  generateur  met  a disposition  une  mire  speciale  100  Hz  permettant  de  controler  les 
televiseurs  modernes  IDTV  100  Hz  exempts  de  papillotement  etendu.  Cette  technique  est 
utilisee  principalement  pour  des  appareils  dotes  de  gros  tubes  image.  Les  images 
transmises  avec  50  Hz  sont  stockees,  transformees  et  triees  avec  une  frequence  visuelle  de 
100  Hz.  Cette  transformation  en  100  Hz  double  la  frequence  de  trame  et  empdche  des 
pertubations  de  I’image  typiques  50  Hz  telles  que  le  papillotement.  Pour  reduire  le 
papillotement  des  lignes,  divers  precedes  de  preparation  video  sont  utilises  dans  ces 
appareils  comme  par  ex.  ’Digital  Scan’. 

Les  appareils  IDTV  1 00  Hz  peuvent  etre  particulierement  bien  controles  avec  la  mire  1 00  Hz 
vu  qu’elle  contient  des  signaux  de  tests  50  Hz  et  25  Hz.  Vous  trouverez  de  plus  amples  details 
sur  cette  mire  speciale  plus  bas.  Cette  mire  se  compose  de  4 lignes  blanches  horizontales, 
verticales  et  obliques.  Chaque  groupe  de  lignes  contient  des  signaux  de  test  25  Hz  et  50  Hz. 
La  premiere  ligne  blanche  n’existe  que  dans  la  premiere  trame,  a la  ligne  62  de  la  trame  A. 
Ceci  equivaut  a un  signal  de  test  de  25  Hz.  La  deuxieme  ligne  se  compose  respectivement 
d’une  ligne  de  la  lere  et  de  la  2eme  trame,  des  lignes  72  de  la  trame  A et  B.  La  deuxieme 
ligne  horizontale  delivre  ainsi  un  signal  de  test  normal  50  Hz  du  moment  que  cette  ligne  est 
montree  dans  chaque  trame.  Les  3eme  et  4eme  lignes  represented  des  combinaisons  des 
deux  premieres  lignes. 

Le  resultat  de  cette  mire  sera  sur  I’ecran  d’un  televiseur  50  Hz  ou  100  Hz  tres  different.  En 
general,  les  televiseurs  disposant  d’une  technique  a 100  Hz  presented  lors  de  Putilisation 
de  cette  mire  une  image  de  test  sereine.  Les  televiseurs  normaux  quant  a eux  (frequence  de 
trame  50  Hz)  presented  sur  I’ecran  une  image  tres  vacillante  avec  des  papillotements  de 
ligne  et  d’image. 

Selon  le  precede  de  preparation  utilise  dans  les  televiseurs  100  Hz,  le  resultat  peut  etre 
sensiblement  different. 


Trame  A 
Trame  B 
Trame  A 
Trame  B 
Trame  A 
Trame  B 
Trame  A 
Trame  B 


Details  mire  100  Hz,  representation  invertie 


PM  541 5 / PM  541 8 INSTRUCTIONS  DE  SERVICE 


© 

3-23 


3.5.10  Signal  video 

Le  signal  video  produit  par  le  generateur  (FBAS)  est  disponible  a la  douille  BNC  VIDEO  OUT  lors- 
que  I’instrument  n’est  pas  enclenche  en  mode  VIDEO  EXTERN.  Le  meme  signal  est  aussi  disponi- 
ble auconnecteur  AUDIO/VIDEO  OUT  (contact  19).  L’amplitude  du  signal  video  estde  1 Vccen 
75  Q,  lorsque  le  potentiometre  VIDEO  AMPLITUDE  est  en  position  ’1  V’;  elle  peut  etre  ajustee  entre 
0...  1,5  Vcc. 

Le  signal  video  FBAS  comporte  le  signal  couleur  et  le  signal  synchronisation  de  porteuse  couleur 
(Burst);  il  est  ajustable  au  moyen  du  potentiometre  pour  I’amplitude  couleur  CHROMA  AMPL  de 
0 ...  1 50  %.  En  position  rapide  du  potentiometre,  I’amplitude  est  de  ’1 00  %’  ce  qui  represente  (’am- 
plitude suivant  les  normes  du  signal  couleur. 

En  fonction  du  format  d’image  regie  des  mires  de  test,  la  sortie  de  tension  de  commutation  (etat 
FBAS)  de  la  douille  Scart  est  alimentee  par  une  tension  de  controle  adequate  (pin  8). 

En  mode  video  externe,  le  signal  de  porteuse  image  peut  etre  module  par  un  signal  video  externe 
(BAS  ou  FBAS),  qui  doit  avoir  une  amplitude  de  1 Vcc.  Le  signal  externe  sera  applique  a la  douille 
d’entree  VIDEO  IN  et  est  disponible  a la  douille  VIDEO  OUTPUT  ainsi  qu’a  la  douille  Scart. 

Le  potentiometre  pour  le  reglage  de  I’amplitude  couleur  doit  etre  en  position  ’O’,  afin  d’eviter  les 
interferences  eventuelles  (traits  verticaux  en  deplacement  continuel),  qui  se  presentent  a cause 
de  superimposition  d'un  canal  dans  un  autre.  L’entree  video  externe  est  interrompue  en  fonction- 
nement  interne. 


3.5.1 1 Synchronisation,  desenclenchement 

Pour  piloter  la  base  de  temps  d’un  oscilloscope  ou  d’un  oscilloscope  de  profil  video,  le  genera- 
teur delivre  un  signal  de  synchronisation  combine  a la  douille  LINE/FIELD  SYNC  OUT.  L’ampli- 
tude de  I’impulsion  de  synchronisation  de  ligne  (EMK)  a pour  valeur  2,6  Vcc,  celle  de  I’impulsion 
de  demi-image  5 Vcc.  Au  moyen  de  ces  signaux  de  desenclenchement,  une  synchronisation 
facile  des  signaux  V et  H est  realisee. 
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3.5.12  Son  mono 

Ce  chapitre  ne  decrit  que  les  appareils  equipes  de  son  mono.  Les  appareils  dotes  de  son  stereo 
et  NICAM  disposent  d’un  clavier  plus  important  et  sont  decrits  dans  des  chapitres  separes.  Le 
signal  son  est  transmis  par  la  modulation  de  frequence  de  la  porteuse  son  a haute  frequence 
(dans  le  cas  du  PM  5418  uniquement,  la  porteuse  son  est  modulee  AM  dans  la  norme  TV  SE- 
CAM  L).  La  frequence  de  la  porteuse  son  depend  de  la  norme  TV  utilisee,  par  ex.  pour  PAL  B,G,H 
5,5  MHz  et  pour  PAL  I 6,0  MHz.  Le  chapitre  4.3  fournit  davantage  de  details  a ce  sujet. 

Pour  les  stations  de  television,  la  frequence  de  la  porteuse  son  depasse  celle  de  la  porteuse  video 
respective,  tandis  que  le  PM  5415  et  le  PM  5418  generent  des  signaux  de  bande  a deux  cotes. 
Ceci  importe  peu  dans  le  cadre  du  controle  d’equipements  de  television.  Le  reglage  exact  de  la 
frequence  de  la  porteuse  son  se  fait  automatiquement  grace  aux  commutateurs  a rotation  par  le 
pouce  PAL/NTSC  et  SECAM  situes  a I’arriere  de  I’appareil. 

On  regie  les  signaux  son  par  le  clavier  SOUND  (son).  Les  DEL  assignees  indiquent  I’etat  de  fonc- 
tionnement  respectif  MARCHE/ARRET.  Apres  I’enclenchement  de  la  porteuse  son,  il  se  peut  que 
la  frequence  exacte  ne  soit  atteinte  qu’au  bout  de  quelques  secondes. 

■ PM  5415  ■ PM  5418 


SOUND 


MODULATION 


INTERN 

| ^ l 

EXTERN 

Q CARRIER 

SOUND 


AM/FM 


INTERN  q 

EXTERN 

© 

CARRIER 

- Avec  la  touche  CARRIER,  la  porteuse  son  est  enclenchee  ou  desenclenchee. 

- Avec  la  touche  MODULATION  INTERN,  I’appareil  produit  un  signal  sonore  (1  kHz)  en  ou  hors 
sen/ice  ou  encore  une  commutation  de  modulation  externe  en  modulation  de  son  interne. 

- Avec  la  touche  MODULATION  EXTERN,  il  est  possible  de  commuter  le  mode  de  modulation 
du  son  par  une  source  externe  a I’appareil.  Le  signal  sonore  doit  etre  injecte  dans  la  douille 
AUDIO  INPUT  (pin  3/5)  a I’arriere  du  generateur. 

- Le  signal  HF  comporte  uniquement  la  porteuse  de  son  non  modulee  lorsque  la  touche  CAR- 
RIER est  enclenchee  et  lorsque  les  touches  MODULATION  INTERN/EXTERN  sont  desenclen- 
chees. 


Modes  de  fonctionnement  son  mono 


Modes  de 

fonctionnement 

son/modulation 

Porteuse 

son 

CARRIER 

Modulation 

Remarque 

INTERNE 

EXTERNE 

Porteuse  son  et  son 
coupes 

0 

0 

0 

Mono, 

signal  son  coupe 

X 

0 

0 

Mono,  aignal  oon  1 l<M= 

X 

X 

Mono,  signal  son  externe 

X 

X 

Signal  son  externe  a la 
douille  AUDIO  IN, 
contact  3 ou  5 

0 = Mode  de  fonctionnement  desenclenche 
x = Mode  de  fonctionnement  enclenche 
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3.5.13  M&moire  des  reglages  de  I’appareil,  fonction  STORE 

Dix  reglages  complets  peuvent  etre  introduits  dans  les  places  de  memoire  de  0 ...  9 afin  de  faciliter 

le  maniement  de  I’appareil.  Ceci  est  obtenu  au  moyen  de  la  touche  STORE  et  d’une  des  touches 

numeriques.  Toutes  les  fonctions  peuvent  etre  memorisees  a I’exception  des  reglages  manuels 

d’amplitude  pour  video,  chroma  et  haute  frequence. 

- Apres  actionemment  de  la  touche  de  memoire  STORE,  seules  les  touches  numeriques  0 ...  9 
et  la  touche  RECALL  sont  operationnelles. 

- La  touche  RECALL  interrompt  I’introduction  des  informations  en  memoire. 

- Dans  le  cas  ou  le  reglage  de  frequence  est  associe  a un  numero  de  canal,  celui-ci  est  egale- 
ment  memorise. 

- Un  numero  de  canal  peut  etre  introduit  aussi  ulterieurement  dans  une  place  reservee  de  la 
memoire,  (voir  ci-dessous). 

Exemple  de  memorisation: 

Les  reglages  actuels  de  I’appareil  sont  introduits  dans  la  place  N°  3 de  la  memoire: 


STORE  3 


Assignation  des  numeros  de  canaux  TV  et  memorisation 

De  nombreux  operateurs  utilisent  volontiers  le  numero  de  canal  TV.  Avec  cet  appareil,  1 1 reglages 
d’appareil  complets  peuvent  etre  appeles  a partir  de  la  memoire  suivant  un  numero  suivant  un 
numero  de  canal  lorsque  auparavant,  la  numerotation  correspondant  a la  frequence  de  porteuse 
image  a ete  introduite.  Le  tableau  ’Canaux  de  frequence  VHF/UHF  pour  differentes  normes  TV’ 
en  annexe  B peut  servir  de  reference. 

- L’ assignation  numero  de  canal/frequence  peut  etre  quelconque. 

- Le  numero  de  canal  introduit  sera  inscrit  a I’affichage  de  la  memoire. 

- 10  numeros  de  canaux  peuvent  etre  memorises  dans  les  places  de  memoire  0 ...  9. 

- Le  Heme  numero  de  canal  sera  retenu  lorsque  lesigne  ’-’  seraaffiche,  la  frequence  reglee 
momentanement  etant  memorisee  avec  le  numero  de  canal  choisi.  Cette  memoire  n’est  dispo- 
nibles  qu’avec  le  choix  des  touches  ’RECALL  - CH  - n°  - n°’. 

- Lors  de  I’introduction  du  numero  de  canal,  il  n’y  a pas  d’essai  controlant  si  un  meme  canal  a 
ete  introduit  plusieurs  fois.  Lors  de  I’appel,  il  apparait  toujours  la  place  de  memoire  la  plus 
basse. 


Correction  de  donnees  introduites 

- La  touche  KfcUALL  interrompt  nntroduction  en  memoire  (seuiement  possible  avant  le  2eme 
chiffre);  I’ancienne  valeur  apparart  a nouveau  a I’affichage. 

- Au  moyen  de  la  touche  INPUT  des  nouvelles  donnees  peuvent  etre  reintroduites. 

- Le  numero  de  canal  memorise  sera  recouvert  lors  de  I’introduction  des  nouvelles  donnees. 
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Exemple  de  memorisation  de  la  frequence,  de  la  place  dans  la  memoire  et  du  numero  de  canal: 

Porteuse  image  543,25  MHz 
Place  memoire  1 

Canal  30  (UHF/IV  standard  G) 


Suite  des  touches: 


INPUT 


3 


A 

STEP 


STORE  1 


INPUT 


CH  3 0 


MEMORY  FREQUENCY/MHz  CH 


0-75 

0-50 

©.25 


0-75 

0-50 

©.25 


0-75 

0-50 

0-25 


A 


STEP 


INPUT 


INPUT 


Au  cas  ou  la  frequence  memorisee  doit  etre  classee  dans  un  canal  correspondant,  seule  Ia3eme 
sequence  d’entree  est  requise: 


INPUT 


CH 


digit 


digit 


3.5.14  Reglage  de  I’appareil  par  I’appel  de  place  de  memoire,  fonction  RECALL 

Le  maniement  est  notablement  simplifie  lorsque  les  reglages  les  plus  employes  par  I’utilisateur 
ont  ete  memorises  dans  I’appareil.  1 0 places  de  memoire  sont  disponibles  dans  ce  but.  Lorsque 
c’est  necessaire,  il  y a lieu  neanmoins  de  regler  manuellement  I’amplitude  video,  chroma  et  por- 
teuse HF. 

- Par  la  touche  RECALL  et  un  chiffre  ’0  ...  9’  les  donnees  de  reglage  desirees  de  I’appareil  sont 
extraites  de  la  place  en  memoire. 

- Par  les  touches  RECALL,  CH  et  deux  chiffres  ’0  ...  9'  on  peut  obtenir  les  reglages  desires  si 
auparavant  la  classification  des  canaux  TV  correspondante  a ete  effectuee. 

- Si  un  numero  de  canal  ne  se  trouvant  pas  dans  la  memoire  est  appele,  il  apparait  a I’affichage 
’nFnd’  (not  found);  apres  quoi  la  derniere  serie  de  reglages  est  a nouveau  affichee. 
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Exemples: 

Dans  la  place  1 de  memoire  existent  les  donnees  suivantes: 

Porteuse  image  543,25  MHz 

Canal  30 

Mire  Echelle  des  gris 

Son  1 kHz,  interne 

Exemple  1 , rappel  de  la  place  dans  la  memoire: 


FREQUENCV/MHz  CH 


0-75 

O-50 

0*25 


A I’affichage  sont  indiquees  la  place  de  memoire  et  la  frequence  de  la  porteuse  image. 
Tous  les  reglages  introduits  a la  place  de  memoire  1 sont  effectues. 


Exemple  2,  rappel  du  numero  de  canal: 


RECALL 


CH 


0 


FREQUENCV/MHz  CH 


0-75 

O-50 

0-25 


A I’affichage  sont  indiques  la  place  de  memoire  et  le  numero  de  canal.  Tous  les  reglages  de  I’appa- 
reil  introduits  a la  place  de  memoire  1 seront  effectues. 


Autres  possibilites: 

- Au  moyen  de  la  touche  RECALL,  puis  en  actionnant  a plusieurs  reprises  la  touche  STEP  A ou 
STEP  V , les  donnees  contenues  dans  les  places  de  memoire  0 ...  9 seront  appelees  succes- 
sivement.  Comme  point  de  sortie,  il  est  pris  en  consideration  la  place  momentanee  introduce 
en  dernier  lieu. 

- La  place  de  memoire  enclenchee  momentanement  clignote  a I’affichage. 

- Au  moyen  des  touches  numeriques  '0  ...  9’  il  est  possible  d’appeler  directement  les  donnees 
choisies  dans  une  place  de  memoire. 

- Par  pression  de  la  touche  INPUT  le  mode  de  fonctionnement  sera  termine,  c’est-a-dire  que  le 
type  de  mire  et  le  fonctionnement  du  son  peuvent  etre  introduits. 

- Au  moyen  de  la  touche  RECALL  et  de  la  touche  point  v le  signal  mi-  present  a la  aoume  Kr- 
OUTPUT  sera  enclenche  et  desenclenche  avec  une  cadence  de  10  secondes. 

Cette  fonction  sera  supprimee  par  pression  sur  n’importe  quelle  touche  de  commande. 

La  synchronisation  et  la  commutation  automatique  du  son  pour  les  recepteurs  de  TV  seront 
controles  continuellement  dans  ce  mode  de  fonctionnement. 
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Initialisation  de  10  places  de  memoire 

Un  chargement  defini  de  10  places  de  memoire  comportant  les  reglages  d’appareil  (frequence, 
mire  et  modulation  sonore)  est  realisable  avec  le  programme  de  fonctionnement  incorpore 
(PROM). 

Suite  des  touches: 


Les  reglages  d’appareil  de  la  table  suivante  seront  introduits  dans  les  places  de  memoire  0 ...  9. 
Les  informations  de  la  place  0 sont  executees  immediatement. 


STORE 


CH 


STEP 


Place  memoire 


Canal 


Frequence  (MHz) 


Mire 


Modulation  son 


0 

1 

2 

3 

4 

5 

6 

7 

8 
9 


* 

4 

5 
12 
21 
35 
40 
70 
k 
k 


38.9 

62,250 

175.250 

224.250 

471 .250 

583.250 

623.250 

863.250 

133.250 

287.250 


pour  toutes  places 
memoire  combinai- 
son  de  mire  n°  42 


GREY 

SCALE 


COLOR 

BAR 


MULTI 

BURST 


DEM 


INTERN 

El  kHz 

* Assignation  et  appel  sans  n°  de  canal 


Une  initialisation  ulterieure  des  10  places  de  memoire  avec  des  frequences  de  porteuses  images 
definies  (limites  de  gamme)  est  realisable  avec  la  manoeuvre  des  touches  suivantes: 


STORE 


A 


CH 


STEP 


Les  informations  de  la  place  0 sont  executees  immediatement. 

L’image  precedente  ainsi  que  I’ajustage  de  la  partie  sonore  seront  acceptees. 
Un  numero  de  canal  ne  sera  pas  classify. 

Les  places  de  memoire  seront  disposees  comme  suit: 


Place  memoire 

Frequence  (MHz) 

Place  memoire 

Frequence  (MHz) 

0 

32,000 

5 

299,750 

1 

89,900 

6 

470,000 

2 

90,000 

7 

679,750 

3 

179,750 

8 

680,000 

4 

180,000 

9 

900,750 

Avertissement: 

Dans  ce  processus  d’initialisation,  les  contenus  deposes  dans  la  memoire  sont  recouverts  et  par 
consequent  perdus. 

Un  recouvrement  de  certains  contenus  de  la  memoire  est  possible  et  a deja  ete  decrit  dans  le 
chapitre  3.5.14. 
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3.5.16  Unite  Y/C  & RGB 


II  est  possible  de  commander  les  appareils  video  modernes  directement  par  des  signaux  Y/C  ou 
RGB.  L’utilisation  de  plus  grandes  largeurs  de  bande  au  cours  du  transfert  ameliore  la  qualite  de 
I’image.  L’utilisation  du  signal  Y/C  ou  les  signaux  luminance  et  couleur  sont  trails  separement 
permetd’eviter  I’interference  de  couleurs  et  d’ameliorer  la  reproduction  de  couleurs.  Tandis  que 
le  signal  Y/C  est  disponible  sur  une  douille  S a 4 poles  (Hosiden),  le  signal  RGB,  Composite  Sync 
et  la  sous-porteuse  video  se  trouvent  sur  5 douilles  BNC  a I’arriere  de  Pappareil. 

Niveau  de  sortie  aux  douilles  Y/C  et  RGB  (sur  75  Q): 


Signaux  R-G-B  (Vcc): 
Signaux  Y/C  (Vcc): 
Porteuse  video  (Vcc): 
Composite  Sync: 


0,7  V 

1,0  V 

1.0  V 

2.0  V (negatif  en  partent  de  0 V) 


La  frequence  de  porteuse  video  et  le  niveau  video  dependent  de  la  norme  TV  reglee  (voir 
caracteristiques  techniques). 


Si  la  mire  de  test  DEM  ou  VCR  est  enclenchee,  seuls  les  signaux  luminance  sont  represents. 


Synchronisation  combinee  en  vert 

Si  une  synchronisation  supplemental  dans  le  signal  RGB  ’VERT’  s’avere  necessaire  a la  com- 
mande  de  moniteurs,  elle  peut  etre  reglee  par  une  fiche  de  pontage  (X002)  sur  I’unite  Y/C  & RGB. 
A la  sortie  de  I’usine,  la  fiche  se  trouve  en  position  ARRET. 
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4 CARACTERISTIQUES  TECHNIQUES 

4.1  CONSIGNES  DE  SECURITE  ET  DE  COMPATIBILITE 

ELECTROMAGNETIQUE  (CEM) 

Les  generateurs  de  mires  PM  5415  et  PM  5418  sont 

selon  EN  61010-1  (consignes  de  securite) 

des  appareils  electriques  de  mesure  et  de  controle  comprenant  des  accessoires  de  mesure 

- destine  a des  applications  dans  le  commerce,  les  processus  industriels  et  I’enseignement. 

- de  la  categorie  de  surtension  II,  degre  de  contamination  2. 


selon  EN  5501 1 (antiparasitage) 

des  appareils  a I.S.M.  (appareil  HF  industriel,  scientifique  et  medical) 

- du  groupe  1 

qui  produit  I’energie  HF  iiee  au  conducteur  et  necessaire  au  fonctionnement  interne  de  I’appa- 
reil  lui-meme. 

- de  la  classe  B 

qui  se  prete  a un  fonctionnement  dans  des  zones  residentielles  ainsi  que  dans  des  entreprises 
raccordees  a un  reseau  basse  frequence  et  qui  alimente  (aussi)  des  batiments  d’habitation. 

selon  EN  50082-1  (resistance  au  brouillage  CEM) 

des  appareils  pouvant  fonctionner  a des  endroits  qui 

- se  caracterisent  par  le  fait  qu’ils  sont  directement  raccordes  a une  tension  d’alimentation  du 
reseau  basse  frequence. 

- peuvent  etre  consideres  comme  faisant  partie  d’une  zone  residentielle,  de  zones  commercia- 
les  et  industrielles  et  de  petites  entreprises,  a I’interieur  comme  a I’exterieur  des  batiments. 

4.2  CARACTERISTIQUES  DES  PERFORMANCES,  SPECIFICATIONS 

Les  valeurs  numeriques  avec  donnees  de  tolerances  sont  garanties  par  le  constructeur.  Les 
valeurs  numeriques  sans  tolerances  represented  les  valeurs  moyennes  d’un  appareil  en  serie. 
Les  specifications  ci-apres  sont  vaiables  pour  la  temperature  de  reference  de  23  °C  et  apres 
30  minutes  de  mise  en  fonctionnement.  Sauf  autres  mentions,  les  tolerances  absolues  et  relati- 
ves sont  donnees  par  rapport  a la  valeur  reglee. 
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4.3  CARACTERISTIQUES  DES  NORMES  TV 

Normes  TV  PAL  et  NTSC  pour  PM  5415  / PM  5418 


Standard  TV 

NTSC 

M 

PAL 

B,G,H 

PAL 

D 

PAL 

1 

PAL 

N* 

PAL 

M* 

N°  de  lignes  par  image 

525 

625 

625 

625 

625 

525 

Frequence  trame  (Hz) 

60 

50 

50 

50 

50 

60 

Frequence  ligne  (Hz) 

15734 

15625 

15625 

15734 

Frequence  de  la  por- 
teuse couleurs  (MHz) 

3,579545 

4,433619 

4,433619 

4,433619 

3,582056 

3,57561 1 

Ecart  porteuse  son/ 
porteuse  image  (MHz) 

4,5 

5,5 

6,5 

6 

Hi 

4,5 

Modulation  son 

FM 

FM 

FM 

FM 

OH 

FM 

Course  max.  (kHz) 

±25 

±50 

±50 

±50 

±25 

±25 

Pre-accentuation  (|is) 

75 

50 

50 

50 

75 

75 

Type  de  modulation  de 
la  porteuse  couleurs 

Modulation  d’amplitude  en  quadrature 
avec  porteuse  supprimee 

Signaux  couleur 
transmis 

1.  Ei 

2.  Eq 

1 . Sequence  de  lignes  E’v  et  -E’v 

2.  E’u 

* Porteuse  couleurs  PAL  M/N  uniquement  disponible  dans  les  versions  TXI  et  TDSI  ou  avec  le  PM  9546 


Norme  TV  SECAM  pour  PM  541 8 


Standard  TV 

SECAM 

B,G,H 

SECAM 

D,K,K1 

SECAM  L 

Ecart  porteuse  son/porteuse  image  (MHz) 

5,5 

6,5 

6,5 

Type  et  polarite  de  modulation  video 

A3F  neg. 

A3F  neg. 

A3F  pos. 

Modulation  son 

FM 

FM 

AM 

Course  max.  (kHz) 

±50 

±50 

- 

Pre-accentuation  (|xs) 

50 

50 

Frequence  de  porteuse  couleurs  (MHz) 

Fob  = 4,250000  For  = 4,406250 

Type  de  modulation  porteuse  couleurs 

Modulation  en  frequence 

Signaux  couleur  transmis 

Sequence  de  lignes  D’R  et  D’B 

Frequence  ligne  (Hz) 

15625 

Frequence  trame  (Hz) 

50 
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4.4  PORTEUSE  IMAGE 


Gammes  de  frequence 

32  ...  900  MHz 

Reglage 

clavier 

Resolution 

pas  de  100  kHz 

32,0  ...  99,9  MHz 

pas  de  250  kHz 

>100  MHz 

Ajustage 

touches  de  pas 

en  direction  positive  ou 
negative;  en  maintenant  la 
touche,  la  vitesse  d’ajustage 
augmente 

pas  de  1 00  kHz 

32,0  ...  44,9  MHz 

pas  de  250  kHz 

>45,0  MHz 

Tolerance 

<25  kHz 

32 ...  300  MHz 

<35  kHz 

300  ...  470  MHz 

< 50  kHz 

470  ...  900  MHz 

Memoire/Appel 

10  places  de  memoire 

a)  1 0 frequences  HF 

b)  comme  a),  memorisation 
en  tant  que  N°  de  canal 

Affichage 

affichage  numerique 

affichage  DEL  7 segments 

a 4 positions 

lere  position:  N°  appel  de 

memoire 

2,  3,  4eme  position: 

a)  3 positions  pour  frequences 


3 DEL  pour  pas  250/500/ 
750  kHz 

b)  N°  de  canal  TV  (p.ex.  C21) 


4.5  SORTIE  HF 


Douille  BNC 


Tension  de  sortie 

- Tolerance 

- Reponse  en  amplitude 


10  mV 
±2  mV 
±2dB 

32.. 

..300  MHzl  pourampli- 

±3dB 

300. 

..  470  MHz  >tude  HF 

±2  dB 

470.. 

..  900  MHzJ  max. 

75  Q 

>60  dB 

reglage  de  fagon  continue 

Impedance 
Attenuation 
amplitude  HF 
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PARTI E IMAGE 

Modulation  video 

AM 

commutable  interne/externe 

Norme  TV 

Toutes  sauf  L . 

SECAM  L 

SECAM  uniq.  pour  PM  5418 

Polarite 

Signal  synchro.  HF 
Valeur  suppression  HF 
Valeur  blanc  HF 
Valeur  blanc  HF 

negative 

100% 

5 ...  20  % 
10...  30% 

positive 
5 ...  20  % 
30% 
100% 
100% 

pour  son  NICAM/BTSC 

Entree  VIDEO 

douille  BNC 

Impedance 
Tension  d’entree 
Tension  continue 
superposee 
Tension  d’entree 
max.  tolerable 

75  Q 
1 Vcc 

-2  V...  +2  V 
±5  V 

max.  tolerable  sans 
aplatissement  de  signal 

Polarite 

Couplage 

valeur  blanc  positive 
couplage  DC 

relie  a la  Sync 

Sortie  VIDEO 

douille  BNC  et 
douille  Scart  (Euro-AV) 

Impedance 

Tension 

Valeur  nominale 
- Tolerance 

75  Q 

0 ...1,5  V 

1 V 
<5% 

reglage  continu,  en  75  Q 
en  position  calibree 

Valeur  maximum 
- Tolerance 

1,5  V 

<8% 

Polarite 

Couplage 

Niveau  suppression 

niveau  blanc  positif 
couplage  DC 
0 ±0,2  V DC 

pour  1 V 

Niveau  vid£o 

Norme  TV 

Norme 
lignes  625 

Norme 
lignes  525 

Niveau  synchro 
Niveau  suppression 
Niveau  noir 
Niveau  blanc 

-43%  ±3% 
0% 

0% 

100% 

-40%  ±3% 
0% 

7,5  % ±2,5  % 
100% 

100  % = noir  a blanc 

* SECAM  uniq.  pour  PM  5418 
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Forme  d’impulsion 


pour  le  signal  synchro  et  de 
luminance,  excepte  multiburst 
et  les  signaux  de  texte  video 


Type  de  filtre  filtre  sin2 

Impulsion  2T  pour  croix  centr.  et  quadrillage 

- Largeur  d’impulsion  a 200  ±10  ns 
moitie  de  hauteur 
d’amplitude 

Tension  de  commutation  douille  Scart  (Euro-AV) , 

pin  8,  etat  FBAS,  commande 
automatiquement  par  le  format 
d’image  regie  4:3  / 16:9 

Tension  de  sortie  (DC) 


- Format  d’image  4:3 

- Format  d’imagel  6:9 

- Pas  de  signal 

+9,5  V ...  +12  V 
+4,5  V...  + 7V 
0 V 

en  cas  de  coupure  du  reseau 

- Impedance 

<10  kQ 

4.7 

PARTI E COULEUR 

porteuse  couleurs  PAL  M/N 
uniq.  dispon.  dans  les  versions 
TXI  et  TDSI  ou  pour  le  PM  9546 

4.7.1 

PAL/NTSC 

Normes  TV 

B,D,G,H,I,M,N 

M 

PAL 

NTSC 

Frequence  porteuse  couleur 

4,433619  MHz 
3,579545  MHz 
3,57561 1 MHz 
3,582056  MHz 

PAL  B,D,G,H,I  "l  couplee  avec 
NTSC  M (frequence 

PAL  M ( lignes 

PAL  N J 

- Tolerance 

<30  ppm 

pour  versions  de  base 

- Tolerance 

- Influence  de  temperature 

- Vieillissement 

<1  ppm  (a  23  °C) 
2 ppm 
2 ppm/an 

"I  pour  son  NICAM/BTSC 
> et  versions  TXI 

Frequence  porteuse  couleur 

- Tolerance 

4,433619  MHz 
<100  ppm  (a  23  °C) 

NTSC/4,433  (pas  de  couplage 
avec  frequence  lignes) 

Suppression  porteuse  couleur 


conforme  a la  norme 
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4.7.2 


Burst  couleur 

dans  toutes  les  mires  excepte 
le  quadrillage  blanc 

Amplitude 

0 ...  150% 

burst  et  signal  couleur 
reglables  ensemble; 

- Valeur  nominate 

100%  ±5% 

de  I’amplitude  synchro; 
en  position  calibree; 

- Gamme  reglage 

0 ...  150% 

reglage  continu 

Phase 

±135° 

PAL,  par  rapport  a I’axe  E’u 

-180° 

NTSC,  par  rapport  a I’axe  E’u 

- Tolerance 

<3° 

Signal  couleur 

Amplitude 

burst  et  signal  couleur 
reglables  ensemble; 

- Valeur  nominale 

100%  ±5% 

en  position  calibree; 

- Gamme  reglage 

0 ...  150% 

reglage  continu 

Tolerance  angle  couleur 

<3° 

Partie  couleur  SECAM 

uniquement  pour  le  PM  5418 

Normes  TV 

B,G,H,D,K,K1  ,L 

SECAM 

Frequence  porteuse  couleur 

f0R  = 4,406250  MHz 
f0B  = 4,250000  MHz 

couplee  avec  frequence  lignes 

- Tolerance 

<30  ppm 

versions  de  base 

- Tolerance 

<1  ppm  (a  23  °C)  j 

pour  son  NICAM/BTSC 

- Influence  de  temperature 

2 ppm  , 

> et  versions  TXI 

- Vieillissement 

2 ppm/an  J 

Impulsions  d’identite 

(ligne  et  image) 

pas  dans  la  mire  quadrillage 

Amplitude 

reglable  avec  signal  couleur 

- Valeur  nominale 

— Lignes  D’R 

540  +40  -50mV  1 

1 pour  amplitude  de 

— Lignes  D’B 

500  ±50  mV  J 

I luminance  0,7  V 

- Gamme  reglage 

0...  150% 

Position 

lignes  7 ...  15 

trame  1 , 3,  5 ... 

lignes  320 ...  328 

trame  2,  4,  6 ... 
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Burst  couleur 


pas  dans  la  mire  quadrillage 


Amplitude 


reglable  avec  signal  couleur 


- Valeur  nominale 

— Lignes  D’R 

— Lignes  D’B 

- Gamme  reglage 


215  ±23  mV 
167  ±18  mV 
0 ...  150% 


Suppression  porteuse  couleur  5,6  ±0,2  ^s 


1 pour  amplitude  de 
J luminance  0,7  V 


apres  le  flanc  avant  des  impul- 
sions de  synchro  de  lignes; 
pendant  le  vide  de  palpage  de 
demi  image,  exepte  pendant 
I’impulsion  d’identite  et  la 
ligne  23 


Signal  couleur 

Amplitude 

D’R  = -1,9  (E’R-E’Y) 
D’B  = 1 ,5  (E’B  — E’Y) 

- Valeur  nominale 

100%  ±5% 

en  position  calibree;  determine 
par  le  filtre  de  courbe  en  forme 
de  cloche 

- Gamme  reglage 

0...  150% 

Correction  des  couleurs 

pre-accentuation  pour 
frequence  basses; 
filtre  en  forme  de  cloche 
pour  frequences  elevees 

Tolerance  de  modulation 

AfR  = ± 280  ± 9 kHz 

pour  signal  rouge 
de  barres  couleurs 

AfB  = ±230  ±7  kHz 

pour  signal  bleu 

de  barres  couleurs 


Frequence  du  milieu  du  filtre 
a courbe  en  forme  de  cloche  4,286  ± 0,020  MHz 


CARACTERISTIQUES  TECHNIQUES  PM  5415  / PM  541 8 


© 


4.8  MIRES 

4.8.1  Mires  de  base 

1 . Cercle 


porteuse  couleurs  PAL  M/N  uniquement  disponible 
dans  les  versions  TXI  et  TDSI  ou  pour  le  PM  9546 


superposable  a toutes  les  mires  de  base  a I’excep- 
tion  de  la  mire  100  Hz  TEST;  le  cercle  devient  noir 
pour  une  ’’surface  blanche” 

image  N/B  avec  burst  couleur 


Format  d’image 

4 : 

3 

16 

; 9 

Norme  lignes 

Norme  lignes 

625 

525 

625 

525 

Description 

un  cercle  noir  sur  fond  blanc  au  centre  de 

I’ecran 

un  cercle 

supplementaire  a 
chaque  coin  de  I’ecran 

Niveau  Y 
- blanc 

100% 

100  IRE- 

100% 

100  IRE- 

- noir 

0% 

7,5  IRE 

0% 

7,5  IRE 

Diametre  du  cercle  central 
— horizontal 

31 ,6  |as 

31 ,4  \is 

23,6  ns 

23,4  [xs 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

- vertical  par  trame 

ligne  48 

ligne  43 

ligne  48 

ligne  43 

...  286 

...  241* 

...  286 

...  241* 

Diametre  du  cercle  supplementaire 
- horizontal 

_ 

7,2  jis 

7,14  (is 

±50  ns 

±50  ns 

- vertical  par  trame 

— cercle  superieurs 





ligne  47 

ligne  42 

...  119 

...  102* 

— cercle  inferieurs 

— 

— 

ligne  215 

ligne  182 

■ 1 IRE  = 1 % 

...  287 

...  242* 

* pour  PAL  M,  soustraire  trois  lignes 


Fig.  1 Cercle;  625  / 525  lignes; 
format  image  4:3 


Fig.  2 Cercle;  625  / 525  lignes; 
format  image  16:9 
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2.  Croix  centrale  avec  ligne 
des  bords 


mire  N/B  avec 
burst  couleur 


Format  d’image 

4 : 

3 

16 

: 9 

Norme  lignes 

Norme  lignes 

625 

525 

625 

525 

Description 

croix  centrale  blanche  et  bords  en  creneles  noir 
et  blanc  avec  recouvrement  des  bords  de  3 % 

Niveau  Y 
- blanc 

100% 

100  IRE- 

100% 

100  IRE- 

- noir 

0% 

7,5  IRE 

0% 

7,5  IRE 

Caracteristique  de  recouvrement 

- horizontal 

bords  en  creneles  noir  et  blanc  en  alternance 

- vertical 

bords  en  creneles  noir  et  blanc  en  alternance 

Position  de  la  ligne  des  bords 

- direction  horizontale,  Fig.  3 

— parametre  1,  ±0.1  fxs 

10,5  |xs 

9,56  [as 

10,5  [as 

9,56  [AS 

— parametre  2,  ± 50  ns 

1 1 ,9  [as 

1 1 ,45  [as 

1 1 ,9  US 

1 1 ,45  [as 

— parametre  4,  ± 50  ns 

60,9  [is 

60,1  ns 

60,9  p,s 

60,1  [as 

— parametre  5,  ± 50  ns 

62,4  ns 

61,98  [as 

62,4  ns 

61 ,98  ns 

- direction  verticale 

— ligne  a 

cf.  Fig.  2 

cf.  Fig.  2 

cf.  Fig.  3 

cf.  Fig.  3 

1 ere  trame 

ligne  23 

ligne  22* 

ligne  23 

ligne  22* 

2eme  trame 

ligne  23 

ligne  21* 

ligne  23 

ligne  21* 

— ligne  b,  par  trame 

ligne  30 

ligne  28* 

ligne  30 

ligne  28* 

--  ligne  d,  par  trame 
— ligne  e 

ligne  303 

ligne  256* 

ligne  303 

ligne  256* 

1 ere  trame 

ligne  310 

ligne  263* 

ligne  310 

ligne  263* 

2eme  trame 

ligne  310 

ligne  262* 

ligne  310 

ligne  262* 

Position  de  la  croix  centrale,  Fig.  3,  4,  5 
- ligne  horizontale  c,  par  trame 

ligne  167 

ligne  142* 

ligne  167 

ligne  142* 

- ligne  verticale,  apres  le  depart  impul- 

36,3 (xs 

35,7  [as 

36,3  ns 

35,7  [AS 

sion  de  synchro,  de  lignes,  param.  3 

±0,1  p,s 

±0,1  [AS 

±0,1  ns 

±0,1  [AS 

- 1 IRE  = 1 % 

* pour  PAL  M,  soustraire  trois  lignes 


_r\_ 

- 

j_© 

2 - 

3 - 



► 

U 

4 H 

5 

Fig.  3 Croix  centrale,  sequence 
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Ligne  a 


Linie  a 


Ligne  e 


Fig.  4 Croix  centrale,  625  / 525  lignes, 
format  d’image  4:3 


Fig.  5 Croix  centrale,  625  / 525  lignes, 
format  d’image  16:9 


Ligne  e 


3.  Surface  blanche 

4.  Mire  de  points 


blanche  a 100  %,  avec  burst  couleur 
mire  N/B,  avec  burst  couleur 


Format  d’image 

4 : 

3 

16 

: 9 

Norme  lignes 

Norme  lignes 

625 

525 

625 

525 

Description 

points  blanc  recouvrant  toute  la  surface  avec 

marquage  supplem.  du  centre  sur  fond  noir 

Niveau  Y 

- blanc 

100% 

100  IRE- 

100% 

100  IRE- 

- noir 

0% 

7,5  IRE 

0% 

7,5  IRE 

Nombre  de  points 

- direction  horizontale 

16 

16 

22 

22 

- direction  verticale 

12 

12 

12 

12 

Position  des  points 

centres  a I’interieur  du  quadri 

lage 

Position  du  centre 

- ligne  horizontale,  par  trame 

ligne  167 

ligne  142* 

ligne  167 

ligne  142* 

- ligne  verticale,  apres  le  depart  impulsion 

36,3  [xs 

35,7  \is 

36,3  \xs 

35,7  \is 

de  synchronisation  de  lignes 

■ 1 IRE  = 1 % 

±0,1  \xs 

±0,1  [is 

±0,1  \is 

±0,1  \is 

* pour  PAL  M,  soustraire  trois  lignes 


Fig.  6 Points,  625  / 525  lignes, 
format  d’image  4:3 


Fig.  7 Points,  625  / 525  lignes, 
format  d’image  16:9 
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5.  Quadrillage  mire  N/B,  sans  saut  de  ligne  et  burst  couleur  pour 

quadrillage  blanc  (avec  saut  de  ligne  pour  toute 
autre  combinaison  de  mires) 


Format  d’image 

4 : 

3 

16 

: 9 

Norme  lignes 

Norme  lignes 

625 

525 

625 

525 

Description 

lignes  de  quadrillage  blanches 

recouvrant  toute  la  surface  sur  fond  noir 

avec  indication  ”TLT  en  haut  a gauche 
et  indication  du  centre 

Niveau  Y 

- blanc 

100% 

100  IRE- 

100% 

100  IRE- 

- noir 

0% 

7,5  IRE 

0% 

7,5  IRE 

Nombre  de  lignes  de  quadrillage 

21 

- lignes  verticales 

17 

17 

21 

- lignes  horizontales 

Position  des  lignes  de  quadrillage 

- lignes  horizontales 

11 

11 

11 

11 

— lere  ligne  horizontale,  partrame 

ligne  47 

ligne  42* 

ligne  47 

ligne  42* 

--  ecart  entre  les  lignes  horizontales, 
par  trame 

- lignes  verticales 

24  lignes 

20  lignes 

24  lignes 

20  lignes 

— lere  ligne  verticale,  apres  le  depart 

10,7  [as 

10,3  [as 

12,3  [as 

1 1 ,9  [AS 

impulsion  de  synchro,  de  lignes 

±0,1  pis 

±0,1  (AS 

±0,1  [AS 

±0,1  [AS 

— ecart  entre  les  lignes 

3,2  ps 

3,2  [as 

2,4  [as 

2,4  [is 

verticales 

- 1 IRE  = 1 % 

±50  ns 

±50  ns 

±50  ns 

±50  ns 

* pour  PAL  M,  soustraire  trois  lignes 


TL 

r 

n 

L 

j 

j 

— 1 

□ 

□ 

Fig.  8 Quadrillage,  625  / 525  lignes 
format  d’image  4:3 


Fig.  9 Quadrillage,  625  / 525  lignes, 
format  d’image  16:9 
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6.  Damier 


mire  N/B  avec 
burst  couleur 


Format  d’image 

4 : 

3 

16 

: 9 

Norme  lignes 

Norme  lignes 

625 

525 

625 

525 

Description 

damier  recouvrant  toute  la  sui 

lace 

Niveau  Y 

100% 

100  IRE- 

100% 

100  IRE- 

- blanc 

0% 

7,5  IRE 

0% 

7,5  IRE 

- noir 

Nombre  de  carres  noir  et  blanc 

8 

8 

11 

11 

- direction  horizontale 

6 

6 

6 

6 

- direction  verticale 

■ 1 IRE  = 1 % 

Fig.  10  Damier,  625  / 525  lignes,  Fig.  1 1 Damier,  625  / 525  lignes, 

format  d’image  4:3  format  d’image  16:9 


7.  Echelle  des  gris 


signal  echelonne  comprenant  8 etages  identiques 
du  noir  au  blanc 


8.  Multiburst 


Reponse  en  amplitude 


8 echelons  de  lignes  de  resolution  verticales  des  fre- 
quences 0,8  - 1 ,8  - 2,8  - 3,0  - 3,2  - 3,4  - 3,8  - 
4,8  MHz  (forme  sinuso'fdale) 

<0,5  dB 


© 
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4 bandes  horizontales 

bande  1 : blanc  1 00  % Y 

1/6  d’image 

bande  2:  Multiburst 

(lignes  de  resolution) 

0,8  - 1,8  - 2,8  - 3,0  - 
3,2  - 3,4  - 3,8  - 4,8  MHz 

2/6  d’image 

bande  3:  escalier  de  saturation 

R-Y  avec  8 etages  identiques 
de  1 00  % a 0 % 

2/6  d’image 

bande  4:  rectangle  blanc 

mobile  en  continu  de 
droite  a gauche 
surfond  noir 

1/6  d’image 

duree  d’un  trajet: 

5,1 2 s Norme  lignes  625 

4,27  s Norme  lignes  525 

10.  Barres  couleurs 


barres  couleurs  normalisees  avec  burst  couleur 


Norme  lignes 

PAL 

NTSC 

SECAM 

Description 

signal  de  barres  couleurs  recouvrant 

toute  la  surface  avec  bandes  verticales 

commengant  par  le  b 

lane 

Niveau 

- Norme  TV  B,D,G,H, 

100/0/75/0 

- 

100/0/75/0 

- Norme  TV  K,K1  ,L* 

100/0/75/0 

- 

100/0/75/0 

- Norme  TV  1 

100/0/100/25 

— 

- Norme  TV  M 

77/7,5/77/7,5 

77/7,5/77/7,5 

- Norme  TV  N 

Decalage  de  temps  entre  signal 
luminance  et  chroma 

100/0/75/0 

- 

- VIDEO  OUT  (BNC)  / 

<20  ns 

<70  ns 

<100  ns 

sortie  Scart  (EURO  AV) 

<20  ns 

<70  ns 

<100  ns 

- sortie  Y/C  (BNC) 

- sortie  HF  (BNC) 

<10  ns 

<60  ns 

<90  ns 

* SECAM  uniquement  pour  PM  5418 
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1 1 . Mire  demodulateurs 


PAL  B,D,G,H,I,N 


G-Y 

= 0 

Y = 50  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B— Y) 

-(B-Y) 

= 0,28 

= 0,28 

= 0,5 

= 0,5 

A 

A 

□ 

□ 

+(R-Y) 

-(R-Y) 

±(B— Y) 

T(B-Y) 

= 0,28 

= 0,28 

= 0,5 

= 0,5 



Reference  Y = 50  % 

J 

A (B-Y)  =0  □ (R-Y)  = 0 


PALM 


f G-Y 

= 0 

Y = 54  % ^ 

A 

A 

□ 

□ 

±(R-Y) 

T(R-Y) 

+ (B— Y) 

-(B-Y) 

= 0,26 

= 0,26 

= 0,46 

= 0,46 

A 

A 

□ 

□ 

+ (R-Y) 

-(R-Y) 

±(B— Y) 

T(B-Y) 

= 0,26 

= 0,26 

= 0,46 

= 0,46 

L. 

Reference  Y = 54  % 

> 

A (B-Y)  =0  □ (R-Y)  = 0 


NTSC 


> 

blanc  (Y —77  %) 

jaune 

c 

CO 

S 

•e 

§ 

magenta 

rouge 

=3 

co 

-Q 

\ 

CD 

-Q 

Y = 54  % 

-1  =0,23  Q = 0 

Y = 54  % 

+Q  = 0,23  1 = 0 

c blanc  (Y  = 1 00  %) 

noir  (Y =7,5  %)  y 

4 bandes  horiz.  avec  burst  PAL 

4 carres  couleurs  (codes  PAL) 

4 carres  non  colores  (codes  anti-PAL) 
Surface  gris 

4 bandes  horiz.  avec  burst  PAL 

4 carres  couleurs  (codes  PAL) 

4 carres  non  colores  (codes  anti -PAL) 
Surface  gris 

3 bandes  horiz.  avec  burst  NTSC 

Barres  couleurs 
Amplitudes:  77/-/77/7,5 
4/6  d’image 

2 rectangles  couleurs;  1/6  d’image 
2 rectangles  non  colores;  1/6  d’image 


SECAM  * 


r 

1 ^ ^ 1 l 

Defin.  lignes  0,8  ...  4,8  MHz 
1 T I I 1 

30% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

75% 

0% 

M 

Y 

C 

G 

M 

R 

B 

BK 

Reference  blanc  Y = 75  % 


4 bandes  horiz. 

Multiburst  (resolution  lignes) 

Barres  couleurs 
Amplitudes:  30/0/30/0 

Barres  couleurs 
Amplitudes:  75/0/75/0 


M = magenta,  Y = jaune,  C = cyan,  G = vert, 
R = rouge,  B = bleu,  BK  = noir 


A 


pour  touts  appareils  avec  telecommande  voir  chapitre 


(GB)  12.4. 
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12.  Purete  des  couleurs  3 couleurs  fondamentales: 

rouge,  vert,  bleu 
3 couleurs  complementaires: 
magenta,  jaune,  cyan; 
blanc  100  % Y,  noir 

Amplitudes  1 00/0/75/0  Norme  lignes  625 

77/7,5/77/7,5  Norme  lignes  525 


4.8.2  Combinaisons  de  deux  mires 


voir  tableau 
F 3-14  ...  F 3—16 


Contenu  comme  les  mires  de  base  exepte 

blanc  + barres  couleurs: 
Amplitudes 

75/0/75/0  Norme  lignes  625 
77/7,5/77/7,5  Norme  lignes  525 

Particularity  croix  centrale  + barres  couleurs: 

pas  de  palpage  chroma  pour 
les  lignes 


4.8.3  Combinaisons  triples  de  mires 

1 . Cercle  avec  toutes  les  combinaisons  doubles 


Combination  de  mire 
Echelle  des  gris 

bande  1 : 

echelle  des  gris 

3 bandes  horizontales 

Barres  couleurs 

bande  2: 

barres  couleurs 

Multiburst 

100/0/75/0 

Norme  lignes  625 

bande  3: 

77/7,5/77/7,5 

Multiburst 

Norme  lignes  525 

4.8.4  Combinaisons  quadruples  de  mires 

1 . Cercle  comme  combinaison  triple 

avec  cercle,  voir  ci-dessus 

Echelle  des  gris 
Barres  couleurs 
Multiburst 
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2.  Combination  de  mire 
Echelle  des  gris 
Barres  couleurs 
Multiburst 
VCR 


bande  1 : 

echelle  des  gris 

bande  2: 

barres  couleurs 

100/0/75/0 

77/7,5/77/7,5 

bande  3: 

Multiburst 

bande  4: 

(R-Y)  echelle 

de  saturation 

bande  5: 

rectangle 

blanc  mobile  en  continu 
de  droite  a gauche 
sur  fond  noir 


5 bandes  horizontales 

1/6  d’image 

1/6  d’image 

Norme  lignes  625 

Norme  lignes  525 

1/6  d’image 

2/6  d’image  B-Y  = 0 

comme  bande  3 de  I’image 

VCR  N°  9 

1/6  d’image 

comme  bande  4 de  I’image 
VCR  N°  9 


3.  Combinaison  de  mire 
Echelle  des  gris 
Barres  couleurs 
Multiburst 
DEM 


Bande  1 : 

Bande  2: 

100/0/75/0 
77/7,5/77/7,5 
Bande  3:  Multiburst 


6 bandes  horizontales 
1/6  d’image 
1/6  d’image 
Norme  lignes  625 
Norme  lignes  525 
1/6  d’image 


echelle  des  gris 
barres  couleurs 


PAL  B,D,G,H,I 

PALM 

NTSC 

SECAM 

Bande  4:  DEM 

4 rectangles  couleurs 
Y = 50  % 

+ 1/— 1=0,25;  Q=0 

+Q/-Q=0,25;  1=0 

4 rectangles 
Y = 5 
+1/— 1=0,2 
+Q/-Q=C 

couleurs 

4% 

3;  Q=0 

1,23;  1=0 

8 barres  couleurs 
comme  bande 
2 de  DEM 

Bande  5:  DEM 

4 rectangles  couleurs 
comme  bande  2 de  DEM 

4 rectangles  couleurs 
comme  bande  2 de  DEM,  PAL  M 

8 barres  couleurs 
comme  bande 
3 de  DEM 

Bande  6:  DEM 
2 rectangles  non  colores 

Y = 50  % 

± (R— Y)=0,28;  B-Y=0 
± (B-Y) =0,5;  R-Y=0 

2 rectangles  non 
colores 

Y = 5 
±(R-Y)=0,; 
± (B— Y)=0,' 

2 rectangles 
'persiennes’ 

4% 

26;  B— Y=0 
16;  R— Y=0 

comme  bande  4 
deDEM 

Y = 75  % 
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Mires  speciales 
1 . 3 barres  horizontales 


Amplitudes 

100/0/75/0 

77/7,5/77/7,5 

Norme  lignes  625 
Norme  lignes  525 

Bande  1 

2 rectangles  non  colores 

4/6  d’image 

gris  comme  3eme  etage 
d’echelle  des  gris 

rectangle  gauche 

gris  comme  6eme  etage 
d’echelle  des  gris 

rectangle  droit 

Bande  2 

echelle  des  gris 

1/6  d’image 

comme  mire  de  base  N°  7 

Bande  3 

barres  couleurs 

1/6  d’image 

comme  barres  couleurs 
normalisees  1 0 

6 barres  couleurs  horizontales 

chacune  1/6  d’image 

Amplitudes 

-/— / 75/0 
-/-/  77/7,5 

Norme  lignes  625 
Norme  lignes  525 

bande  1 : jaune 

bande  2:  cyan 

bande  3:  vert 

bande  4:  magenta 

bande  5:  rouge 

bande  6:  bleu 

Mire  noir/blanc 

image  symetrique 
noir/blanc 

Amplitudes 

100/0/—/— 

100/7,5/-/- 

Norme  lignes  625 
Norme  lignes  525 
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4.  100  Hz  TEST  Mire  N/B,  avec  burst  couleur 


Norme  lignes  625 

Norme  lig 

nes  525 

1 ere  trame 

2eme  trame 

1 ere  trame 

2eme  trame 

Description 

comprend  trois  zones  horizontales 

Zone  1 

4 lignes  blanches  horizontales  surfond  noir 

- ligne  1 

ligne  62 

- 

ligne  54* 

- 

- ligne  2 

ligne  72 

ligne  72 

ligne  62* 

ligne  62* 

- ligne  3 

lignes  82+83 

ligne  82 

lignes  70+71* 

ligne  70* 

- ligne  4 

lignes  92+93 

lignes  92+93 

lignes  79+80* 

lignes  79+80* 

Zone  2 

4 lignes  blanches  verticales  surfond  noir 

- en  haut 

ligne  118 

ligne  118 

ligne  102* 

ligne  102* 

(sauf  lere  ligne) 

(sauf  1 ere  ligne) 

- en  bas 

ligne  165 

ligne  165 

ligne  141* 

ligne  141* 

(sauf  lere  ligne) 

(sauf  1 ere  ligne) 

Flanc  de  montee  apres  le  debut  de  I’impulsion  de  synchronisation 

haut  / bas  (p,s) ; largeur  d’impulsion  (pis) 

- ligne  1 

16,85  ; 0,2 

— 

16,55  ; 0,2 

- 

- ligne  2 

30,05  ; 0,2 

30,05  ; 0,2 

29,85  ; 0,2 

29,85  ; 0,2 

- ligne  3 

43,25  ; 0,4 

43,25  ; 0,2 

43,15  ; 0,4 

43,15  ; 0,2 

- ligne  4 

56,45  ; 0,4 

56,45  ; 0,4 

56,45  ; 0,4 

56,45  ; 0,4 

Zone  3 

4 lignes  blanches  diagonals  sur  fond  noir 

- en  haut 

ligne  167 

ligne  167 

ligne  142* 

ligne  142* 

(sauf  lere  ligne) 

(sauf  1 ere  ligne) 

- en  bas 

ligne  214 

ligne  214 

ligne  181* 

ligne  181* 

(sauf  1 ere  ligne) 

(sauf  lere  ligne) 

Flanc  de  montee  apres  le  debut  de  I’impulsion  de  synchronisation 

haut  / bas  (|xs) ; largeur  d'impulsion  (ns) 

- ligne  1 

12,05/21,45  ; 0,2 

— 

12,6/20,3:0,2 

- 

- ligne  2 

25,25  / 34,65  ; 0,2 

25,25  / 34,65  ; 0,2 

25,9  / 33,6  ; 0,2 

25,9  / 33,6  ; 0,2 

- ligne  3 

38,45  / 47,85  ; 0,4 

38,45  / 47,85  ; 0,2 

39,2  / 46,9  ; 0,4 

39,2  / 46,9  ; 0,2 

- ligne  4 

51,65/61,05:0,4 

51,65/61 ,05  ; 0,4 

52,5  / 60,2  ; 0,4 

52,5  / 60,2  ; 0,4 

* pour  PAL  M,  soustraire  trois  lignes 


\ 


Fig.  12  1 00  Hz  TEST,  625  / 525  lignes, 
format  d’image  4:3 
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4.9  SYNCHRONISATION 


Synchronisation  lignes  et  images 


Nombre  lignes  par  image 

Frequence  de  lignes 
- Tolerance 

Frequence  trame 


Norme 
lignes  625 

Norme 
lignes  525 

625 

525 

624 

524 

15625  Hz 

15734,26  Hz 

<0,4  Hz 

<0,4  Hz 

<0,08  Hz 

<0,08  Hz 

50  Hz 

59,94  Hz 

Sortie  du  signal  de 
synchronisation 


Impedance 

Amplitude 

- Impulsions  lignes 

- Impulsions  trame 

Polarite 


4.10  PARTI  E SON 

Entree  son 

Impedance 
Tension  entree  max. 
Largeur  de  bande 


Sortie  son 

Impedance 

Tension 


6kQ 

2,6  ±0,3  V 
5 ±0,2  V 

impulsions  negatives 


0,5  MQ 
±40  V 

40  Hz...  15  kHz 


1 kQ 
0,4  V 
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conforme  a la  norme,  avec  saut 
de  ligne;  pas  de  saut  de  ligne 
pour  quadrillage  blanc 


quadrillage  blanc 

pour  versions  de  base 
son  NICAM/BTSC  et 
versions  TXI/TDSI 


douille  BNC; 

signal  combine  d’impulsions 
de  synchronisation  trame 
et  lignes,  amplitude  differentes 


son  SECAM  uniquem.  PM  5418 
douille  DIN 


douille  Scart  (Euro-AV) 
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Son  mono 

Porteuse  son 

commutable  marche/arret; 

couplee  avec  frequence  lignes 

Frequence 

4,5  MHz 

M,N 

5,5  MHz 

B,G,H 

6,0  MHz 

1 

6,5  MHz 

D;  K,K1  ,L* 

(*  SECAM  uniquem.  PM  5418) 

Tolerance 

<30  ppm 

versions  de  base 

Tolerance 

<1  ppm  (a  23  °C) 

1 versions  de  son 

Influence  de  la  temperature 

2 ppm 

> NICAM/BTSC  etTXI/TDSI 

Vieillissement 

2 ppm/an 

J 

Ecart  porteuse 

13  dB 

M,N 

image/son 

13  dB 

B,G,H 

12  dB 

1 

11  dB 

D,K,K1,L 

Modulation  son 

interne 

commutable  marche/arret 

externe 

commutable  marche/arret 

Mode  de  modulation 

FM 

modulation  de  frequence 

AM 

modulation  d’amplitude 

(PM  5418  uniquement) 

Modulation  de  frequence  FM 

tous  les  normes  TV  sauf 

SECAM  L 

Pre-accentuation 

50  [xs 

B,D,G,H,I,K,K1 

75  [xs 

M,N 

FM  INTERNE 

1 ±0,1  kHz 

signal  sinusoidal 

Course  de  modulation 

30  ±2  kHz 

B,G,H  I 

28  ±6  kHz 

1 

^ mesuree  avec 

26  ± 6 kHz 

D,K,K1 

desaccentuation 

15  ±5  kHz 

M,N 

FM  EXTERNE 

0,4  V 

0,4  V produit  la  meme  course 

qu’en  modulation  interne; 

mesuree  avec  desaccentuation 

Modulation  d’amplitude  AM 

SECAM  L (PM  5418  uniquem.) 

AM  INTERNE 

1 ±0,1  kHz 

signal  sinusoidal 

Taux  modulation 

50%  ±3% 

AM  EXTERNE 

0,4  V 

0,4  V produit  la  meme  taux 

qu’en  modulation  interne 
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4.11  UNITE  Y/C&  RGB 

Sorties  de  signal 

1.  RED/GREEN/BLUE  (rouge/vert/bleu) 

douille  BNC  (panneau  arriere) 

Impedance 

75  Q 

Tension  (cc) 

- 625  lignes 

0,7  ± 0,05  V 

en  75  Q __ 

- 525  lignes 

0,71 4 ± 0,05  V 

> amplitude  niveau  Rh 

scrutation  a 1 00  % Kfl 

Decollement  niveau  du  noir 

0,054  ± 0,006  V 

pour  525  lignes 

Etat  DC  scrutation 

0,5  ...  0,85  V 

Toutes  les  mires  son  disponibles,  mais  deux  particularites: 

Signaux  DEM 

- PAL/NTSC 

uniquement  la  partie 
luminance  est  presentee 

- SECAM 

la  barre  couleurs  30/0/30/0 
est  presentee  R = B = G = 0 

Signaux  VCR 

bande  3,  echelle  de  saturation: 
uniquement  la  partie  luminance 
est  presentee 

2.  Sortie  sous-porteuse  PAL/NTSC 

douille  BNC  (pas  pour  SECAM) 

Impedance 

75  Q 

Tension  (cc) 

1 ±0,15  V 

en  75  Q 

3.  Sortie  de  SYNC  combine 

douille  BNC  (panneau  arriere) 

Impedance 

75  Q 

Tension  (cc) 

2 ±0,3  V 

en  75  Q 

Polarite 

negative 

a partir  de  0 V 

4.  SYNC  en  VERT 

Norme  TV 

Norme  Norme 

lignes  625  lignes  525 

Niveau  synchro 

-43  % ± 3 % -40  % ± 3 % 

100  % = noir  a blanc 
* SECAM  uniq.  pour  PM  5418 

Reglage 

- Sync  en  VERT 

- Pas  de  Sync  en  VERT 

interne  avec  fiche  de  pontage 
sur  plaquette  a circuit  imprime 
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5.  Signal  Y/C 

douille  S a 4 pin 
(panneau  arriere) 

Signal  Y (luminance) 

signal  Y sur  pin  3 

masse  Y sur  pin  1 

Impedance 

75  Q 

Valeur  nominale  (cc) 

1 V 

en  75  Q 

- Tolerance 

±10% 

Normes  TV 

Norme 

Norme 

lignes  625 

lignes  525 

Niveau  synchro 

-43  % ±3  % 

-40  % ± 3 % 1 00  % noir  a blanc 

Niveau  suppression 

0% 

0% 

Niveau  noir 

0% 

7,5  % ±2,5% 

Niveau  blanc 

100% 

100% 

* SECAM  uniq.  pour  PM  5418 

Signal  C (signal  couleur) 

signal  couleur  total 
burst  du  signal 
FBAS  inclus 

signal  couleur  sur  pin  4 
masse  signal  couleur  sur  pin  2 

Impedance 

75  Q 

Niveau  de  sortie 

en  75  Q 

- Valeur  nominale 

100%  ±5% 

en  pos.  calibr.  CHROMA  AMPL 

- Gamme  de  reglage 

0...  150% 

signal  couleur  et  burst 
reglables  ensembles 

4.12  ALIMENTATION  SECTEUR 

Tension  d’alimentation 

reseau  alternatif 

- Valeurs  nominales 

100  V/120  V/220V/240  V; 
a selectionner  sur  le  module  d’aliment.  secteur 

— Gamme  nominale/limite 

de  fonctionnement 

± 10  % de  la  valeur  nominale 

Frequence  reseau 

- Valeurs  nominales 

50  Hz  / 60  Hz 

— Gamme  nominale/limite 

de  fonctionnement 

±5% 

Puissance  absorbee 

46  VA  PM  541 5 / PM  541 8 

54  VA  PM  5418  TXI,  TDSI 

Cable  secteur 

en  fonction  des  appareils,  n°  de  type: 
Europe 

Amerique  du  nord  (1 20  V) 

Angleterre  (U.K.) 

Suisse 
Austral  ie 
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4.13  CONDITIONS  D’ENVIRONNEMENT 


Conditions  d’environnement 

Temperature  ambiante 

- Valeur  de  reference 

- Service 

- Stockage 

Humidite  de  I’air 

- En  service  (pas  de  condensation) 
5 °C  ...  +10  °C 

+ 11  °C...  +30  °C 
+31  °C...  +40  °C 
+41  °C  ...  +50  °C 

- Stockage 

Vibrations 

- Service 

- Stockage 


Resistance  aux  chocs 

- Service 

- Chute 

- Transport 


Exposition  au  soleil 
Position  de  fonctionnement 
Temps  de  chauffe 


appareii  de  laboratoire  classe  5 (*) 


+23  °C  ±1  °C 
+ 5 °C  ...  +50  °C 
-40  °C  ...  +70  °C 

humidite  relative  de  I’air 

non  regie 

95%  ±5%  (*) 

75%  ±5%  (*) 

45%  ±5%  (*) 

5 % ...  95  % 


0,33  mmc.c  pour  5 Hz  ...  55  Hz  (*) 
(2  g pour  55  Hz) 

0,70  mmc_c  pour  10  Hz  ...  55  Hz 
5 g pour  55  Hz  ...  1 50  Hz 


1 00  mm  ou  45  °/4  x 4 aretes  (*) 

8 coins  / 1 2 aretes  / 6 surfaces,  (*) 
hauteur  chute  0,76  m (UN-D  1400)  (*) 

exposition  directe  au  soleil  non  autorisee 

a plat  sur  pieds  ou  sur  bride  rabattue 

30  minutes 

(*)  correspondant  a MIL-T-28800D 


4.14  CARACTERISTIQUES  DE  SECURITE  ET  DE  QUALITE;  BOITIER 

Securite  selon  la  directive  de  base  de  tension  73/23/CEE 

EN  61010-1  de  la  categorie  de  surtention  II, 
degre  de  contamination  2 
CAN/CSA-C22.2  No  1010-1 

Compatibilite  electro-  selon  la  directive  de  compatibilite  electro - 

magnetique  (CEM)  magnetique  89/336/CEE 

Emission  d’interferences  selon  EN  5501 1 , 
groupe  1,  classe  .B 

Resistance  au  brouillage  selon  EN  50082-1 , 
y compris  EN  61000-4-2,  -3  et  -4. 

FCC  Regulation  47  CFR,  Part  15,  Subpart  B, 
Class  A 
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4.15 

4.15.1 


4.15.2 


Taux  de  defaillance  (call  rate) 

Intervalle  de  temps  moyen 
entre  les  erreurs  (MTBF) 

Dimensions  generates 

Hauteur 

Largeur 

Profondeur 

Poids  (net) 


<0,10/an 


20  000  heures 


140  mm 
300  mm 
400  mm 

7,8  kg  - PM  5415/5418 
8,4  kg  - versions  TXI/TDSI 


ACCESSOIRES 

Accessoires  standard  Mode  d’emploi  avec 

carte  d’emploi  et 

carte  de  programmation  (anglais) 

Cable  secteur 
Fusibles 

4 pieds  en  caoutchouc  pour  installation  laterale 
Cable  de  raccordement  HF  PM  9538/01  BNC-TV 
Cable  Y/C  (pour  versions  Y/C  seulement) 
Interface  IEEE  PM  9547G  avec  cable  de 
raccordement  (pour  PM  5418  TXI/TDSI  seulem.) 
seulement  PM  541 8 avec  son  BTSC: 

Cable  de  raccordement  HF  BNC-’F’ 

Cable  de  connecteur  de  peritelevision  - Cinch 


Vue  d’ensemble  des  connections 


SCART 
Pin  No. 

Cinch 

connection 

Fonction 

19 

jaune 

Sortie  Video 

1 

rouge 

Audio  canal  droite 

3 

blanc 

Audio  canal  gauche 

17 

Masse  Video 

4 

Masse  Audio 

Accessoires  speciaux 

PM  9539/01 

PM  9546 
PM  9553G 
PM  9561 G 
PM  9075 


Cable  de  raccordement  HF  avec 
transformateur  75  Q/>300  Q 
Unite  de  couleur  universelle 
Unite  Y/C  & RGB 

Adaptateur  de  montage  de  1 9 pouces 
Cable  de  75  Q,  BNC-BNC 


Service  Manual  (anglais) 
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5 LIMITE  DE  GARANTIE  ET  LIMITE  DE  RESPONSABILITE 

La  societe  Fluke  garantit  I’absence  de  vices  des  materiaux  et  a la  fabrication  de  ce  produit  dans 
des  conditions  normales  d’utilisation  et  d’entretien.  La  periode  de  garantie  est  d’un  an  et  prend 
effet  a la  date  d’expedition.  Les  pieces,  les  reparations  de  produit  et  les  services  sont  garantis 
pour  une  periode  de  90  jours.  Cette  garantie  ne  s’applique  qu’a  I’acheteur  d’origine  ou  a I’utilisa- 
teur  final  s’il  est  client  d’un  distributeur  agree  par  Fluke,  et  ne  s’applique  pas  aux  fusibles,  aux 
batteries/piles  interchangeables  ni  a aucun  produit  qui,  de  I’avis  de  Fluke,  a ete  malmene,  modi- 
fie,  neglige  ou  endommage  par  accident  ou  soumis  a des  conditions  anormales  d’utilisation  et 
de  manipulation.  Fluke  garantit  que  le  logiciel  fonctionnera  en  grande  partie  conformement  a ses 
specifications  fonctionnelles  pour  une  periode  de  90  jours  et  qu’il  a ete  correctement  enregistre 
sur  des  supports  non  defectueux.  Fluke  ne  garantit  pas  que  le  logiciel  ne  contient  pas  d’erreurs 
ou  qu’il  fonctionne  sans  interruption. 

Les  distributeurs  agrees  par  Fluke  appliqueront  cette  garantie  a des  produits  vendus  a leurs 
clients  neufs  et  qui  n’ont  pas  servi  mais  ne  sont  pas  autorises  a appliquer  une  garantie  plus 
etendue  ou  differente  au  nom  de  Fluke.  Le  support  de  garantie  est  offert  si  le  produit  a ete  acquis 
par  I’intermediaire  d’un  point  de  vente  agree  par  Fluke  ou  bien  si  I’acheteur  a paye  le  prix  interna- 
tional applicable.  Fluke  se  reserve  le  droit  de  facturer  a I’acheteur  les  frais  d’importation  des 
pieces  de  reparation  ou  de  remplacement  si  le  produit  achete  dans  un  pays  a ete  expedie  dans 
un  autre  pays  pour  y etre  repare. 

L’obligation  de  garantie  de  Fluke  est  limitee,  au  choix  de  Fluke,  au  remboursement  du  prix 
d’achat,  ou  a la  reparation/remplacement  gratuit  d’un  produit  defectueux  retourne  dans  le  delai 
de  garantie  a un  centre  de  service  agree  par  Fluke. 

Pour  avoir  recours  au  service  de  la  garantie,  mettez-vous  en  rapport  avec  le  centre  de  service 
Fluke  le  plus  proche  ou  envoyez  le  produit,  accompagne  d’une  description  du  probleme,  port  et 
assurance  payes  (franco  lieu  de  destination),  au  centre  de  service  agree  par  Fluke  le  plus 
proche.  Fluke  degage  toute  responsabilite  en  cas  de  degradations  survenues  au  cours  du 
transport.  Apres  la  reparation  sous  garantie,  le  produit  sera  retourne  a I’acheteur,  frais  de  port 
payes  d’avance  (franco  lieu  de  destination).  Si  Fluke  estime  que  le  probleme  a ete  cause  par  un 
traitement  abusif,  une  modification,  un  accident  ou  des  conditions  de  fonctionnement  ou  de 
manipulation  anormales,  Fluke  fournira  un  devis  des  frais  de  reparation  et  ne  commencera  la 
reparation  qu’apres  en  avoir  regu  I’autorisation.  Apres  la  reparation,  le  produit  sera  retourne  a 
I’acheteur,  frais  de  port  payes  d’avance,  et  les  frais  de  reparation  et  de  transport  lui  seront 
factures. 

LA  PRESENTE  GARANTIE  EST  EXCLUSIVE  ET  TIENT  LIEU  DE  TOUTES  AUTRES  GARANTIES, 
EXPLICITES  OU  IMPLICITES,  Y COMPRIS,  MAIS  NON  EXCLUSIVEMENT,  TOUTE  GARANTIE 
IMPLICITE  QUANT  A L’ APTITUDE  DU  PRODUIT  A ETRE  COMMERCIALISE  OU  A ETRE  APPLI- 
QUE A UNE  FIN  OU  A UN  USAGE  DETERMINE.  FLUKE  NE  POURRA  ETRE  TENU  RESPONSA- 
BLE  D’AUCUN  DOMMAGE  PARTICULIER,  INDIRECT,  ACCIDENTEL  OU  CONSECUTIF,  NI 
D’AUCUNS  DEGATS  OU  PERTES  DE  DONNEES,  QUE  CE  SOIT  A LA  SUITE  D’UNE  INFRAC- 
TION AUX  OBLIGATIONS  DE  GARANTIE,  SUR  UNE  BASE  CONTRACTU ELLE,  EXTRA- 
CONTRACTUELLE  OU  AUTRE. 
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Etant  donne  que  certains  pays  ou  etats  n’admettent  pas  les  limitations  d’une  condition  de  garan- 
tie  implicite,  ou  I’exclusion  ou  la  limitation  de  degats  accidentels  ou  consecutifs,  les  limitations  et 
les  exclusions  de  cette  garantie  pourraient  ne  pas  s’appliquer  a chaque  acheteur.  Si  une  disposi- 
tion quelconque  de  cette  garantie  est  jugee  non  valide  ou  inapplicable  par  un  tribunal  compe- 
tent, une  telle  decision  n’affectera  en  rien  la.  validite  ou  le  caractere  executoire  de  toute  autre 
disposition. 


Fluke  Corporation  ou 

P.O.  Box  9090 

Everett,  WA 

98206-9090 

USA 


Fluke  Industrial  B.V. 
P.O.Box  680 
7600  AR 
Almelo 
Pays-Bas 


DECLARATION  DE  CONFORMITE 

pour 


FLUKE 

Color  TV  Pattern  Generator 
PM  5415 /PM  5418 


Fabricant 

Fluke  Industrial  B.V. 
Lelyweg  1 
7602  EA  Almelo 
The  Netherlands 


Declaration  de  conformite 

Base  sur  des  resultats  de  test  selon  des  normes  standardises,  le  produit  est  en  conformite  avec 
la  directive  de  compatibility  electromagnetique  89/336/CEE 
et  la  directive  de  base  tension  73/23/CEE 


Essais  echantillon 

Normes  appliquees: 

EN  50081-1  (1992) 

Electromagnetic  Compatibility  Generic  Emission  Standard: 
EN  55011  Group  I Class  B 

EN  50082-1  (1992) 

Electromagnetic  Compatibility  Generic  Immunity  Standard: 
EN  61000-4-2, -3  and  -4. 

EN  61010-1  (1994)  CAT  II  Pollution  Degree  2 
Safety  Requirements  for  Electrical  Equipment  for  Measurement, 
Control,  and  Laboratory  Use. 


Ces  tests  ont  ete  effectues  dans  une  configuration  typique. 


Cette  Conformite  est  indiquee  par  le  symbole  C € , indiquant  la  “Conformite  Europeenne”. 
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6 VIDEOTEXTE  (TOP/FLOF),  DIDON  ANTIOPE 

Complement  au  Mode  d’emploi  PM  5415  / PM  5418 

Ce  chapitre  contient  des  informations  compliant  ou  remplagant  celles  du  Mode  d’emploi  et  con- 
cerne  les  versions  d’appareils  suivantes: 

PM  541 5 TX  avec/sans  Y/C,  PM  541 5 TN  avec/sans  Y/C 
PM  541 8 TX  avec/sans  Y/C,  PM  541 8 TD  avec/sans  Y/C 
PM  5418TXI  + Y/C 


SOMMAIRE 

6.1  GENERALITES 

6.1.1  Videotexte  (UK-Teletext) 

6.1 .2  TOP  (Table  of  pages) 

6.1.3  FLOF/FASTEXT 

6.1 .4  VPT  (programmation  de  I’horloge) 

6.1 .5  Teletexte  Didon  Antiope 

6.2  COMMANDE  DE  L’APPAREIL 

6.2.1  Organes  de  commande  et  raccordements  (modifications) 

6.2.2  Commande 

6.2.3  Contenu  des  pages  de  videotexte  (TOP/FLOF) 

6.2.4  Contenu  des  pages  de  texte  Didon  Antiope 

6.2.5  Controle  et  alignement 

6.3  CARACTERISTIQUES  TECHNIQUES 


6.1  GENERALITES 

Cet  appareil  fournit  videotexte  (UK-Teletext)  et  teletexte  Didon  Antiope  dans  les  normes  de  televi- 
sion PAL  B,G,H,I  et  SECAM.  Les  signaux  de  test  de  videotexte  generes  servent  a I’alignement  et 
au  controle  des  fonctions  de  decodeurs  de  videotexte  dans  les  magnetoscopes  et  dans  les 
appareils  de  television. 

Grace  a cet  appareil,  il  est  notamment  possible  de  controler  les  fonctions  de  videotexte 
supplemental  de  TOP,  FLOF/FASTEXT  et  VPT  qui  permettent  une  commande  du  videotexte 
et  une  programmation  d’appareils  video  rapides  et  simples. 

Les  appareils  dotes  de  son  NICAM  ou  d’une  interface  IEEE-488  offrent  une  meilleure  precision 
de  3 ppm  pour  le  cycle  de  donnees  genere  dans  le  cas  du  videotexte. 

Le  videotexte  est  un  service  d’informations  supplemental  offert  par  un  grand  nombre  de  chaines 
de  television  dans  le  canal  TV  normal.  Les  donnees  de  videotexte  necessaires  a cet  effet  sont 
transferees  en  serie  dans  plusieurs  lignes  de  I’intervalle  de  suppression  vertical  et  restent  ainsi 
invisibles  dans  I’image  video  normale.  Les  donnees  sont  sauvegardees  dans  la  memoire  du 
decodeur  de  videotexte  du  recepteur  de  TV  ou  de  I’appareil  video,  et  il  est  alors  possible  de  les 
appeler  par  pages  ou  par  registres  a I’aide  de  la  telecommande.  Au  cours  des  dernieres  annees, 
les  appareils  fournissant  le  videotexte  ont  fait  I’objet  d’ameliorations  considerables  en  ce  qui 
concerne  le  contort  de  I’utilisation  et  la  capacite  de  la  memoire. 
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6.1.1  Videotexte  (UK-TELETEXT) 

Une  page  de  videotexte  comprend  un  maximum  de  24  lignes  de  texte;  chaque  ligne  peut  conte- 
nir  40  caracteres.  Dans  la  premiere  ligne  de  texte,  le  titre  de  la  page,  se  trouvent  generalement 
des  indications  telles  que  le  numero  de  la  page,  I’heure  et  la  date.  Les  donnees  transmises  dans 
une  ligne  de  television  concordent  avec  la  ligne  de  texte  d’une  page.  Des  mots  de  8 bits  compre- 
nant  7 bits  d’information  et  1 bit  de  parite  sont  utilises  pour  le  transfert  des  donnees  de  videotexte. 
En  fonction  de  I’emetteur,  on  peut  transferer  i’information  de  videotexte  dans  les  lignes  7 a 22  de 
la  premiere  trame  et  dans  les  lignes  320  a 335  de  la  deuxieme  trame.  Le  PM  541 5 et  le  PM  541 8 
generent  les  donnees  de  videotexte  dans  les  lignes  20, 21  et  333, 334.  La  figure  2 presente  davan- 
tage  de  details  relatifs  a la  position  et  au  niveau  d’une  ligne  de  donnees. 

Dans  le  cas  de  TOP  et  de  FLOF/FASTEXT,  une  ligne  de  menu  supplemental  (ligne  de  texte  25) 
esttransmise;  elle  se  trouve  sur  le  bord  inferieur  de  I’ecran.  Les  appareils  plus  anciens  sans  fonc- 
tion TOP/FLOF  ne  tiennent  pas  compte  de  cette  information  supplemental. 


6.1.2  TOP  (Table  of  Pages) 

Le  videotexte  TOP  est  un  service  de  videotexte  supplemental  actuellement  diffuse  en  Allemagne 
par  ARD  et  ZDF  et  dont  la  reception  peut  se  faire  par  un  decodeur  de  videotexte  TOP.  TOP  permet 
une  orientation  rapide  et  un  guidage  efficace  de  I’utilisateur. 

Les  pages  de  videotexte  sont  classees  par  themes  et  divisees  en  groupes.  Une  ligne  de  commen- 
taire  sur  le  bord  inferieur  de  I’ecran  indique  en  outre  quelle  touche  de  couleur  de  la  telecommande 
permet  de  selectionner  le  groupe  de  themes  suivant.  Ces  pages  de  videotexte  sont  deja  stockees 
par  certains  decodeurs  de  videotexte  au  prealable,  si  bien  qu’elles  sont  aussitot  disponibles.  La 
selection  des  pages  de  videotexte  se  fait  par  des  touches  de  couleur  speciales  se  trouvant  sur 
la  telecommande  et  dont  la  signification  est  generalement  la  suivante: 


Touche  de  couleur 

Explication 

blanche  (i)  = page  d’index 
(INDEX) 

en-tete  de  page 

rouge  = - 

retour  aux  pages  consultees  en  dernier 

verte  = p.ex.  boTte  de  fichier 

bloc  suivant 

jaune  = p.ex.  groupe  themes 

lere  page  de  groupe  suivant 

bleue  = + 

page  suivant 

6.1.3  FLOF  (Full  Level-One  Featu res)/FASTEXT 

FLOF/FASTEXT  est  un  service  de  teletexte  supplemental  dont  la  reception  peut  se  faire  par  un 
decodeur  de  teletexte  FLOF.  II  est  notamment  diffuse  par  des  stations  de  television  anglaises  et 
va  etre  introduit  dans  differents  pays  d’Europe  occidentale.  FLOF/FASTEXT  permet  une  orien- 
tation rapide  et  un  guidage  efficace  de  I’utilisateur. 

Les  pages  de  teletexte  sont  classees  par  themes  et  divisees  en  groupes.  Une  ligne  de  menu  sur 
if*  hnrd  inffirifiur  de  I’ecran  donne  quatre  informations  supplementaires  en  couleur  (Prompt)  qu’il 
est  possible  d’appeler  avec  les  touches  de  meme  couleur  de  la  telecommande.  On  utilise  a cet 
effet  les  couleurs  rouge,  vert,  jaune  et  bleu  (en  commengant  par  la  gauche).  La  touche  ”i” 
(blanche)  permet  de  choisirlapaged’indexcorrespondante.  Les  pages  de  teletexte  que  Ton  peut 
selectionner  directement  par  la  barre  de  menu  sont  deja  stockees  au  prealable  par  certains 
decodeurs,  si  bien  qu’elles  sont  aussitot  a la  disposition  de  I’utilisateur. 
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6.1.4  VPT  (programmation  de  I’horloge  par  videotexte) 

Le  VPT  simplifie  et  facilite  la  commande  et  la  programmation  de  I’horloge  de  magnetoscopes. 
Pour  ce  faire,  il  faut  que  votre  magnetoscope  soit  equipe  d’un  decodeur  videotexte/VPT. 

Pour  un  enregistrement  programme  a I’avance,  le  magnetoscope  requiert  les  donnees  suivantes 
qu’il  faut  memoriser  dans  un  ’Timerblock’: 

- la  date  de  I’enregistrement 

- le  numero  du  programme  de  remission  televisee 

- I’heure  du  debut  et  de  la  fin  de  I’enregistrement 

Dans  le  cas  d’appareils  dotes  de  la  fonction  VPT,  on  peut  adopter  ces  donnees  directement  a 
partir  des  tableaux  de  programmes  correspondants  du  videotexte.  Les  donnees  VPS  diffusees 
pendant  les  emissions  televisees  assurent  alors  un  enregistrement  correct  de  remission  sou- 
haitee. 

6.1 .5  Teletexte  DIDON  ANTIOPE 

Le  systeme  de  videotexte  frangais  Didon  Antiope  est  essentiellement  diffuse  en  France  dans  la 
norme  TV  SECAM  L. 

Comme  dans  le  cas  du  videotexte,  les  donnees  Antiope  sont  transferees  en  serie  dans  les  lignes 
pendant  les  intervalles  de  suppression  verticaux  qui  ne  sont  pas  visibles  a I’ecran. 

Tandis  que  le  precede  de  videotexte  prevoit  une  liaison  etroite  entre  le  codage  des  donnees  a 
transferer  et  la  structure  du  signal  televise  - une  ligne  de  texte  est  toujours  assignee  a une  ligne 
de  television  une  telle  liaison  n’existe  pas  dans  le  cas  du  systeme  Antiope.  Le  debut  et  la  fin 
de  pages  et  de  lignes  de  texte  sont  atteints  par  des  caracteres  de  commande  supplementaires. 
Antiope  peut  representer  a I’ecran  un  maximum  de  24  lignes  de  texte  de  40  caracteres  chacune. 
Un  en-tete  de  page  supplementaire  peut  fournir  des  indications  telles  que  le  numero  de  la  page, 
I’heure  et  la  date. 

En  fonction  de  I’emetteur,  on  peut  transferer  I’information  Antiope  dans  les  lignes  6 a 22  de  la  pre- 
miere trame  et  dans  les  lignes  319  a 335  de  la  seconde  trame.  Le  PM  541 5 et  le  PM  541 8 generent 
le  signal  Antiope  dans  les  lignes  20, 21  et  333, 334.  La  figure  3 presente  davantage  de  details  rela- 
tes a la  position  et  au  niveau  d’une  ligne  de  donnees  Didon  Antiope. 
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6.2  COMMANDE  DE  L’APPAREIL 

6.2.1  Organes  de  commande  et  raccordements  (modifications) 

Description  Fonction 


Panneau  avant 

Touche  pour  enclencher/desenclencher  le  videotexte 
(dans  le  cas  du  PM  5415  seulement); 
le  PM  541 8 genere  le  videotexte  automatiq.  dans  les  nor- 
mes  TV  autorisees;  il  ne  peut  pas  etre  desenclenche. 


Interrupteur:  UK-TT/AUTO/ANTIOPE 
L’interrupteur  permet  de  determiner  ce  qui  doit  etre 
genere  automatiquement  dans  la  norme  TV  choisie: 
UK-videotexte,  Antiope  et  videotexte  ou  Antiope 


Interrupteur:  TOP/FLOF 

Dans  le  cas  du  videotexte,  il  est  possible  de  commuter 
entre  TOP  et  FLOF 


PM  5415:  On  enclenche  ou  Ton  desenclenche  le  videotexte  a I’aide  de  la  touche  ’TXT  ON/TXT 
OFF’.  Deux  interrupteurs  se  trouvent  sur  la  paroi  arriere  pour  la  selection  du  systeme  de  video- 
texte. Lorsque  I’interrupteur  UK-Teletext/AUTO/ANTIOPE  se  trouve  sur  AUTO,  le  systeme  de 
videotexte  depend  de  la  norme  de  television  choisie  (commutateur  a rotation  par  le  pouce 
PAL7NTSC),  voir  tableau. 


Mode  de  fonctionnement  AUTO: 


Norme  TV:  PAL 

NTSC 

SECAM 

B/G/H 

1 

D 

N 

M 

M 

4.43 

B/G/H 

D/K/K1 

L 

Videotexte  UK 

Videotexte  ARRETE 

Antiope 

TXT  OFF 

TXT  ON. 


Paroi  arriere 


<s> 


s 

<s> 

<s> 

e 

<s> 


UK-TT 

AUTO 

ANTIOPE 


TOP 

FLOF 


6.2.2 


Commande 
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Dans  les  deux  autres  positions  de  I’interrupteur  UK-TT/AUTO/ANTIOPE,  soit  UK-Teletext,  soit 
Antiope  est  en  sen/ice  independamment  de  la  norme  TV  reglee;  les  normes  PAL  M et  NTSC  ne 
permettent  toutefois  pas  de  fonctionnement  de  videotexte. 

Dans  le  cas  du  videotexte  (UK-Teletext),  I’interrupteur  TOP/FLOF  situe  sur  la  paroi  arriere  permet 
de  commuter  sur  TOP  ou  sur  FLOF. 

Le  PM  541 8 ne  possede  pas  de  touche  pour  I’enclenchement  ou  le  desenclenchement  du  video- 
texte. Les  elements  de  commande  de  la  paroi  arriere  sont  identiques  a ceux  du  PM  541 5.  Le  video- 
texte est  genere  automatiquement  dans  toutes  les  normes  TV. 


Remarque: 

Dans  le  cas  de  la  mire  quadrillage  qui  n’a  pas  de  saut  de  ligne  (624  lignes),  le  videotexte  est  tou- 
jours  hors  service. 

Consultez  si  necessaire  dans  le  mode  d’emploi  de  vos  appareils  video  tout  ce  qui  touche 
aux  possibilites  offertes  par  votre  decodeur  de  videotexte  et  & la  commande  du  videotexte. 


6.2.3  Contenu  des  pages  de  videotexte  (TOP/FLOF) 

Cet  appareil  offre  1 8 pages  differentes  pour  le  service  FLOF  et  1 9 pages  pour  le  service  TOP.  Les 
appareils  qui  ne  peuvent  pas  exploiter  les  donnees  TOP  ou  FLOF  ne  tiennent  pas  compte  de  ces 
informations  supplementaires. 

Pour  tester  le  VPT,  on  dispose  des  pages  de  videotexte  300  en  langue  allemande  et  31 0 en  langue 
anglaise.  Les  heures  d’emission  normales  apparaissent  en  blanc,  les  heures  modifiees  en  violet 
(magenta).  La  touche  de  liberation  (REVEAL)  de  la  telecommande  permet  en  plus  de  faire 
apparaitre  les  heures  et  les  dates  cachees.  Les  instructions  de  service  de  votre  magnetoscope 
expliquent  comment  programmer  en  utilisant  le  VPT. 
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Le  contenu  des  pages  de  videotexte  est  le  suivant  (version  de  logiciel  3.2): 


Page 


100 

101 

102 


111 

150 

200 

201 

202 

203 

204 

205 

300 

310 

400 

401 

402 

403 
555 
560 


Contenu 


Remarques/application 


Page  d’index,  en-tete  de  page 

Clock  cracker 

Testpage 


Newsflash  (gros  titres) 

Subtitle  (sous-titre) 

Jeu  de  caracteres  GB  (Angleterre) 

Jeu  de  caracteres  D (Allemagne) 

Jeu  de  caracteres  S/SF  (Suede) 

Jeu  de  caracteres  F (France) 

Jeu  de  caracteres  I (Italie) 

Jeu  de  caracteres  E (Espagne) 


Indication  du  mode  de  fonctionnement 
choisi  TOP  ou  FLOF  ^ 

Modele  de  bit  special  pour  le  controle  et 
I’alignement,  le  renouvellement  du  texte 
Reserve  de  caracteres,  graphique, 
echelons  de  couleurs,  clignotement, 
fond  blanc/noir,  fonction  liberation 
Zone  d’insertion  dans  I’image  de  TV 
Zone  d’insertion  dans  I’image  de  TV 

Jeu  de  caracteres  *,  graphique,  fond, 
indication  dans  les  langues  respectives; 
sert  a controler  les  differents  jeux  de 
caracteres 


Page  de  programme  TV  VPT-TEST 
(texte  allemand)  l 

Page  de  programme  VPT-TEST 
(texte  anglais) 

Image  blanche 

Signal  de  barres  couleurs  (pour  TOP  seul.) 
Signal  test  de  videotexte  special 
Signal  test  de  videotexte  special 
Symbole  VIDEOTEXTE 
Signal  de  barres  couleurs  special 


programmation  simplifiee  d’appareil 
video  par  videotexte  VPT 

Alignement  du  decodeur,  signal  RGB 

Controle  de  decodeur,  test  memoire 
Controle  de  decodeur,  test  memoire 
Presentation 

Alignement  du  decodeur,  signal  RGB 


* Les  jeux  de  caracteres  ne  peuventetre  represents  integralementquesi  le  decodeur 
du  recepteur  dispose  de  cette  possibility 


TOP 


Couleurs  rouge  vert  jaune  bleu 


FLOF 


rouge  vert  jaune  bleu 


Fig.  1 Representation  d’une  page  de  videotexte  pour  TOP  et  FLOF/FASTEXT 
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6.2.4  Contenu  des  pages  de  texte  Didon  Antiope  (version  de  logiciel  1 .0) 


Magazine 

Page 

Contenu/remarques 

0 

1 

Page  de  garde,  tables  des  matieres  des  magazines 

96 

10 

Sous-titre  (MODE  DE  SOUS-TITRAGE  COMPATIBLE) 

100 

1 

Page  de  garde,  table  des  matieres 

250 

Reserve  de  caracteres 

251 

Mire  special  ’Clock  cracker’ 

252 

1 Mires  speciaies,  p.ex.  hauteur  caractere  double,  clignote- 

253 

J ment  (FLASH)  - corres.  a la  specification  Antiope  TDF 1 984 

500 

100 

ANTIOPE  en  lettres  majuscules  (page  de  garde) 

6.2.5  Contrdle  et  alignement 

Le  signal  de  videotexte  comprend  des  impulsions  rapides  et  des  flancs  qui  peuvent  etre 
influences  par  des  erreurs  d’amplitude,  des  deformations,  des  bruits  et  des  impulsions  parasites. 
Pour  assurer  un  decodage  impeccable  a partir  des  donnees  digitales,  il  faut  done  limiter  les 
influences  parasites  a un  minimum  pendant  tout  le  transfert.  Differentes  deformations  par 
propagation  influencent  le  signal  de  donnees  digital  et  le  signal  televise  analogique. 

Un  grand  nombre  de  lignes  de  videotexte  generees  par  le  PM  541 5 et  le  PM  541 8 sont  speciale- 
ment  congues  pour  des  travaux  de  controle  et  d’alignement. 

L’alignement  de  decodeurs  de  videotexte  depend  fortement  des  composants  utilises,  et  en  parti- 
culier  des  circuits  integres.  Les  manuels  de  service  correspondants  des  fabricants  fournissent  des 
instructions  d’alignement  detaillees. 
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CONOITIONNENT  VERTICAL  NOIR  (25  LIGNES) 


Fig.  2 Position  et  niveau  de  lignes  de  donnees  de  videotexte 


Remarque: 

Ligne  de  donnees 


Fig.  3 


Position  et  niveau  de  lignes  de  donnees  Antiope 
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6.3  CARACTERISTIQUES  TECHNIQUES 


Videotexte  avec  module  TOP/FLOF  Versions  d’appareil,  voir  page  6 - 1 

Standard  TV  SECAM  seulement  PM  5418 

6.3.1  Syst&mes  de  videotexte  teletexte  B (Grande-Bretagne) 

teletexte  A (France) 


Choix  du  systeme  de  videotexte  automatique  avec  norme  TV 

ou  manuel  avec  interrupteur  UK-TT/AUTO/ANTIOPE 

a I’arriere  de  I’appareil 

ou  par  telecommande:  PM  541 8 TXI 


Choix  automatique  enclenche 

- Norme  TV  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Choix  automatique  desenclenche 

- Norme  TV  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Sortie  de  signal 

Signal  video 
Porteuse  video  modulee 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 


UK  Teletext/DIDON  ANTIOPE,  au  choix 
DIDON  ANTIOPE/UK  Teletext,  au  choix 
DIDON  ANTIOPE/UK  Teletext,  au  choix 


VIDEO  OUT,  douille  BNC 
AUDIO/VIDEO  OUT,  douille  Scart 
RF  OUT,  douille  BNC 


6.3.2  Syst&me  de  videotexte  UK-TELETEXT  (CCIR  systeme  B) 
6.3.2.1  Donnees  du  systeme 


Type  de  transfert 


binaire  NRZ  (Non-Return-to-Zero) 


Niveau  de  signal  ’0’ 


niveau  noir 


Niveau  de  signal  ’1’ 
- Tolerance 


66  % de  la  difference  entre  niveau  noir  et 
valeur  max.  du  niveau  blanc 
±6% 


Debit  binaire 


444  x fH 


Cycle  de  donnees  6,9375  MHz 

— Tolerance 

— Norme  <30  ppm 

— Versions  -TD,  -TN,  -TXI  <3  ppm 


Point  de  reference  de  donnees 
- Position 


avant-dernier  bit  1 du  burst  de  synchronisation  de  cycles 
apres  flanc  de  montee  de  la  synchronisation  de  lignes 
1 1 ,6  ns  ...  13  ^s 


Contenu  de  la  ligne  de  donnees  360  bits,  soit  45  octets  de  8 bits  chacun 


Filtre  de  donnees 


filtre  Sin2 
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6.3.2. 2 Donnees  de  texte 


Mode  de  fonctionnement  Page 

— Choix  du  mode  de  fonctionnement 

— PM  5415  enclenchement/desenclenchement  par 

I’interrupteurTXT  OFF/TXT  ON 

— PM  5418  toujours  en  service 


Lignes  de  donnees 
Nombre  de  pages 

— Systeme  FLOF  enclenche 

— Pages  avec  contenu  FLOF 


— Pages  FLOF  avec  PSF 
(Preselection  Function) 

— Systeme  TOP  enclenche 

— Pages  avec  contenu  TOP 


20,  21, 333  et  334 


18  pages  differentes 
numeros  de  page: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

310,  400,  402,  403,  555,  560 

numeros  de  page:  (avec  fonction  de  preselection) 

300,  310 

19  pages  differentes 
numeros  de  page: 

100,  101,  102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

310,  400,  401 , 402,  403,  555,  560 


— Pages  TOP  avec  VPT 


numeros  de  page: 
300,  310 


6.3.2.3  Systeme  FLOF/ FASTEXT/TOP  reglable  par  I'interrupteur  FLOF/TOP 

a I’arriere  de  I’appareil 


Systeme  FLOF/FASTEXT  choisi  combinaison  de: 

systeme  d’acces  FLOF/FASTEXT  aux  pages  de  videotexte 
PSF  (fonction  de  preselection  PDC) 

Systeme  TOP  choisi  combinaison  de: 

systeme  d’acces  TOP  aux  pages  de  videotexte 
VPT  (fonction  de  preselection) 
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6.3.3 

Systeme  de  teletexte  DIDON  ANTIOPE  (CCIR  systeme  A) 

6.3.3.1 

Donnees  du  systeme 

Type  de  transfert 

binaire  NRZ  (Non-Return-to-Zero) 

Niveau  de  signal  ’0’ 

niveau  noir 

Niveau  de  signal  T 
- Tolerance 

7/3  de  I’amplitude  de  synchronisation 
+0% ...  -10% 

Debit  binaire 

397  x fH 

Frequence  de  cycles  de  donnees 

— Tolerance 

— Norme 

— Versions  -TD,  -TN,  -TXI 

6,203125  MHz 

<30  ppm 
<3  ppm 

Point  de  reference  de  donnees 

flanc  de  montee  du  burst  de  synchronisation  de  cycles 
au  flanc  de  montee  de  la  synchronisation  de  lignes  pour 
amplitude  reduite  de  moitie 

- Position 

10,5  |xs  ±0,32  (xs 

Filtre  de  donnees 

Filtre  Sin2 

6.3. 3.2 

Donnees  de  texte 

Mode  de  fonctionnement  Page 

toujours  en  service 

Lignes  de  donnees 

- Nombre  de  pages 

- Contenu 

20,  21 , 333  et  334 
7 

pages  de  test  ayant  des  contenus  differents 

VIDEOTEXT  AVEC  PDC,  FONCTIONS  VPS,  CLOSED  CAPTION 
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7+8  VIDEOTEXTE  AVEC  PDC,  FONCTIONS  VPS 
ET  CLOSED  CAPTION 


Complement  au  Mode  d’emploi  PM  5415  / PM  5418 

Ce  chapitre  contient  des  informations  completant  ou  remplagant  celles  du  Mode  d’emploi  et 
concerne  les  versions  d’appareils  suivantes: 

PM  5415  TXS  avec/sans  Y/C,  PM  5418  TXS  avec/sans  Y/C 
PM  5415  TNS  avec/sans  Y/C,  PM  5418  TDS  avec/sans  Y/C 
PM  5418  TDSI  avecY/C 
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7.1  GENERALITES 

Cet  appareil  fournit  videotexte  (UK-Teletext)  et  teletexte  Didon  Antiope  dans  les  normes  de  televi- 
sion PAL  B,G,H,I  et  SECAM.  Les  signaux  de  test  de  videotexte  generes  servent  a I’alignement  et 
au  controle  des  fonctions  de  decodeurs  de  videotexte  dans  les  magnetoscopes  et  dans  les 
appareils  de  television. 

Grace  a cet  appareil,  il  est  notamment  possible  de  controler  les  fonctions  de  videotexte 
supplementaires  de  TOP,  FLOF/FASTEXT,  VPT  et  PDC  ainsi  que  de  CLOSED  CAPTION  (CC) 
qui  permettent  une  commande  du  videotexte  et  une  programmation  d’appareils  video  rapides  et 
simples. 

Les  appareils  dotes  de  son  NICAM  ou  d’une  interface  IEEE-488  offrent  une  meilleure  precision 
de  3 ppm  pour  le  cycle  de  donnees  genere  dans  le  cas  du  videotexte. 

Le  videotexte  est  un  service  d’informations  supplementaire  offert  par  un  grand  nombre  de  chaines 
de  television  dans  le  canal  TV  normal.  Les  donnees  de  videotexte  necessaires  a cet  effet  sont 
transferees  en  serie  dans  piusieurs  lignes  de  I’intervalle  de  suppression  vertical  et  restent  ainsi 
invisibles  dans  I’image  video  normale.  Les  donnees  sont  sauvegardees  dans  la  memoire  du 
decodeur  de  videotexte  du  recepteur  de  TV  ou  de  I’appareil  video,  et  il  est  alors  possible  de  les 
appeler  par  pages  ou  par  registres  a I’aide  de  la  telecommande.  Au  cours  des  dernieres  annees, 
les  appareils  fournissant  le  videotexte  ont  fait  I’objet  d’ameliorations  considerables  en  ce  qui 
concerne  le  contort  de  I’utilisation  et  la  capacite  de  la  memoire. 

Vous  trouverez  a partir  du  chapitre  7.4  des  indications  relatives  a la  commande  et  des  informations 
au  sujet  de  PDC  (fonction  de  controle  du  magnetoscope),  VPS  (systeme  de  programme 
video)  et  Closed  Caption  PCC  (systeme  de  sous-titre  americain). 


7.1.1  Videotexte  (UK-Teletext) 

Une  page  de  videotexte  comprend  un  maximum  de  24  lignes  de  texte;  chaque  ligne  peut  contenir 
40  caracteres.  Dans  la  premiere  lignes  de  texte,  le  titre  de  la  page,  se  trouvent  generalement  des 
indications  telles  que  le  numero  de  la  page,  I’heure  et  la  date.  Les  donnees  transmises  dans  une 
ligne  de  television  concordent  avec  la  ligne  de  texte  d'une  page.  Des  mots  de  8 bits  comprenant 
7 bits  d’information  et  1 bit  de  parite  sont  utilises  pour  le  transfer!  des  donnees  de  videotexte. 
En  fonction  de  I’emetteur,  on  peut  transferer  I’information  de  videotexte  dans  les  lignes  7 a 22  de 
la  premiere  trame  et  dans  les  lignes  320  a 335  de  la  deuxieme  trame.  Le  PM  541 5 et  le  PM  541 8 
generent  les  donnees  de  videotexte  dans  les  lignes  13,14, 20, 21  et  326, 327, 333, 334.  En  mode 
de  fonctionnement  SECAM,  le  teletexte  n’est  transmis  que  dans  les  lignes  TV  20,  21 , 333  et  334. 
La  figure  2 presente  davantage  de  details  relatifs  a la  position  etau  niveau  d’une  ligne  de  donnees. 

Dans  le  cas  de  TOP  et  de  FLOF/FASTEXT,  une  ligne  de  menu  supplementaire  (ligne  de  texte  25) 
est  transmise;  elle  se  trouve  sur  le  bord  inferieur  de  I’ecran.  Les  appareils  plus  anciens  sans  fonc- 
tion TOP/FLOF  ne  tiennent  pas  compte  de  cette  information  supplementaire. 
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7.1 .2  TOP  (Table  of  Pages) 

Le  videotexte  TOP  estun  service  de  videotexte  supplemental  actuellement  diffuse  enAllemagne 
par  ARD  et  ZDF  et  dont  la  reception  peut  se  faire  par  un  decodeur  de  videotexte  TOR  TOP  permet 
une  orientation  rapide  et  un  guidage  efficace  de  I’utilisateur. 

Les  pages  de  videotexte  sont  classees  par  themes  et  divisees  en  groupes.  Une  ligne  de  commen- 
taire  sur  le  bord  inferieur  de  I’ecran  indique  en  outre  quelle  touche  de  couleur  de  latelecommande 
permet  de  selectionner  le  groupe  de  themes  suivant.  Ces  pages  de  videotexte  sont  deja  stockees 
par  certains  decodeurs  de  videotexte  au  prealable,  si  bien  qu’elles  sont  aussitot  disponibles.  La 
selection  des  pages  de  videotexte  se  fait  par  des  touches  de  couleur  speciales  se  trouvant  sur 
la  telecommande  et  dont  la  signification  est  generalement  la  suivante: 


Touche  de  couleur 

Explication 

blanche  (i)  = page  d’index 
(INDEX) 

en-tete  de  page 

rouge  = - 

retour  aux  pages  consultees  en  dernier 

verte  = p.ex.  boite  de  fichier 

bloc  suivant 

jaune  = p.ex.  groupe  themes 

1 ere  page  du  groupe  suivant 

bleue  = + 

page  suivante 

7.1 .3  FLOF  (Full  Level-One  Features)/FASTEXT 

FLOF/FASTEXT  est  un  service  de  teletexte  supplemental  dont  la  reception  peut  se  faire  par  un 
decodeur  de  teletexte  FLOF.  II  est  notamment  diffuse  par  des  stations  de  television  anglaises  et 
va  etre  introduit  dans  differents  pays  d’Europe  occidentale.  FLOF/FASTEXT  permet  une  orienta- 
tion rapide  et  un  guidage  efficace  de  I’utilisateur. 

Les  pages  de  teletexte  sont  classees  par  themes  et  divisees  en  groupes.  Une  ligne  de  menu  sur 
le  bord  inferieur  de  I’ecran  donne  quatre  informations  supplementaires  en  couleur  (Prompt)  qu’il 
est  possible  d’appeler  avec  les  touches  de  meme  couleur  de  la  telecommande.  On  utilise  a cet 
effet  les  couleurs  rouge,  vert,  jaune  et  bleu  (en  commengant  par  la  gauche).  La  touche  ”i” 
(blanche)  permet  de  choisir  la  page  d’index  correspondante.  Les  pages  de  teletexte  que  Ton  peut 
selectionner  directement  par  la  barre  de  menu  sont  deja  stockees  au  prealable  par  certains 
decodeurs,  si  bien  qu’elles  sont  aussitot  a la  disposition  de  I’utilisateur. 


7.1 .4  VPT  (programmation  de  I’horloge  par  videotexte) 

Le  VPT  simplifie  et  facilite  la  commande  et  la  programmation  de  I’horloge  de  magnetoscopes. 
Pour  ce  faire,  il  faut  que  votre  magnetoscope  soit  equipe  d’un  decodeur  videotexte/VPT. 

Pour  un  enregistrement  programme  a I’avance,  le  magnetoscope  requiert  les  donnees  suivantes 
qu’il  faut  memoriser  dans  un  ’Timerblock’: 

- la  date  de  I’enregistrement 

- le  numero  du  programme  de  remission  televisee 

- I’heure  du  debut  et  de  la  fin  de  I’enregistrement 

Dans  le  cas  d’appareils  dotes  de  la  fonction  VPT,  on  peut  adopter  ces  donnees  directement  a 
partir  des  tableaux  de  programmes  correspondants  du  videotexte.  Les  donnees  VPS  diffusees 
pendant  les  emissions  televisees  (transmises  a la  ligne  TV  16)  assurent  alors  automatiquement 
un  enregistrement  correct  de  remission  souhaitee. 
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Pour  tester  le  VPT,  ce  generateur  de  mires  offre  la  page  de  videotexte  300  ’VPTTEST’  en  langue 
allemande.  Afin  d’obtenirce  mode  defonctionnement,  mettre  I’interrupteurTOP/FLOFsetrouvant 
sur  la  paroi  arriere  de  I’appareil  en  position  TOR 

Les  heures  d’emission  normales  figurent  en  blanc  et  en  jaune  a la  page  300.  La  touche  de 
liberation  (REVEAL)  de  la  telecommande  permet  en  outre  de  faire  apparaTtre  les  heures  et  les 
dates  cachees  (en  violet).  Les  donnees  VPT  concernees,  I’heure  et  la  date,  sont  identiques  aux 
contenus  des  donnees  VPS  des  places  de  memoire  1 a 4,  voir  page  de  videotexte  300.  Une 
nouvelle  programmation  des  memoires  VPS  1 a 4 permet  en  outre  de  modifier  simultanement  les 
donnees  de  I’horloge  a la  page  300.  Pour  programmer  les  donnees  VPS,  utiliser  les  indications 
donnees  au  chapitre  7.4.3.4  ’Modification  des  donnees  VPS’. 

Vous  trouverez  dans  le  mode  d’emploi  de  votre  magnetoscope  des  explications  relatives  a 
I’utilisation  de  VPT  pour  la  programmation. 


7.1 .5  PDC,  programmation  du  magnetoscope  par  videotexte 

Le  PDC  simplifie  et  facilite  la  commande  et  la  programmation  de  I’horloge  de  magnetoscopes. 
Pour  ce  faire,  il  faut  que  votre  magnetoscope  soit  equipe  d’un  decodeur  videotexte/PDC. 

Pour  un  enregistrement  programme  a I’avance,  le  magnetoscope  requiert  les  donnees  suivantes 
qu’il  faut  memoriser  dans  un  ’Timerblock’: 

- la  date  de  I’enregistrement 

- le  numero  du  programme  de  1’emission  televisee 

- I’heure  du  debut  et  de  la  fin  de  I’enregistrement. 

Dans  le  cas  d’appareils  dotes  de  la  fonction  PDC,  on  peut  adopter  ces  donnees  directement  a 
partir  des  tableaux  de  programmes  correspondants  du  videotexte.  Les  donnees  PDC  diffusees 
pendant  les  emissions  televisees  (fonction  de  controle  d’enregistrement  RCF)  assurent  alors 
automatiquement  un  enregistrement  correct  de  1’emission  souhaitee. 

Pour  tester  le  PDC,  ce  generateur  de  mires  offre  la  page  de  videotexte  300  ’VPTTEST’  en  langue 
anglaise.  Afin  d’obtenir  ce  mode  de  fonctionnement,  mettre  I’interrupteur  TOP/FLOF  se  trouvant 
sur  la  paroi  arriere  de  I’appareil  en  position  FLOF. 

Les  heures  d’emission  normales  figurent  en  blanc  et  en  jaune  ou  en  rouge  et  en  blanc  a la  page 
300.  Les  donnees  PDC  presentees,  I’heure  et  la  date,  sont  identiques  aux  contenus  des  places 
de  memoire  PDC  1 a 9.  Une  nouvelle  programmation  des  places  de  memoire  PDC  1 a 4 permet 
en  outre  de  modifier  automatiquement  les  donnees  de  I’horloge,  I’heure  et  la  date,  a la  page  300. 
Les  places  de  memoire  5 a 9 contiennent  des  donnees  fixes.  Pour  programmer  les  donnees  PDC, 
utiliser  les  indications  donnees  au  chapitre  7.4.2.4  ’Modification  des  donnees  PDC’. 

Vous  trouverez  dans  le  mode  d’emploi  de  votre  magnetoscope  des  explications  relatives  a I’utili- 
sation de  PDC  pour  la  programmation. 


7.1 .6  Teletexte  DIDON  ANTIOPE 

Le  systeme  de  videotexte  frangais  Didon  Antiope  est  essentiellement  diffuse  en  France  dans  la 
norme  TV  SECAM  L. 

Comme  dans  le  cas  du  videotexte,  les  donnees  Antiope  sont  transferees  en  serie  dans  les  lignes 
pendant  les  intervalles  de  suppression  verticaux  qui  ne  sont  pas  visibles  a I’ecran. 

Tandis  que  le  procede  de  videotexte  prevoit  une  liaison  etroite  entre  le  codage  des  donnees  a 
transferer  et  la  structure  du  signal  televise  - une  ligne  de  texte  est  toujours  assignee  a une  ligne 
de  television  -,  une  telle  liaison  n’existe  pas  dans  le  cas  du  systeme  Antiope.  Le  debut  et  la  fin 
de  pages  et  de  lignes  de  texte  sont  atteints  par  des  caracteres  de  commande  supplementaires. 
Antiope  peut  representer  a I’ecran  un  maximum  de  24  lignes  de  texte  de  40  caracteres  chacune. 
Une  en-tete  de  page  supplemental  peut  fournir  des  indications  telles  que  le  numero  de  la  page, 
I’heure  et  la  date. 
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En  fonction  de  I’emetteur,  on  peut  transferer  I’information  Antiope  dans  les  lignes  6 a 22  de  la 
premiere  trame  et  dans  les  lignes  319  a 335  de  la  seconde  frame.  Le  PM  5415  et  le  PM  5418 
generent  le  signal  Antiope  dans  les  lignes  20,  21  et  333,  334.  La  figure  3 presente  davantage  de 
details  relatifs  a la  position  et  au  niveau  d’une  ligne  de  donnees  Didon  Antiope. 


7.2  COMMANDE  DE  L’APPAREIL 

7.2.1  Organes  de  commande  et  raccordements  (modifications) 

Description  Fonction 


Panneau  avant 


TXT  OFF 

Touche  pour  enclencher/desenclencher  le  videotexte 

(dans  le  cas  du  PM  5415  seulement); 

\m 

le  PM  541 8 genere  le  videotexte  automatiq.  dans  les 
normes  TV  autorisees;  il  ne  peut  pas  etre  desenclenche. 

© 

Touche  pour  la  preparation  de  la  programmation 

du  rythmeur  fonctionnant  en  temps  reel 

CLOCK 

Paroi  arri&re 

0 

n 

UK-TT 

AUTO 

Interrupteur:  UK-TT/AUTO/ANTIOPE 

I’interrupteur  permet  de  determiner  ce  qui  doit  etre 

n 

ANTIOPE 

genere  automatiquement  dans  la  norme  TV  choisie: 

<s> 

UK-videotexte,  Antiope  et  videotexte  ou  Antiope 

0 

Interrupteur:  TOP/FLOF 

Dans  le  cas  du  videotexte,  il  est  possible  de  commuter 

u 

TOP 

entre  TOP  et  FLOF 

m 

G 

FLOF 

i 

Cet  interrupteur  permet  aussi  de  choisir  PDC  et  VPS 
Position  FLOF:  fonctions  PDC 
Position  TOP:  fonctions 

7.2.2  Commande 

PM  5415:  On  enclenche  ou  Ton  desenclenche  le  videotexte  a I’aide  de  la  touche  ’TXT  ON/ 
TXT  OFF’.  Deux  interrupteurs  se  trouvent  sur  la  paroi  arriere  pour  la  selection  du  systeme  de 
videotexte.  Lorsque  I’interrupteur  UK-Teletext/AUTO/ANTIOPE  setrouve  sur  AUTO,  le  systeme  de 
videotexte  depend  de  la  norme  de  television  choisie  (commutateur  a rotation  par  le  pouce 
PAL/NTSC),  voir  tableau. 


Mode  de  fonctionnement  AUTO: 


Norme  TV:  PAL 

NTSC 

SECAM 

B/G/H  1 D N 

M 

M 4.43 

B/G/H  D/K/K1  L 

Videotexte  UK 

ARRET 

Closed  Caption* 

Antiope 

* pour  le  mode  Closed  Caption,  voir  chapitre  7.4.4. 
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7.2.3 


Dans  les  deux  autres  positions  de  I’interrupteur  UK-TT/AUTO/ANTIOPE,  soit  UK-Teletext,  soit 
ANTIOPE  est  en  service  independamment  de  la  norme  TV  reglee;  les  normes  PAL  M et  NTSC  ne 
permettent  toutefois  pas  de  fonctionnement  de  videotexte. 

L’interrupteurTOP/FLOF  situe  sur  la  paroi  arriere  permet  de  commuter  sur  videotexte  TOP  ou  sur 
teletexte  FLOF. 

Le  PM  541 8 ne  possede  pas  de  touche  pour  I’enclenchement  ou  le  desenclenchement  du  video- 
texte. Les  organes  de  commande  de  la  paroi  arriere  sont  identiques  a ceux  du  PM  541 5.  Le  video- 
texte est  genere  automatiquement  dans  toutes  les  normes  TV. 

Remarque: 

Dans  le  cas  de  la  mire  quadrillage  qui  n’a  pas  de  saut  de  ligne  (624  lignes),  le  videotexte  est 
toujours  hors  service. 

Consultez  si  necessaire  dans  le  mode  d’emploi  de  vos  appareils  video  tout  ce  qui  touche 
aux  possibilites  offertes  par  votre  decodeur  de  videotexte  et  a la  commande  du  videotexte. 


Contenu  des  pages  de  videotexte  (TOP/FLOF) 

Cet  appareil  offre  18  pages  de  test  differentes. 

Le  contenu  des  pages  de  videotexte  est  le  suivant  (version  de  logiciel  4.0): 


Page 

Contenu 

Remarques/application 

100 

Page  d’index,  en-tete  de  page 

Indication  du  mode  de  fonctionnement 
choisi  TOP  ou  FLOF 

101 

Clock  cracker 

Modele  de  bit  special  pour  le  controle  et 
I’alignement,  le  renouvellement  du  texte 

102 

Testpage 

Reserve  de  caracteres,  graphique, 
echelons  de  couleurs,  clignotement, 
fonc  blanc/noir,  fonction  liberation 

111 

Newsflash  (gros  titres) 

Zone  d’insertion  dans  I’image  de  TV 

150 

Subtitle  (sous-titre) 

Zone  d’insertion  dans  I’image  de  TV 

200 

Jeu  de  caracteres  GB  (Angleterre) 

201 

Jeu  de  caracteres  D (Allemagne) 

Jeu  de  caracteres  *,  graphique,  fond, 

202 

Jeu  de  caracteres  S/SF  (Suede) 

indication  dans  les  langues  respectives; 

203 

Jeu  de  caracteres  F (France) 

ser  a controler  les  differents  jeux  de 

204 

Jeu  de  caracteres  1 (Italie) 

caracteres 

205 

Jeu  de  caracteres  E (Espagne) 

300 

Page  de  programme  TV  VPT-TEST  ** 

Programmation  simplifiee 

(TOR  texte  allemand) 

d’appareils  video  par  videotexte 

Page  de  programme  TV  PDC-TEST  ** 
(FLOF,  texte  anglais) 

VPT  ou  PDC 

400 

Image  blanche 

Alignement  du  decodeur,  signal  RGB 

401 

Signal  de  barres  couleurs 

402 

Signal  test  de  videotexte  special 

Controle  de  decodeur,  test  memoire 

403 

Signal  test  de  videotexte  special 

Controle  de  decodeur,  test  memoire 

555 

Symbole  VIDEOTEXTE 

Presentation 

560 

Signal  de  barres  couleurs  special 

Alignement  du  decodeur,  signal  RGB 

* les  jeux  de  caracteres  ne  peuvent  etre  represents  integralement  que  si  le  decodeur 
du  recepteur  dispose  de  cette  possibility 

**  donnees  de  test  PDC/VPT  sont  programmables 
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PI  00 


TOP 


PM  5415/18  TELETEXT  TIME 


FLOF 


Char.set  GB  Newsflash 


PI  00 

PM  5415/18 

TELETEXT 

TIME 

Decod.test  Char.set 

Newsfl. 

Clock  cr. 

rouge  vert 

jaune 

bleu 

Couleurs  rouge  vert  jaune  bleu 

Fig.  1 Representation  d’une  page  de  videotexte  pour  TOP  et  FLOF/FASTEXT 


7.2.4  Contenu  des  pages  de  texte  Didon  Antiope  (version  de  logiciel  1.3) 


Magazine 

Page 

Contenu/remarques 

0 

1 

Page  de  garde,  table  des  matieres  des  magazines 

96 

10 

Sous-titre  (MODE  DE  SOUS-TITRAGE  COMPATIBLE) 

100 

1 

Page  de  garde,  table  des  matieres 

250 

reserve  de  caracteres 

251 

mire  speciale  ’Clock  cracker’ 

252 

1 mire  speciales,  p.ex.  hauteur  de  caractere  double,  clignote- 

253 

J ment  (FLASH)  - corres.  a la  specification  Antiope  TDF 1 984 

500 

100 

ANTIOPE  en  lettres  majuscules  (page  de  garde) 

7.2.5  Controle  et  alignement 

Le  signal  de  videotexte  comprend  des  impulsions  rapides  et  des  flancs  qui  peuvent  etre 
influences  par  des  erreurs  d’amplitude,  des  deformations,  des  bruits  et  des  impulsions  parasites. 
Pour  assurer  un  decodage  impeccable  a partir  des  donnees  digitales,  il  faut  done  limiter  les 
influences  parasites  a un  minimum  pendant  tout  le  transfer!  Differentes  deformations  par 
propagation  influencent  le  signal  de  donnees  digital  et  le  signal  televise  analogique. 

Un  grand  nombre  de  lignes  de  videotexte  generees  par  le  PM  5415  et  le  PM  5418  sont 
specialement  congues  pour  des  travaux  de  controle  et  d’alignement. 

L’alignement  de  decodeurs  de  videotexte  depend  fortement  des  composants  utilises,  et  en 
particular  des  circuits  integres.  Les  manuels  de  service  correspondants  des  fabricants 
fournissent  des  instructions  d’alignement  detaillees. 
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7.3  PROGRAMMATION  DU  RYTHMEUR  FONCTIONNANT  EN 
TEMPS  REEL 

On  programme  le  rythmeur  fonctionnant  en  temps  reel  en  actionnant  d’abord  les  touches 
suivantes: 


RECALL 


CLOCK 


L’annee  se  trouve  dans  la  zone  d’affichage  de  la  frequence.  Les  touches  numeriques  permettent 
de  modifier  I’annee.  L’actionnement  de  la  touche  STORE  assure  la  memorisation  de  I’annee.  Le 
chiffre  du  mois  apparait  a I’affichage.  La  procedure  d’entree  complete  est  la  suivante: 


RECALL  - CLOCK 

Affichage  de  I’annee 

Modification  de  I’annee  par  les  touches  numeriques 
et  confirmation  par  la  touche  STORE 

Memorisation  de  I’annee, 
affichage  du  mois 

Modification  du  mois  par  les  touches 
numeriques  - STORE 

Memorisation  du  mois, 
affichage  du  jour 

Modification  du  jour  par  les  touches 
numeriques  - STORE 

Memorisation  du  jour, 
affichage  de  I’heure 

Modification  de  I’heure  par  les  touches 
numeriques  - STORE 

Memorisation  de  I’heure 
affichage  de  la  minute 

Modification  de  la  minute  par  les  touches 
numeriques  - STORE 

Memorisation  de  la  minute, 

fin  du  procede  de  programmation  du 

rythmeur  fonctionnant  en  temps  reel 

Remarque: 

Les  donnees  modifiees  ne  sont  transmises  au  rythmeur  fonctionnant  en  temps  reel  et  executees 

que  si  la  procedure  d’entree  complete  est  terminee. 
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CONOITIONNENT  VERTICAL  NOIR  (25  LIGNES) 


UTILISABLE  POUR  VIDEOTEXTE 


Ligne  de  donnees 


!VlT¥TnjuiIunnnnrT^ 


Fig.  2 Position  et  niveau  de  lignes  de  donnees  de  videotexte 


Fig.  3 


Position  et  niveau  de  lignes  de  donnees  Antiope 
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7.4  PDC,  VPS  ET  CLOSED  CAPTION  (CC) 

7.4.1  Introduction 

Ce  paragraphe  contient  des  informations  relatives  a la  commande  des  options  PDC  (Program 
Delivery  Control),  VPS  (Video  Program  System)  et  PCC  (Closed  Caption)  pour  les  generateurs 
de  mires  TV  de  la  famille  PM  5415  / PM  5418. 

Les  generateurs  de  mires  TV  PM  5415  / PM  5418  TXS,  TNS,  TDS  et  TDSI  generent  des  signaux 
PDC  et  VPS  pour  les  normes  de  television  PAL  B/G/H/D/l  et  N et  PCC  pour  les  normes  NTSC  M 
et  NTSC  4,43  MHz.  II  est  possible  de  choisir  par  I’intermediaire  du  clavier  neuf  articles  differents 
dont  quatre  sont  librement  programmables  tant  pour  le  PDC  que  pour  le  VPS.  Pour  PCC,  il 
n’existe  aucune  possibility  de  programmation  puisque  les  signaux  de  test  sont  disponibles  deja 
programmes  (huit  sequences  de  test  differentes  au  total).  La  place  de  memoire  neuf  du  PCC  est 
une  suite  automatique  des  contenus  de  memoire  un  a huit. 

II  est  ainsi  possible  d’effectuer  un  controle  integral  de  toutes  les  fonctions  PDC,  VPS  et  PCC  pour 
les  appareils  du  domaine  de  la  production  et  du  developpement. 

L’interrupteur  TOP/FLOF  situe  sur  la  paroi  arriere  de  I’appareil  permet  de  selectionner  PDC  ou 
VPS.  La  selection  de  TOP  enclenche  automatiquement  le  VPS,  tandis  que  le  PDC  est  active  dans 
la  norme  FLOF. 

Le  choix  entre  PDC/VPS  et  PCC  sefait  parl’intermediaire  de  I’interrupteurde  normes  (commuta- 
teur  a rotation  par  le  pouce)  sur  la  paroi  arriere,  independamment  de  la  norme  de  television. 

L’entree  de  donnees  PDC  ou  VPS  se  fait  au  moyen  d’une  bande  de  texte  sur  I’ecran. 

Depuis  1 985,  les  stations  de  television  ARD  et  ZDF  diffusent  des  donnees  VPS.  VPS  a egalement 
ete  introduit  en  Suisse  et  en  Autriche. 

PDC  a ete  introduit  en  Grande-Bretagne  en  1 992  et  aux  Pays-Bas  en  1 993.  II  est  prevu  d’introduire 
PDC  dans  differents  Pays  europeens,  y compris  dans  des  pays  diffusant  VPS.  PCC  va  etre  intro- 
duit officiellement  aux  USA  en  juillet  1 993.  Les  lois  specifient  qu'il  faut  equiper  les  appareils  dont 
la  diagonale  d’ecran  est  superieure  a 13”  d’un  decodeur  PCC. 

7.4.2  Description  de  PDC 

La  specification  EBU  ’EBU  specification  of  the  domestic  video  Programme  Delivery  Control 
system  (PDC)’  fournit  des  indications  plus  precises  au  sujet  de  PDC. 

Vous  trouverez  un  apergu  general  dans  les  pages  qui  suivent. 

PDC  est  transmis  selon  le  ’CCIR  system  B teletext  extension  data  packets  of  type  8/30  format  2’. 

PDC  comprend  deux  parties,  la  PSF  (Preselection  Function)  et  la  RCF  (Recording  Control 
Function). 
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La  fonction  de  preselection  (PSF)  permet  de  programmer  la  memoire  du  magnetoscope  avec 
les  indications  relatives  a remission.  Le  telespectateur  selectionne  remission  a enregistrer  a partir 
de  la  page  de  teletexte  et  adopte  les  donnees  dans  le  magnetoscope.  La  fonction  PSF  est  activee 
si  le  teletexte  est  enclenche,  et  elle  ne  depend  pas  de  PDC. 

La  fonction  de  controle  d’enregistrement  (RCF)  permet  de  commencer  et  de  terminer  un 
enregistrement  commande  par  I’emetteur,  dans  la  mesure  ou  le  magnetoscope  est  equipe  de 
PDC.  RCF  s’active  aussitot  apres  la  selection  de  'RECALL  - PDC  - numero  de  memoire  (1  a 9)’. 
L’interrupteur  FLOF/TOP  doit  en  outre  se  trouver  en  position  FLOF.  La  fonction  RCF/PDC  ne  peut 
s’enclencher  que  si  I’option  PDC  est  installee. 

7.4.2.1  Vue  d’ensemble  de  la  commande  de  PDC 

Enclenchement  par  le  choix  de  I’une  des  memoires  PDC  1 a 9 a I’aide  de  'RECALL  - 

PDC  - n (n  = 1 ...  9)’.  L’interrupteur  FLOF/TOP  est  en  position  FLOF. 

Desenclenchement  par  'RECALL  - PDC  — O’. 

Initialisation  de  donnees  par  la  combinaison  de  touches  'STORE  - CH  - PDC’. 

Modification  de  donnees  I’utilisateur  peut  modifier  le  contenu  des  memoires  1 a 4.  Les  memoires 

PDC  5 a 9 ne  peuvent  pas  etre  modifiees. 

Type  de  memorisation  EEPROM 

Affichage  des  contenus  par  I’insertion  d’une  bande  de  texte  dans  la  mire  active  a I’ecran. 
Largeur  bande  de  texte  1/6  de  la  hauteur  de  I’ecran 

Position  du  texte  soit: 

a.  dans  I’une  des  six  positions  a I’ecran 

b.  continuellement  a I’ecran 

c.  invisible,  desenclenchee 

(la  transmission  des  donnees  PDC  continue) 
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7.4.2.2  Enclenchement  de  PDC 


VISION  CARRIER 


GREY 

SCALE 


COLOR 

BAR 





PURITY 


Or 

@G 

©B 


PAL/NTSC 


4:3 


VIDEO  INT 


SECAM  0 16:9  q VIDEOE)Crr 

" VPS/ 

PDC 
QCC1 

CLOCK 


IV  1J5V 


0 S' 

100%  150% 


VIDEO 


IN 


OUT 


750 


750 


rfout 


750 


RECALL 


PDC 


(chiffre) 


En  appuyant  sur  ces  touches,  on  appelle  un  code  PDC  memorise.  Le  code  PDC  transmis  est 
insere  simultanement  dans  I’image.  [.’insertion  comprend  trois  lignes  de  texte. 


Dans  la  premiere  ligne  se  trouvent  le  mot  ’CODE  PDC’  et  la  place  de  memoire  en  cours.  Le  reglage 
du  son  s’affiche  egalement. 

Les  donnees  PDC  s’affichent  dans  la  deuxieme  ligne.  Les  descriptions  sont  abregees  en  raison 
du  manque  de  place. 


Exemple: 


Code  PDC  n:  STEREO 


31.15 

31:63 

255 

255 

255 

3 

15 

DD.MM 

HH:MM 

CTRY 

NET 

PTY 

R 

FI 

Date 

Heure 

Pays 

Code 

emetteur 

Type  de 
programme 

Bits 

reserves 

Flags  PRF, 
LUF  et  LCI 

Remarque: 

1 . Les  bits  individuels  se  regroupent  en  un  chiffre  (voir  derniere  colonne). 

2.  Le  tableau  presente  les  valeurs  maximales  possibles. 

3.  Le  bit  MSB  dans  la  valeur  FI  est  le  bit  PRF,  le  bit  MSB  1 est  le  bit  LUF  et  les  deux  bits  LSB  sont 
les  bits  LCI. 
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Le  code  son  depend  du  reglage  du  generateur;  il  a la  signification  suivante: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

Pas  de  son  (do  not  know  code) 

0 

0 

7.4.2.3  Desenclenchement  de  PDC 


RECALL  PDC  0 


On  desenclenche  ie  signal  PDC  en  appuyant  sur  ces  touches. 


7.4.2. 4 Modification  de  donnees  PDC 


INPUT  PDC 


En  appuyant  sur  ces  touches,  on  active  PDC  pour  la  programmation.  Un  moniteur  ou  un  recepteur 
de  television  est  necessaire  au  controle  de  I’entree. 

Un  point  d’interrogation  apparait  a I’ecran  derriere  le  code  PDC  et  un  curseur  (trait)  apparait  sous 
la  date. 

II  est  possible  de  deplacer  le  curseur  a I’aide  des  touches  STEP  A et  STEP  V . Lorsque  le  curseur 
a atteint  le  bord  droit  de  I’image,  il  reapparait  au  pas  suivant  a gauche,  au  debut  d’une  rangee, 
et  inversement. 

On  entre  les  nouvelles  donnees  a I’aide  des  touches  numeriques.  Les  valeurs  d’entree  maximales 
possibles  dependent  du  nombre  de  bits  prevu  par  le  PDC  a cet  effet;  il  n’est  done  pas  possible 
d’entrer  n’importe  quelle  valeur. 

Si  Ton  essaie  d’entrer  une  valeur  non  valable,  un  point  d’interrogation  apparait  au  lieu  d’un  chiffre. 
Tant  que  ce  point  d’interrogation  apparart,  les  touches  du  curseur  restent  inutilisables. 
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La  memorisation  se  fait  au  moyen  des  touches  suivantes: 


STORE 


(chiffre) 


Si  I’on  veut  memoriser  le  nouvel  article  sous  le  numero  qui  etait  actif  au  debut  de  la  programma- 
tion,  le  ’code  vierge’  est  transfere,  sans  quoi  le  nouvel  article  est  stocke  sous  le  numero  de  place 
de  memoire  choisi.  Pour  le  transferer,  il  faut  appeler  a nouveau  la  place  de  memoire  a I’aide  de: 


RECALL 


PDC 


(chiffre) 


On  peut  interrompre  I’entree  en  actionnant  les  touches  ’STORE  — RECALL’;  dans  ce  cas,  les 
donnees  entrees  se  perdent  et  les  donnees  initiales  reapparaissent  a I’ecran. 

Remarque: 

Les  places  de  memoire  5 a 9 ne  sont  pas  programmables. 


7.4.2. 5 Deplacement  de  I’insertion  de  texte  a I’ecran 


RECALL 


PDC 


CH 


En  appuyant  sur  ces  touches,  on  deplace  I’insertion  de  texte  progressivement  vers  le  bas  de 
I’ecran.  On  peut  interrompre  ce  deplacement  a tout  moment  en  appuyant  sur  une  touche 
quelconque.  II  est  possible  de  faire  disparartre  I’insertion  de  texte;  le  transfert  des  donnees  PDC 
continue  quand  meme. 

Si  Ton  desenclenche  le  generateur  avec  ce  reglage  et  qu’on  le  reenclenche  par  la  suite,  le  bloc 
d’affichage  PDC  reste  invisible  et  ne  reapparart  a I’ecran  qu’apres  I’acquittement  des  touches 
mentionnees  ci-dessus. 


7.4.2. 6 Initialisation  de  la  memoire  PDC 

PDC  permet  une  initialisation  precise  des  1 0 places  de  memoire.  Les  donnees  PDC  stockees  par 
I’utilisateur  sont  alors  recouvertes.  Les  donnees  VPS  sont  recouvertes  simultanement. 

Suite  des  touches: 


STORE 


CH 


PDC 


Une  initialisation  simultanee  de  I’appareil  avec  les  donnees  PDC  se  fait  par: 


STORE 


CH 


STEP 


V 
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Contenu  des  places  de  memoire  1 ...  9: 


Place  de 
memoire 

PIL 



CNI 

PTY 

Remarques 

Date 

JJ.MM 

Heure 

HH.MM 

Pays 

Source  de 
programme 

1 

24.12 

14.30 

045 

193 

255 

2 

24.12 

16.00 

045 

193 

255 

3 

21.05 

10.42 

010 

170 

170 

4 

10.10 

21.21 

021 

085 

085 

5 

31.15 

31.63 

045 

193 

255 

Pas  de  code 
programme  (PIL) 

6 

00.15 

31.63 

045 

193 

255 

Code  d’etat  systeme 

7 

00.15 

30.63 

045 

193 

255 

Code  vierge 

8 

00.15 

29.63 

045 

193 

255 

Code  d’interruption 

9 

00.15 

28.63 

045 

193 

255 

Code  a ignorer 

Description  de  VPS 

Les  directives  techniques  ARD/ZDF  Nr.  8R2  ’’Video  Programm  System  (VPS)”  contiennent  des 
informations  precises  relatives  a la  structure  et  aux  contenus  de  VPS. 

Void  un  bref  apergu: 

VPS  a des  fonctions  semblables  a celles  de  PDC.  Le  transfert  des  donnees  VPS  dans  une  ligne 
TV  speciale  (ligne  16)  dans  I’intervalle  de  suppression  vertical  constitue  la  difference  principale. 
Le  transfert  de  donnees  se  fait  en  code  biphase  et  contient  1 5 mots  de  donnees  de  8 bits  chacun. 
Le  debit  du  transfert  est  de  2,5  Mbits/s. 


Parmi  les  15  mots  de  donnees,  les  deux  premiers  servent  a la  synchronisation  du  recepteur  et  a 
I’identification  de  la  ligne  de  donnees.  Les  mots  3 et  4 contiennent  un  code  source  sans  significa- 
tion pour  le  VPS. 

Le  mot  5 contient  un  code  son  (mono/dual/stereo)  de  2 bits.  Les  bits  restants  sont  reserves  a des 
applications  ulterieures. 

Le  mot  6 represente  un  code  de  contenu  du  signal  se  rapportant  au  programme;  tout  comme  les 
mots  7 a 10,  il  n’a  aucune  signification  pour  le  VPS. 


Les  mots  11  a 15  represented  avec  leurs  40  bits  la  veritable  information  VPS. 


La  signification  des  differents  bits  est  la  suivante: 


Bits 

Information 

0-1 

Code  emetteur  2 MSBs 

2-6 

Jour  d’emission 

7-10 

Mois  d’emission 

11-15 

Debut  d’emission  (heure) 

16-21 

Debut  d’emission  (minute) 

22-25 

Pays 

26-31 

Code  emetteur,  6 bits  restants 

32-40 

Type  de  programme 
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Au  lieu  d’un  debut  de  contribution  (date  et  heure),  on  peut  egalement  diffuser  quelques  codes 
speciaux.  Les  codes  suivants  sont  notamment  prevus  actuellement: 

- Code  vierge:  il  caracterise  les  emissions  qui  ne  valent  pas  la  peine  d’etre  enregistrees 
(p.ex.  mire). 

- Coded’interruption: 

il  marque  les  interruptions  de  programme  souhaitees  ou  non. 

- Code  d’etat  du  systeme: 

il  indique  qu’aucun  code  de  programme  valable  n’est  diffuse  malgre  la  ligne  de  donnees  dis- 
ponible. 

7.4.3.1  Commande  de  VPS  (vue  d’ensemble) 

Enclenchement  par  I’appel  de  I’une  des  places  de  memoire  VPS  au  moyen  de 

’RECALL  - VPS  - numero  de  place  de  memoire  1 - 9’. 
L’interrupteur  FLOF/TOP  sur  la  paroi  arriere  de  I’appareil  doit  se 
trouver  en  position  TOR 

Desenclenchement  par  ’RECALL  — VPS  - 0’ 

Donnees  initiates  appelees  par  les  touches  ’STORE  - CH  - VPS’; 

des  donnees  VPS  appropriees  sont  stockees  dans  les  places  de 

memoire  VPS  1 - 9,  en  particulier: 

code  d’etat,  code  vierge,  code  d’interruption 

Modification  de  donnees  il  est  possible  de  modifier  les  contenus  des  mots  5 et  1 1 - 14  librement 

pour  les  places  de  memoire  VPS  1 - 4 par  I’intermediaire  du  clavier 
de  Pappareil.  Les  places  de  memoire  VPS  5 - 9 ne  sont  pas 
programmables. 

Memoire  de  donnees  EEPROM 

Affichage  du  contenu  par  insertion  en  tant  que  bande  de  texte  dans  la  mire  momentanement 

a I’ecran. 

Largeur  de  bande  1/6  de  la  hauteur  de  I’image 

Position  de  la  bande  au  choix: 

a.  dans  chaque  sixieme  de  I’ecran 

b.  continuellement 

c.  invisible,  desenclenchee 
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Enclenchement  du  signal  VPS 
PATTERN/KEYBOARD 


VISION  CARRIER 


MEMORY 


FREQUENCY/MHz  CH  VPS/PDC  QCC 


n 


8 


Si 

WHtTE 


m 


'STOO-9 

A 

ISIS 

as 

0. 75  | 

wm 

RCLO-9 

H H 

©.50 

STEP 

CH  1 
VPS/ 
PDC  1 

mill 

©25  | 

m 

Pcc 

▼ 

GREY 

SCALE 


; ill ! 


COLOR 

BAR 


PURTTY 


Qr 

©G 

0B 


PAL/NTSC 


4:3 


SECAM 


© * 


VIDEO  INT 


VPS/ 

PDC 

Pcc1 


CLOCK 


INPUT 


VIDEO  AMPL 


CHROMA  AMPL 


150% 


VIDEO 


IN 


OUT 


750 


750 


| 


RFAMPL 

10|iV  *X)|A/ 

N^lmV 

lOmV 


RF  OUT 


750 


RECALL  VPS 


1 ...  9 (chiffre) 


En  acquittant  ces  touches,  on  enclenche  un  code  VPS  stocke  dans  la  memoire.  Le  code  VPS 
generes’insere  simultanement  dans  I’imagetelevisee.  L’insertion  comprendtrois  lignes  detexte. 

Dans  la  premiere  ligne  se  trouvent  le  mot  ’code  VPS’  et  le  numero  de  place  de  memoire  regie.  Le 
type  de  fonctionnement  du  son  regie  du  generateur  s’affiche  egalement  dans  cette  ligne. 

La  deuxieme  ligne  presente  les  donnees  VPS  expliquees  a la  troisieme  ligne.  Les  descriptions 
sont  abregees  en  raison  du  manque  de  place. 


Exemple: 


Code  VPS  n: 

STEREO 

31.15 

31:63 

255 

255 

255 

3 

Datum 

Uhrz. 

Land 

Sen 

PTY 

R 

Date 

Heure 

Pays 

Code  emetteur 

Type  de 
programme 

Bits 

reserves 

Remarque: 

1 . Les  bits  individuels  se  regroupent  en  un  chiffre  (voir  dermere  colonne). 

2.  Les  valeurs  d’entree  maximales  figurent  dans  le  tableau. 


+ co 
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Le  code  son,  qui  depend  du  reglage  de  I’appareil,  a la  signification  suivante: 


Bit  1 

Bit  2 

Mono 

0 

1 

Dual 

1 

1 

Stereo 

1 

0 

Pas  de  SON  (porteuse  son 
DESENCLENCHEE) 

0 

0 

Le  code  d’adressage  est  contenu  dans  le  programme  source  et  peut  etre  modifie  dans  toutes 
les  places  de  memoire  VPS  programmables.  Les  vaieurs  suivantes  sont  valables: 


Code  d’adressage 

Gamme  d’adressage  du  programme  source 

1 

192  - 255 

2 

128  - 191 

3 

64  - 127 

4 

0-63 

7.4.3.3  Desenclenchement  du  signal  VPS 


RECALL  VPS 


En  acquittant  ces  touches,  on  desenclenche  a nouveau  le  signal  VPS. 


7 .4.3.4  Modification  des  donnees  VPS 


INPUT 


VPS 


En  acquittant  ces  touches,  on  prepare  I’entree  d’un  nouveau  code  VPS.  Un  moniteur  ou  un  recep- 
teur  de  television  est  necessaire  au  controle  de  I'entree. 

Un  point  d’interrogation  apparait  a I’ecran  derriere  le  mot  ’code  VPS’,  et  un  curseur  (trait)  apparait 
sous  I’affichage  de  la  date.  A I’aide  des  touches  STEP,  il  est  possible  de  deplacer  le  curseur  vers 
ladroite  (STEP  V)  et  vers  la  gauche  (STEP  A).  Lorsque  le  curseur  atteint  la  fin  de  la  ligne,  il  reappa- 
rait  au  debut  de  la  ligne,  et  inversement. 

L’entree  du  nouveau  code  se  fait  par  les  touches  numeriques.  La  grandeur  des  vaieurs  numeri- 
ques  des  differents  parametres  est  limitee  par  le  nombre  de  bits  prevu  dans  le  code  VPS  a cet  effet, 
si  bien  que  Ton  ne  peut  pas  entrer  n’importe  quel  nombre.  Dans  le  cas  de  vaieurs  d’entree  non 
admises,  un  point  d’interrogation  apparait  au  lieu  du  chiffre.  Tant  que  le  point  d’interrogation  reste 
affiche,  les  touches  du  curseur  sont  inutilisables.  La  touche  ’CH’  permet  en  outre  d’entrer  des 
codes  qui  contredisent  la  regie  de  biphase.  Ces  codes  sont  represents  a I’ecran  par  X ou  XX. 
Les  differents  codes  apparaissent  ensuite. 

II  est  recommande  a I’utilisateur  d’acquerir  des  connaissances  sur  les  enchainements  et  la  struc- 
ture de  la  ligne  de  donnees  VPS. 
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Codes  pour  I’erreur  de  biphase  (representation  binaire): 


Erreur 

Code  de  biphase  sorti 

Jour 

0 10L0 

Mois 

101 H 

Heure 

0 1L10 

Minute 

10H010 

Pays 

L010 

Code  emetteur 

1 L 1010 

Type  de  programme 

1111  1 H1 1 

Bits  reserves 

HL 

L A erreur  de  biphase  00,  H A erreur  de  biphase  1 1 


On  termine  I’entree  par  les  touches: 


STORE 


1 ...  4 (chiffre) 


Si  I’on  veut  memoriser  le  nouvel  article  sous  le  numero  qui  etait  actif  au  debut  de  la  programma- 
tion,  le  ’code  vierge’  est  transmis,  sans  quoi  le  nouvel  article  est  stocke  sous  le  numero  de  place 
de  memoire  choisi.  Pour  le  transferer,  il  faut  le  rappeler  a I’aide  des  touches: 


RECALL 


VPS 


1 ...4 


(chiffre) 


On  peut  interrompre  I’entree  en  actionnant  les  touches  ’STORE  - RECALL’.  Les  valeurs  entrees 
se  perdent,  et  I’etat  existant  au  debut  de  I’entree  est  retabli. 

Remarque: 

Les  places  de  memoire  5 a 9 ne  sont  pas  programmables. 


7.4.3.5  D6placement  du  bloc  d’affichage  VPS  a I’ecran 


RECALL 


VPS 


CH 


En  acquittant  ces  touches,  on  deplace  le  bloc  d’affichage  VPS  progressivement  vers  le  bas  de 
I’ecran.  II  est  possible  d’interrompre  ce  deplacement  a tout  moment  en  actionnant  une  touche 
quelconque  (egalement  a I’exterieur  de  I’image);  dans  ce  cas,  le  bloc  d’affichage  est  invisible  a 
I’ecran.  Cependant,  remission  des  donnees  VPS  continue. 

Si  I’on  desenclenche  I’appareil  dans  cet  etat  de  fonctionnement,  le  bloc  d’affichage  VPS  reste 
invisible  lors  de  la  remise  en  service  et  apparait  a I’ecran  apres  I’acquittement  des  touches 
mentionnees  ci-dessus. 


00  + -n! 
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7. 4.3. 6 Programmation  de  la  ligne  VPS  (place  de  memoire  10) 


RECALL 


VPS 


(point  decimal) 


Cette  suite  de  touches  permet  d’appeler  la  place  de  memoire  10  dans  laquelle  le  code  VPS  de 
la  ligne  16  de  I’image  televisee  est  programmable  par  bits. 

II  est  recommand6  a I’utilisateur  de  ne  faire  usage  de  ce  mode  de  fonctionnement  que  s’il  connait 
parfaitement  la  signification  des  differents  mots  a la  ligne  16  ainsi  que  le  code  utilise. 

La  representation  a I’ecran  se  fait  au  moyen  d’un  diagramme  d’impulsion  a trois  lignes: 

1 ere  ligne:  mots  1 a 5 (de  gauche  a droite,  MSB  a droite) 

2eme  ligne:  mots  6 a 10 
3eme  ligne:  mots  1 1 a 15 

Dans  ce  mode  de  fonctionnement,  le  code  son  (mot  5)  transmis  ne  depend  pas  du  reglage  de 
I’appareil. 

Si  Ton  actionne  les  touches  ’INPUT’  et  ’VPS’  apres  avoir  appele  cette  memoire,  le  curseur  apparait 
sous  les  quatre  premiers  bits  de  la  premiere  ligne.  La  position  du  curseur  et  le  contenu  de  la  place 
marquee  figurent  en  outre  dans  la  ligne  de  titre  de  I’affichage. 

Mot  1 1/4:  05D  = le  premier  demi-octet  a la  valeur  5 (decimale) 

(dans  le  diagramme  d’impulsion,  le  bit  ayant  la  valeur  la 
plus  elevee  se  trouve  a droite) 

On  peut  alors  definir  chaque  demi-octet  en  entrant  un  nombre  decimal  entre  0 et  1 5.  II  faut  toujours 
entrer  deux  chiffres  pour  chaque  valeur,  par  ex.  03.  II  est  possible  de  deplacer  le  curseur  vers  la 
gauche  et  vers  la  droite  a I’aide  des  ’touches  Step’. 

On  peut  terminer  I’entree  par  ’STORE’;  les  valeurs  entrees  sont  alors  memorisees.  II  est  possi- 
ble d’interrompre  le  procede  par  ’RECALL';  dans  ce  cas,  les  nouvelles  valeurs  se  perdent. 


Exemple: 


a.  Le  tableau  ou  la  fig.  4 indiquent  I’etat  souhaite  en  tant  qu’information  binaire,  par  ex.  mono 


Bit  1 

Bit  2 

Mono 

0 

1 
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b.  Conversion  de  I’information  binaire  en  code  biphase. 
Le  code  biphase  est  explique  a la  fig.  6. 


Bit  1 

Bit  2 

Binaire 

0 

1 

Code  biphase 

0 1 

1 0 

c.  Conversion  du  code  biphase  en  nombre  decimal;  le  bit  ayant  la  valeur  la 
plus  elevee  (MBS)  se  trouve  a droite. 


= 6 


d.  En  mode  programmation,  on  entre  par  I’intermediaire  du  clavier  la  suite  de 
chiffres  ”0  6” . Le  curseur  doit  alors  se  trouver  sous  le  premier  demi-octet 
du  mot  5. 

La  ligne  de  titre  presente  I’information: 

’LIGNE  16  MOT  05  1/4:06D’ 

L’acquittement  de  la  touche  STORE  permet  de  transmettre  les  donnees 
modifiees. 


e.  Vue  d’ensemble  pour  I’entree  du  code  mot  (mot  5,  demi-octet  1/4). 


Entree 

decimale 

Modele  de  bit 
Code  biphase 
LSB  MSB 

Code 

binaire 

selon 

norme 

Son 

Etat 

0 9 

1 0 

0 1 

1 

0 

Stereo 

0 5 

1 0 

1 0 

1 

1 

Dual 

0 6 

0 1 

1 0 

0 

1 

Mono 

1 0 

0 1 

0 1 

0 

0 

pas  de  son 

h-  + oo 


Parameter 
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Fig.  5 Niveau  et  position  de  la  ligne  de  donnees  VPS  (ligne  TV  16) 


Information  binaire 
a transmettre 


Elements  complementaires 
pour  chaque  bit 


Elements  complementaires 
convertis  en  tensions 


Signal  de  sortie  apres 
limite  de  bande 


A A (Escamotage  de  phase) 


0°  180°  0°  0°  0°  180°  180°  0°  180°180°  0° 


Relation  des  phases 


Fig.  6 Generation  du  code  biphase 


1^  + 00 
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7.4.3.7 


Initialisation  des  places  de  memoire  VPS 

II  est  possible  de  definir  I’occupation  des  1 0 places  de  memoire  par  des  donnees  VPS  a partir  du 
logiciel  de  service  (PROM).  L’initialisation  de  la  memoire  recouvre  les  donnees  VPS  stockees  par 
I’utilisateur.  Les  memoires  de  donnees  PDC  sont  recouvertes  simultanement. 

Serie  des  touches: 


STORE 


CH 


VPS 


L’actionnement  des  touches : 


STORE 


CH 


STEP 

V 


permet  d’initialiser  simultanement  les  reglages  d’appareil  et  les  donnees  VPS. 


Contenus  des  places  de  memoire  1 ...  9: 


Place  de 
memoire 

PIL 

CNI 

PCS 

bits 

reserves 

PTY 

Remarques 

Date 

DD.MM 

Heure 

HH.MM 

Pays 

Source  de 
programme 

1 

24.12 

14.30 

045 

193 

0 

255 

2 

24.12 

16.00 

045 

193 

0 

255 

3 

21.05 

10.42 

010 

170 

0 

170 

4 

10.10 

21.21 

021 

085 

0 

085 

5 

31.15 

31.63 

045 

193 

0 

255 

Pas  de  code 
programme  (PIL) 

6 

00.15 

31.63 

045 

193 

0 

255 

Code  d’etat  systeme 

7 

00.15 

30.63 

045 

193 

0 

255 

Code  vierge 

8 

00.15 

29.63 

045 

193 

0 

255 

Code  d’interruption 

9 

00.15 

28.63 

045 

193 

0 

255 

Code  a ignorer 

Contenu  de  la  place  de  memoire  10  (ligne  VPS  programmable) 


L’initialisation  charge  le  contenu  suivant  dans  la  place  de  memoire  10: 


Mots  1 

...  15 

Contenu 

Remarques 

Mot  1: 

5555H 

RUN  IN  (MSB  a droite  de  I’ecran) 

Mot  2: 

9951 H 

Code  de  depart 

Mot  3 . 

. 5: 

5555H 

Tout  est  regie  sur  1 

Mot  6: 

556AH 

Code  mire 

Mot  7 . 

. 10: 

5555H 

Mot  11 

9999H 

Mot  12 

6666 H 

Mot  13 

9999 H 

Mot  14 

6666H 

Mot  15 

5555H 

* H A Hex 
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7.4.4  Description  de  Closed  Caption  QCC 

La  norme  EIA-608  ’LINE  21  DATA  SERVICES  FOR  NTSC’,  ’FCC  Report  and  Order  FCC91  -1 1 9’  et 
’FCC  Memorandum,  Opinion  and  Order  FCC  92-157’  fournissent  des  renseignements  detailles 
sur  la  norme  et  les  contenus  de  Closed  Caption. 


Les  paragraphes  suivants  donnent  un  apergu  general  de  Closed  Caption: 

A dater  du  ler  juillet  1993,  tous  les  recepteurs  de  television  dotes  d’une  diagonale  d’ecran 
superieure  a 13”  doivent  etre  equipes  aux  USA  d’un  decodeur  Closed  Caption. 

Le  transfert  de  Closed  Caption  se  fait  a la  ligne  21  de  la  premiere  trame  de  I’intervalle  de  suppres- 
sion vertical. 

Le  recepteur  de  TV  permet  au  telespectateur  de  choisir  les  images  televisees  avec  ou  sans 
sous-titre.  Un  troisieme  mode  de  fonctionnement  TEXT  est  egalement  possible.  Closed  Caption 
transfert  les  donnees  dans  deux  canaux  differents  designes  par  Cl  et  C2  dans  ce  Mode  d’emploi. 


II  existe  trois  modes  de  fonctionnement  Closed  Caption: 

1 . Mode  Roll-up:  2,  3 ou  4 lignes  de  texte  continues 

2.  Mode  Pop-on:  Un  maximum  de  4 lignes  pas  necessairement  consecutives  a un 

endroit  quelconque  de  I’ecran.  Les  donnees  s’affichent  apres 
reception  d’un  ordre  'End  of  Caption’. 

3.  Paint-on:  Transfert  de  donnees  consecutives  sans  caractere  ’Fin  Caption’. 

Les  donnees  s’affichent  apres  reception.  Aucun  ordre  ’End  of 
Caption’  n’est  necessaire. 

Dans  le  PM  5415  / PM  5418,  il  est  impossible  de  modifier  les  donnees  Closed  Caption. 


Remarque: 

La  place  de  memoire  9 est  une  suite  automatique  des  places  de  memoire  1 ...  8. 
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7.4.4.1  Enclenchement  de  Closed  Caption  PCC 


PATTERN/KEYBOARD 


VISION  CARRIER 

MEMORY FREQUENCY/MHz  CH  VPS/PDC  PCC 


1.50  STEP 


VIDEO  AMPL  CHROMA  AMPL 


GREY  MULTI 

I BURSL 


PAL/NTSC  4:3 


VIDEO  INT 


16:3  ~ VIDEO  EXTr 


l 5 1 /jl  I 

IV  15V 


100%  150% 


VIDEO  EXT 

RECALLl  I PCC  I 1-9  (chiffre) 


En  appuyant  sur  ces  touches,  on  enclenche  PCC. 

Le  commutateur  a rotation  par  le  pouce  situe  sur  ia  paroi  arriere  doit  de  plus  se  trouver  en  position 
NTSC  M ou  NTSC  4.43. 


7.4.4.2  Desenclenchement  de  Closed  Caption  PCC 


VIDEO  EXT 


RECALL  PCC  0 


En  appuyant  sur  ces  touches,  on  desenclenche  PCC. 
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7.4.4.3  Contenus  des  memoires  de  QCC 


Place  de 
memoire 

Caption  1 

Ligne 

Co- 

lonne 

Caption  2 

Ligne 

Co- 

lonne 

Remarques 

1 

Roll-up 
4 lignes,  Ve 
chiffres  et  lettres 
majuscules 

13 

1 

Roll-up 

4 ligne,  Ro 

caracteres 

speciaux, 

lettres 

minuscules 

4 

1 

2 

Roll-up 

Roll-up 

3 lignes,  Ve 

3 lignes,  Ro 

caracteres 

text  comme 

speciaux 

Caption  1 

comme®,  ^etc. 

13 

1 

4 

1 

3 

Paint-on 

6 

1 

Paint-on 

6 

1 

4 lignes,  Ve 

11 

1 

4 lignes,  Ro 

8 

1 

caracteres 

12 

1 

caracteres 

13 

1 

optionnels  1 + 2 

15 

1 

optionnels  3 4-  4 

15 

1 

4 

Roll-up 

Roll-up 

4 lignes,  Bl 

14 

1 

4 lignes,  Ro 

5 

1 

caracteres 

caracteres 

optionnels  5 

optionnels  6 

5 

Pop-on 

Pop-on 

L’ecran  ne 

4 zones 

4 zones 

s’efface  pas 

Be 

3,  4 

16 

Ja 

12,  13 

16 

a chaque  ligne 

Cy 

12,  13 

1 

Ve 

1,2 

1 

Ro  (caracteres 

12,  13 

16 

Ma  (caracteres 

12,  13 

1 

optionnels) 

optionnels) 

Ve 

3,  4 

1 

Ro 

1,2 

16 

6 

Pop-on 

Pop-on 

L’ecran  s’efface 

(comme 

(comme 

avant  I’affichage 

memoire  5),  pas 

memoire  5),  pas 

de  chaque  zone 

de  caracteres 

de  caracteres 

optionnels 

optionnels 

7 

Paint-on 

Paint-on 

4 lignes 

4 lignes 

Ve,  souligne 

3 

8 

Bl 

12 

8 

Cy 

12 

8 

Ja,  souligne 

3 

8 

Bl 

4 

8 

Ma 

11 

8 

Ma 

11 

8 

Be 

4 

8 

8 

Paint-on 

Paint-on 

Mode  texte  est 

2 lignes 

2 lignes 

actif 

Ve 

6,  7 

1 

Ro 

6,7 

1 

9 

Le  contenu  des  places  de  memoire  1 a 8 se  repete  constamment 

Bl  = Bleu;  Cy  = Cyan;  Ve  = Vert;  Ma  = Magenta;  Ro  = Rouge;  Be  = Blanc;  Ja  = Jaune 


Au  debut  d’un  article  Closed  Caption,  il  y a des  ordres  qui  permettent  d’effacer  les  contenus 
d’ecran  existants.  Puisque  la  sortie  des  donnees  est  cyclique,  I’ecran  s’efface  a nouveau  apres 
chaque  article  complet. 

En  cas  de  caracteres  optionnels  il  s’agit  surtout  de  caracteres  accentues.  Si  le  recepteur  ne  sup- 
porte  pas  ces  caracteres,  la  lettre  correspondante  est  montree  sans  accent. 
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8 CARACTERISTIQUES  TECHNIQUES 

FONCTIONS  PDC/VPS/CC  Versions  d’appareil,  voir  page  7- 1 ; 

standard  TV  SECAM  pour  le  PM  5418  seulement 


8.1 


SYSTEMES  DE  VIDEOTEXTE 


Choix  du  systeme  de  videotexte 


Choix  automatique  enclenche 

- Norme  TV  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Choix  automatique  desenclenche 

- Norme  TV  PAL  B,G,D,H,I,N 

SECAM  B,G,D,K,K1 
SECAM  L 

Sortie  du  signal 

Signal  video 


Porteuse  image  modulee 


teletexte  B (Grande-Bretagne) 
teletexte  A (France) 

automatique  par  la  norme  TV  ou  manuel 
avec  I’interrupteur  UK-TT/AUTO/ANTIOPE 
sur  la  paroi  arriere  de  I’appareil 
ou  par  la  telecommande:  PM  5418  TDSI 


UK  Teletext 
DIDON  ANTIOPE 
DIDON  ANTIOPE 


UK  Teletext/DIDON  ANTIOPE,  au  choix 
DIDON  ANTIOPE/UK  Teletext,  au  choix 
DIDON  ANTIOPE/UK  Teletext,  au  choix 


VIDEO  OUT,  douille  BNC 
AUDIO/VIDEO  OUT,  douille  Scart 

RF  OUT,  douille  BNC 


8.2  SYSTEME  DE  VIDEOTEXTE  UK-TELETEXT  (CCIR  systeme  B) 


8.2.1  Donnees  du  systeme 

Type  de  transfert 
Niveau  de  signal  ’0’ 

Niveau  de  signal  T 

- Tolerance 
Debit  binaire 

Cycle  de  donnees 

- Tolerance 
— Standard 

— Versions  -TDS,  -TNS,  -TDSI 
Point  de  reference  de  donnees 

- Position 

Contenu  de  la  ligne  de  donnees 
Filtre  de  donnees 


binaire  NRZ  (Non-Return-to-Zero) 
niveau  noir 

66  % de  la  difference  entre  niveau  noir  et 
valeur  max.  du  niveau  blanc 
±6% 

444  x fn 

6,9375  MHz 

<30  ppm 
<3  ppm 

avant-dernier  bit  1 du  burst  de  synchronisation 

de  cycles 

12,3  (as  ±0,7  (as 

360  bits,  soit  45  octets  de  8 bits  chacun 
filtre  Sin2 
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8.2.2  Donnees  de  texte 

Mode  de  fonctionnement  Page 
- Choix  du  mode  de  fonctionnement 


— PM  5415 

— PM  5418 
Lignes  de  donnees 

— Normes  PAL 


- Normes  SECAM 

- Nombre  de  pages 

- Systeme  FLOF  enclenche 
Pages  avec  contenu  FLOF 


Pages  a contenu  FLOF  avec  PSF 

(Preselection  Function) 

— Systeme  TOP  enclenche 
Pages  avec  contenu  TOP 


Pages  a contenu  TOP  avec  VPT 

(fonction  de  preselection) 

8.2.3  Systeme  FLOF/FASTEXT/TOP 

Systeme  FLOF/FASTEXT  choisi 


Systeme  TOP  choisi 


enclenchement/desenclenchement  par 
I’interrupteur  TXT  OFF/TXT  ON 
toujours  en  service 


13,  14,  20,  21 , 326,  327,  333  et  334 
ou  20,  21 , 333  et  334  seulement; 
possibility  de  reglage  interne  par  I’interrupteur 
a braser 

20,  21 , 333  et  334 

18  pages  differentes 
numeros  des  pages: 

100, 101, 102,  111,  150,  200, 

201, 202,  203,  204,  205,  300, 

400,  401 , 402,  403,  555,  560 

numero  de  page  300, 

la  partie  PSF  de  la  page  est  programmable  par  PDC 
(PSF  = fonction  de  preselection  PDC) 

1 8 pages  differentes 
numeros  des  pages: 

100,  101, 102,  111,  150,  200, 

201 , 202,  203,  204,  205,  300, 

400,  401 , 402,  403,  555,  560 

numero  de  page  300, 

la  partie  VPT  de  la  page  est  programmable  par  VPS 

reglable  par  I’interrupteur  FLOF/TOP 
a I’arriere  de  I’appareil 

combinaison  de: 

systeme  d’acces  FLOF/FASTEXT 

aux  pages  de  videotexte 

PSF  (fonction  de  preselection  PDC) 

RCF  (fonction  de  controle  d’enregistrement  PDC ) 

combinaison  de: 

systeme  d'acces  TOP  aux  pages  de  videotexte 
VPT  (fonction  de  preselection) 

VPS  (fonctions  de  controle  VCR) 
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8.3  SYSTEME  DE  TELETEXTE  DIDON  ANTIOPE  (CCIR  systeme  A) 


8.3.1  Donnees  du  systeme 

Type  de  transfert 
Niveau  de  signal  ’0’ 

Niveau  de  signal  T 

- Tolerance 

Debit  binaire 

Frequence  cycle  de  donnees 

- Tolerance 
— Standard 

— Versions  -TDS,  -TNS,  -TDSI 
Point  de  reference  de  donnees 

- Position 
Filtre  de  donnees 

8.3.2  Donnies  de  texte 

Mode  de  fonctionnement  Page 

Lignees  de  donnees 

- Nombre  de  pages 

- Contenu 


binaire  NRZ  (Non-Return-to-Zero) 
niveau  noir 

7/3  de  I’amplitude  de  synchronisation 
+0%...  -10% 

397  x fH 

6,203125  MHz 

<30  ppm 
<3  ppm 

flanc  de  montee  du  burst  de  synchronisation 
de  cycles  au  flanc  de  montee  de  la  synchronisation 
de  lignes  pour  amplitude  reduite  de  moitie 
10,5  [xs  ±0,32  jxs 

filtre  Sin2 


toujours  en  service 
20,  21 , 333  et  334 

7;  pour  le  plus  amples  informations, 
voir  chapitre  7.2.4 

pages  de  test  ayant  des  contenu  differents 


00  + -Nj 
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8.4  RCF  (PDC  RECORDING  CONTROL  FUNCTION) 

8.4.1  Donnees  du  systeme 


Type  de  transfert 

par  teletexte  (CCIR  systeme  B) 

Mode  de  modulation 

binaire  NRZ  (Non-return-to-Zero) 

Niveau  de  signal  ’0’ 

niveau  noir 

Niveau  de  signal  T 

66  % de  la  difference  entre  niveau  noir  et 
valeur  max.  du  niveau  blanc 

- Tolerance 

±6% 

Debit  binaire 

444  x fH 

Cycle  de  donnees 
- Tolerance 

6,9375  MHz 

— Appareils  standard 

<30  ppm 

— Versions  -TDS,  -TNS,  -TDSI 

<3  ppm 

Point  de  reference  de  donnees 

avant-dernier  bit  1 du  burst  de  synchronisatit 
de  cycles 

- Position 

12,3  |xs  ±0,7  [is 

Contenu  de  la  ligne  de  donnees 

45  octets  de  8 bits  chacun 

- Prefixe 

octets  1 ...  5 

- Code  de  determination 

octets  6 

- Donnees 

octets  7 ...  45 

— Page  de  teletexte  initiale 

octets  7 ...  12 

— ’Label  channel  identifier’ 

(LCI) 

octet  1 3;  bits  0 et  1 : programmable  par 

la  telecommande 

— ’Label  update  flag’ 

(LUF) 

octet  1 3;  bit  2:  programmable  par 

la  telecommande 

— Reserve,  pas  encore  defini 

octet  1 3;  bit  3:  programmable  par 

la  telecommande 

- - Etat  son  analogique 

(PCS) 

octet  1 4;  bits  0 et  1 : etat  son  a canaux 

multiples; 

le  code  correspond  a 
I’etat  de  son  en  cours 
du  generateur 

— Reserve,  pas  encore  defini 

octet  1 4;  bits  2 et  3:  programmable  par 

la  telecommande 

— Pays 

(CNI) 

octet  15:  programmable 

octet  21 ; bit  2 et  3:  programmable 

octet  22;  bit  0 et  1 : programmable 
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Code  emetteur 

(CNI) 

Jour 

(PIL) 

Mois 

(PI*-) 

Heure 

(PIL) 

Minute 

(PIL) 

Type  de  programme 
Titre  du  programme 

(PTY) 

(PTL) 

Filtre  de  donnees 

8.4.2  Commande  de  RCF 

Selection  du  systeme  RCF 

Signal  RCF 

Selection  marche/arret 

- Marche 

- Arret 

Donnees  predetermines 

- Contenu  des  places  de  memoire 

— Places  de  memoire  1 ...  4 
— Places  de  memoire  5 ...  9 

- Memoire  de  donnees  PDC 

Affichage  des  donnees  PDC  en 
cours  a I’ecran 

- Bande  de  texte 
— Hauteur 

— Position 


octet  1 6;  bits  0 et  1 : programmable 

octet  22;  bits  2 et  3:  programmable 

octet  23:  programmable 

octet  16;  bits  2 et  3:  programmable 

octet  17;  bits  0 ...  2:  programmable 

octet  1 7;  bit  3:  programmable 

octet  18;  bits  0 ...  2:  programmable 

octet  1 8;  bit  3:  programmable 

octet  19:  programmable 

octet  20:  programmable 

octet  21 ; bits  0 et  1 : programmable 

octets  24  et  25:  programmable 

octets  26  ...  45:  non  modifiable 

filtre  Sin2 


reglable  au  moyen  de  I’interrupteur  TOP/FLOF 
sur  la  paroi  arriere  de  I’appareil  par  la  selection 
de  FLOF  (voir  chapitre  8.2.3) 


par  I’appel  d’une  place  de  memoire  PDC  1 ...  9 
par  I’appel  de  la  place  de  mempore  PDC  0 


9 places  de  memoire,  voir  instructions  de 
commande  au  chap.  7 

librement  programmables 
non  programmables 

EEPROM 

par  insertion  en  tant  que  bande  de  texte 
horizontale  dans  la  mire  en  cours  a I’ecran 


1/6  de  I’image 
au  choix: 

a)  dans  chaque  sixieme  de  I’ecran 

b)  continue,  toutes  les  positions 

c)  invisible,  desenclenche 


Contenu  (en  langue  anglaise) 


voir  instructions  de  commande  au  chap.  7 
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8.5  VPS  (VIDEO  PROGRAMME 

SYSTEM)  uniquement  disponible  pour  les  normes 

ayant  625  lignes 


8.5.1  Donnees  du  systeme 

Type  de  transfert 
Mode  de  modulation 
Niveau  de  signal  ’0’ 

Niveau  de  signal  ’1’ 

- Tolerance 
Debit  binaire 

Cycle  de  donnees 

- Tolerance 

— Appareil  standard 
— Versions  -TDS,  -TNS,  -TDSI 

Point  de  reference  de  donnees 

- Position 

Forme  de  signal 

- Largeur  d’impulsion  pour 
amplitude  reduite  de  moitie 


par  la  ligne  TV  16 
modulation  biphasee 
niveau  noir 
0,5  V 

pour  0,7  V difference  entre  niveau  noir  et 

valeur  max.  du  niveau  blanc 

±5% 

320  x fH 

5,0  MHz 

<30  ppm 
<3  ppm 

flanc  de  montee  du  burst  de  synchronisation 
de  cycles  au  flanc  de  montee  de  la  synchronisation 
de  lignes  pour  amplitude  reduite  de  moitie 
1 1 ,6  [xs  ± 0,2  jxs 

environ  cos2 
200  ns  ± 1 0 ns 


8.5.2  Donnees  VPS 


Contenu  de  la  ligne  de  donnees 
Run-in 

Code  de  depart 
Donnees 

- Non  determinant  pour  VPS 

- Etat  son  analogique  (PCS) 


- R6serv6,  pas  enuuitj  U6fii  li  (PCG) 

- Reserve  pour  applications  ulterieures 

- Non  determinant  pour  VPS 

- Pays  (CNI) 


15  octets  de  8 bits  de  donnees  codes  en 
biphase  chacun 

octet  1 : 16  bits  alternatifs 

101010...  commengant  par  1 


octet  2: 

octets  3 ...  15 
octets  3 ...  4: 
octet  5;  bits  0 et  1 : 


octet  G;  bits  2 et  O: 

octet  5;  bits  4 ...  7: 
octets  6 ...  10: 
octet  13;  bits  6 et  7: 
octet  1 4;  bits  0 et  1 : 


1 6 bits 

10/00/10/10/10/01/10/01 

tous  les  bits  1 
code  d’etat  son  a canaux 
multiples,  correspond  a 
I’etat  de  son  en  cours  du 
generateur 

programmable 

tous  les  bits  1 
tous  les  bits  1 
programmable 
programmable 
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- Code  emetteur 

(CNI) 

octet  1 1 ; 

bits  0 

et  1 

programmable 

octet  14; 

bits  2 

...7 

programmable 

- Jour 

(PIL) 

octet  1 1 ; 

bits  2 

...6 

programmable 

- Mois 

(PIL) 

octet  1 1 ; 

bit  7: 

programmable 

octet  12; 

bits  0 

...2 

programmable 

- Heure 

(PIL) 

octet  12; 

bits  3 

...7 

programmable 

- Minute 

(PIL) 

octet  13; 

bits  0 

...5 

programmable 

- Type  de  programme 

(PTY) 

octet  1 5: 

programmable 

Commande  de  VPS 

Selection  du  systeme  VPS  reglable  au  moyen  de  I’interrupteur 

TOP/FLOF  sur  la  paroi  arriere  de  I’appareil 
par  la  selection  de  TOP  (voir  chap.  8.2.3) 

Signal  VPS 


Selection  marche/arret 

- Marche 

- Arret 

Donnees  predetermines 

- Contenu  des  places  de  memoire 


par  I’appel  d’une  place  de  memoire  VPS  1 ...  9 
par  I’appel  de  la  place  de  memoire  0 


9 places  de  memoire,  voir  instructions  de 
commande  au  chap.  7 


— Places  de  memoire  1 ...  4 librement  programmables 

— Places  de  memoire  5 ...  9 non  programmables 


Memoire  de  donnees  VPS 


EEPROM 


Affichage  des  donnees  VPS 
en  course  a I’ecran 


par  insertion  en  tant  que  bande  detexte  horizontale 
dans  la  mire  en  cours  a I’ecran 


— Bande  de  texte 

— Hauteur 

— Position 

— Contenu  (en  langue  allemande) 


1/6  de  I’image 
au  choix: 

a)  dans  chaque  sixieme  de  I’ecran 

b)  continue,  toutes  les  positions 

c)  invisible,  desenclenchee 

voir  instructions  de  commande  au  chap.  7 
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8.6  CLOSED  CAPTION  (CC), 
Standard  US 


uniquement  disponible  pour  les  normes  ayant 
525  lignes,  NTSC  M et  NTSC/4.433 


8.6.1  Donnees  du  systeme 

Type  de  transfer! 

Mode  de  modulation 

Niveau  de  signal  ’0’ 

Niveau  de  signal  T 

- Tolerance 

Debit  binaire 

Frequence  cycle  de  donnees 

- Tolerance 

— Appareils  standard 
— Versions  -TDS,  -TNS,  -TDSI 

Point  de  reference  de  donnees 


- Position 

Contenu  de  la  ligne  de  donnees 

- Mot  de  synchronisation 

- Bit  de  depart 

- Donnees 


— Codage 

— Suite  de  transfert 
Forme  de  signal 


par  la  ligne  TV  21  dans  la  1 ere  trame 
binaire  NRZ  (Non-return-to-Zero) 

0 IRE  * (niveau  de  synchronisation) 

50  IRE  *;  (*1  IRE  = 1 %) 

± 2,5  IRE 

32  x fH 

503,4965  kHz 

<30  ppm 
<3  ppm 

flanc  de  montee  du  mot  de  synchronisation  au 
flanc  de  montee  de  la  synchronisation  de  lignes 
pour  amplitude  reduite  de  moitie 

10,5  [xs  ±0,5  fxs 

burst  sinusoidal  7 periodes  et  17  bits  de  donnees 
burst  sinusoidal  7 periodes 

1 bit 

1 6 bits 

comprenant  2 caracteres  de  8 bits 

code  de  7 bits  conforme  a USASCII  X3.4-1967 
avec  bit  de  controle  impair  en  supplement 

par  ordre  numerique  de  bit  1 ...  bit  8 

approximativement  2T 
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8.6.2  Equipement  CC 


Mode  de  fonctionnement  sous-titre  1 
(Caption  Mode  1 ) 

- Type  d’affichage  ’Pop-on’ 

- Type  d’affichage  ’Paint-on’ 

- Type  d’affichage  ’Roll-up’ 

Mode  de  fonctionnement  sous-titre  2 
(Caption  Mode  2) 

Mode  de  fonctionnement  texte 

8.6.3  Commande  de  Closed  Caption 
Signal  CC 

Selection  marche/arret 

- marche 

- arret 

Donnees  predetermines 

- Contenu  des  places  de  memoire 

Memoire  de  donnees  Closed  Caption 


3 types  d'affichage  sont  disponibles: 

’Pop-on’ 

’Roll-up’ 

’Paint-on’ 

places  de  memoire  5 et  6; 
contenu:  voir  chap.  7.4.4.3 

places  de  memoire  3,  7 et  8; 
contenu:  voir  chap.  7.4.4.3 

places  de  memoire  1 , 2 et  4, 
contenu:  voir  chap.  7.4.4.3 

9 places  de  memoire  comme  pour  Caption  Mode  1 
avec  differents  contenus,  voir  chap.  7.4.4.3 

place  de  memoire  8,  contenu:  voir  chap.  7.4.4.3 


par  I’appel  d’une  place  de  memoire  CC  1 ...  9 
par  I’appel  de  la  place  de  memoire  CC  0 

voir  instructions  de  commande  au  chap.  7 
PROM 


00  + 
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9 SON  STEREO  ANALOGIQUE 


Complement  au  Mode  d’emploi  PM  5415  / PM  5418 

Ce  chapitre  contient  des  informations  completant  ou  remplagant  celles  du  mode  d’emploi  et 
concerne  les  versions  d’appareils  suivantes: 

PM  541 5 TX  avec/sans  Y/C,  PM  541 5 TXS  avec/sans  Y/C 
PM  5418  TX  avec/sans  Y/C,  PM  541 8 TXS  avec/sans  Y/C 
PM  5418TXI  + Y/C 


SOMMAIRE 

9.1  GENERALITES 

9.2  COMMANDE  DE  L’APPAREIL 

9.2.1  Organes  de  commande  et  raccordements 

9.2.2  Commande 

9.2.3  Vue  d’ensemble  des  modes  de  fonctionnement  son  MONO/STEREO 

9.3  CARACTERISTIQUES  TECHNIQUES 


9.1  GENERALITES 

Le  signal  son  esttransmis  par  modulation  de  frequence  de  la  porteuse  son  a haute  frequence  (une 
modulation  en  amplitude  ne  se  fait  que  dans  la  norme  TV  SECAM  L).  La  frequence  de  la  porteuse 
son  depend  de  la  norme  TV  utilisee,  p.ex.  pour  PAL  B,G,H  5,5  MHz  et  pour  PAL  I 6,0  MHz. 

Pour  les  stations  de  television,  la  frequence  de  la  porteuse  son  depasse  celle  de  la  porteuse  video 
respective,  tandis  que  le  PM  5415  et  le  PM  5418  generent  des  signaux  de  bande  a deux  cotes. 
Ceci  ne  joue  qu’un  role  secondaire  dans  le  cadre  du  controle  d’equipements  de  television. 

Le  proced£  a deux  porteuses  son  utilise  en  Allemagne,  en  Suisse  et  dans  les  Pays-Bas  (standard 
PAL  B,G)  offre  la  possibility  de  transmettre  des  emissions  stereo  ou  a son  dual.  Le  second  signal 
son  esttransfere  par  une  porteuse  son  supplementaire.  La  frequence  de  laseconde  porteuse  son 
depasse  d’environ  242  kHz  celle  de  la  premiere  porteuse,  p.ex.  5,742  MHz  pour  PAL  B,G. 

Afin  de  distingueur  les  emissions  stereo  des  emissions  a son  dual,  on  utilise  pour  la  seconde 
porteuse  son  une  porteuse  pilote  supplementaire  de  54,68  kHz.  Cette  porteuse  pilote  est  de  plus 
modulee  en  amplitude  par  deux  frequences  caracteristiques  (1 1 7,5  Hz  pour  les  emissions  stereo 
et  274,1  Hz  pour  les  emissions  a son  dual).  La  porteuse  pilote  et  les  frequences  caracteristiques 
sont  couplees  a la  frequence  de  ligne.  La  pre-accentuation  est  de  50  pis  pour  les  deux  porteuses 
son. 

L’appareil  permet  la  modulation  externe  d’un  poste  recepteur/amplificateur  video,  d’une  bande 

videu  uu  U’ui  i magneto-cassette;  le  PM  G415  / PM  5410  3crt  alors  dc  modulatcur  HR 
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9.2  COMMANDE  DE  L’APPAREIL 

9.2.1  Organes  de  commande  et  raccordements 

Description/Douille  Fonction 


Panneau  avant 


Touches  pour  le  choix  des  modes  de  modulation  du  son 


Porteuse  son  avec  modulation  interne/externe 
Porteuse  son  MARCHE/ARRET 


Modes  de  modulation:  mono,  dual,  signal  stereo 

Frequences  son  1 kHz,  3 kHz  pour  canal  1 /gauche 
et  1 kHz  pour  canal  2/droite 

* Platine  de  texte  PM  541 5 


Paroi  arriere 


AUDIO/VIDEO  OUT 


Sortie  Audio/Video,  douille  Euro-AV  (SCART) 
Raccordement  normalise  pour  systemes  TV  et  video 
Occupation  des  prises: 

Pin  Signal 

1 Audio,  (R/M2)*1 

3 Audio  Mono,  (L/M1)*1 

4 Masse  Audio 

8 Tension  de  commutation,  etat  FBAS 

1 7 Masse  Video 

19  Video 

21  Masse  Chassis 


AUDIO  IN 


Entree  Audio,  douille  DIN  a 5 poles  (180°) 

Pin  Signal 

2 Masse 

3 Audio  Mono,  (L/M1)*1 

5 Audio  Mono,  (R/M2)*1 


1 pour  mode  de  fonctionnement  stereo/dual 
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9.2.2  Commande 

Contrairement  a I’appareil  de  base,  les  appareils  dotes  d’un  equipement  stereo  et  dual  disposent 
d’un  clavier  SOUND  (SON)  plus  important  comprenant  9 touches.  Des  diodes  electroluminescen- 
tes  indiquant  I’etat  de  marche  ou  d’arret  sont  assignees  a toutes  les  touches.  Si  Ton  coupe  la 
porteuse  son  avec  la  touche  CARRIER  ou  que  Ton  passe  d’une  modulation  interne  a une  modula- 
tion externe,  le  mode  de  fonctionnement  du  son  momentanement  en  cours  est  stocke  dans  la 
m6moire  et  fait  I’objet  d’un  nouveau  reglage  complet  lorsque  Ton  revient  a I’ancien  mode  de 
fonctionnement.  Cette  fonction  facilite  le  maniement  de  I’appareil. 

Dans  le  cas  d’une  modulation  externe,  le  signal  son  externe  (mono  ou  stereo)  alimente  la  douille 
AUDIO  INPUT  qui  se  trouve  a Parriere  de  I’appareil. 

Le  reglage  des  commutateurs  a rotation  par  le  pouce  PAL/NTSC  et  SECAM  situes  a Parriere  de 
I’appareil  permet  d’obtenir  automatiquement  la  frequence  de  porteuse  son  exacte. 

Le  mode  de  fonctionnement  son  stereo/dual  analogique  n’est  possible  que  dans  la  norme  TV 
PAL  B,G,H. 


Remarque: 

Suite  a I’enclenchement  de  la  porteuse  son,  il  se  peut  que  la  frequence  de  la  porteuse  son 
exacte  ne  soit  atteinte  qu’au  bout  de  quelques  secondes. 
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9.2.3  Vue  d’ensemble  des  modes  de  fonctionnement  son  MONO/STEREO 


Mode  de 

fonctionnement 

Son/Modulation 

Porteuse 

son 

CARRIER 

MODULATION 
INTERNE  EXTERNE 

MONO 

★ 

DUAL 

★ 

STEREO 

L 

Ml 

1 kHz 

Remarque 

Porteuse  son 
coupee 

0 

Mono, 

sans  signal  son 

X 

X 

X 

0 

0 

Mono,  signal  son 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

Mono, 

signal  son  externe 

X 

X 

X 

signal  son  ext. 
sur  douille 
AUDIO  IN: 

Pin  3/5 

Dual, 

sans  signal  son 

X 

X 

X 

0 

0 

0 

Dual,  Mono  1, 
1 kHz  (3  kHz) 

X 

X 

X 

X 

(X) 

o 

Dual,  Mono  2, 
1 kHz 

X 

X 

X 

0 

o 

X 

Dual,  Mono  1 , 

1 kHz  (3  kHz) 

+ Mono  2,  1 kHz 

X 

X 

X 

X 

(X) 

X 

Dual, 

signal  son  externe 

X 

X 

X 

signal  son  ext. 
sur  douille 
AUDIO  IN: 

Pin  3 Mono  1 
Pin  5 Mono  2 

Stereo, 

sans  signal  son 

X 

X 

X 

O 

o 

o 

Stereo,  canal  gauche 
1 kHz  (3  kHz) 

X 

X 

X 

(X) 

X 

o 

Stereo,  canal  droit 
1 kHz 

X 

X 

X 

0 

o 

X 

Stereo,  canal  gauche 
1 kHz  (3  kHz) 

+ canal  droit  1 kHz 

X 

X 

X 

X 

(X) 

X 

Stereo, 

signal  son  externe 

X 

X 

X 

signal  son  ext. 
sur  douille 
AUDIO  IN: 

Pin  3 gauche 
Pin  5 droite 

O = mode  de  fonctionnement  desenclenche 
X = mode  de  fonctionnement  enclenche 
★ = son  stereo/dual  pour  PAL  B,  G 
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9.3  CARACTERISTIQUES  TECHNIQUES 

Son  DUAL,  STEREO  valable  pour  versions  TX,  TXS 

et  PM  5418  TXI 

Fonctionnement  ’Mono’ 

Porteuse  son  1 commutable  marche/arret; 

couplee  avec  frequence  de 
ligne  par  PLL 


Frequence 

4,5  MHz 

M,N 

5,5  MHz 

B,G,H 

6,0  MHz 

1 

6,5  MHz 

D,K,K1,L 

(norme  de  son  SECAM  pour 
PM  5418  seulement) 

Tolerance 

<30  ppm 

pour  versions  TX,  TXS 

Tolerance  (a  23  °C) 

<1  ppm 

1 pour  PM  541 8 TXI 

Influence  de  la  temperature 

2 ppm 

Vieillissement 

2 ppm/an 

J 

Ecart  porteuses  image/son 

13  dB 

M,N 

13  dB 

B,G,H 

12  dB 

1 

11  dB 

D,K,K1,L 

Modulation  son 

interne 

commutable  marche/arret 

externe 

commutable  marche/arret 

Mode  de  modulation 

FM 

modulation  de  frequence 

AM 

modulation  d’amplitude 

Modulation  de  frequence  FM 

tous  les  normes  TV  sauf 
SECAM  L 

Pre-accentuation 

50  (as 
75  (as 

B,D,G,H,I,K,K1 

M,N 

FM  INTERNE 

1 ±0,1  kHz 

signal  sinusoidal 

3 ±0,3  kHz 

commutable 

Course  modulation 

30  ±2  kHz 

B.G.H  1 

28  ±6  kHz 

1 1 

mesuree  avec 

26  IS  kHz 

15  ±5  kHz 

D,K,K1  I 

M,N  J 

[ deeaccentuation 

FM  EXTERNE 

0,4  V 

0,4  V produit  la  meme  course 
defrequence  que  la  modulation 
interne; 

mesuree  avec  desaccentua- 

tion 
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Modulation  d’amplitude  AM 
AM  INTERNE 

Taux  modulation 
AM  EXTERNE 


Porteuses  son 

Frequence 

Tolerance 

Tolerance  (a  23  °C) 
Influence  de  la  temperature 
Vieillissement 

Ecart  image/son 

Modulation  son 

Pre-accentuation 
FM  INTERNE 

Course  de  modulation 

FM  EXTERNE 


Tolerance 

Modulation 
Taux  modulation 

Frequence  d’identification 

Tolerance 


1 ±0,1  kHz 

3 ±3  kHz 

50%  ±5% 

0,4  V 


Porteuse  1 

Porteuse  2 

5,5  MHz 

5,7421875  MHz 

<30  ppm 

<30  ppm 

<1  ppm 
2 ppm 
2 ppm/an 

<1  ppm  1 

2 ppm  > 

2 ppm/an  J 

13  dB 

20  dB 

FM  interne 
FM  externe 

FM  interne 
FM  externe 

50  |is 

50  n,s 

1 ±0,1  kHz 
3 ±0,3  kHz 
commutable 

1 ±0,1  kHz 

30  ±2  kHz 
15  ±1  kHz 
30  ±2  kHz 

30  ±2  kHz 
30  ±2  kHz 

0,4  V 

0,4  V 

<30  ppm 
<3  ppm 

AM 

50%  ±5% 

274,1  Hz  (fn/57) 
117,5  Hz  (fH/1 33) 

<30  ppm 
<3  ppm 


SECAM  L (pour  PM  5418  seul.) 
signal  sinusoidal 


0,4  V produit  la  meme  taux  de 
modul.  qu’en  modul.  interne 

systemes  B,G,(H); 
pour  standard  D,I,M,N  il  y a 
commutation  automatique 
en  MONO 

commutable  marche/arret 

couplee  avec  frequence  de 

ligne  par  PLL 

pour  versions  TX,  TXS 

pour  PM  5418TXI 


commutable  marche/arret 
commutable  marche/arret 


signal  sinusoidal 


DUAL,  1 kHz 

STEREO,  port,  droite  arret 
STEREO,  deux  port,  marche 

0,4  V produit  la  meme  course 
qu’en  modulation  interne; 
mesuree  avec  desaccentuation 


couplee  avec  frequence 
de  lignes 

pour  versions  TX,  TXS 
pour  PM  5418TXI 


DUAL 

STEREO 

pour  versions  TX,  TXS 
pour  PM  5418TXI 


Mode  de  fonctionnement  ’Dual/Stereo’ 


Identite  des  modes  de  fonctionnement 

Frequence  pilote  54,6875  kHz  (3,5  x fn) 


Course  FM  de  porteuse  son  2 ±2,5  ±0,5  kHz 
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10  SON  DIGITAL  NICAM  / SON  STEREO 

Complement  au  Mode  d’emploi  PM  5415  / PM  5418 

Ce  chapitre  contient  des  informations  completant  ou  remplagant  celles  du  mode  d’emploi  et 
concerne  les  versions  d’appareils  suivantes: 

PM  5415  TN  avec/sans  Y/C,  PM  5415  TNS  avec/sans  Y/C 
PM  541 8 TD  avec/sans  Y/C,  PM  541 8 TDS  avec/sans  Y/C 
PM  5418TDSI  + Y/C 


SOMMAIRE 

10.1  GENERALITES 

1 0.2  COMMANDE  DE  L’APPAREIL 

10.2.1  Organes  de  commande  et  raccordements  (modifications) 

10.2.2  Commande 

10.2.3  Applications 

10.3  CARACTERISTIQUES  TECHNIQUES 


10.1  GENERALITES 

Son  digital  NICAM 

Les  generateurs  de  mires  equipes  de  NICAM  (Near  Instantaneous  Companding  Audio  Multi- 
plexed) ont  la  possibility  de  generer  plus  de  55  signaux  de  test  de  son  digitaux  par  une  commande 
simple  et  rapide.  Les  porteuses  son  et  video  sont  generees  avec  une  precision  particulierement 
elevee  de  3 ppm. 

NICAM  est  compatible  avec  tous  les  systemes  de  television  terrestres  existants  PAL  B/G,  PAL  I 
et  SECAM  L ainsi  qu’avec  les  normes  de  TV  par  cable,  et  offre  de  plus  deux  canaux  de  son  digi- 
taux. Les  postes  de  television  modernes  dotes  d’une  partie  receptrice  NICAM  peuvent  capter 
deux  canaux  mono  utilises  par  exemple  pour  la  traduction  silmutanee  de  programmes  etrangers, 
ainsi  que  des  transferts  de  donnees  stereo  ou  transparents. 

Les  appareils  NICAM  sont  equipes  de  filtres  digitaux  et  fournissent  un  certain  nombre  de  signaux 
de  test  differents  pour  le  controle  de  recepteurs  de  TV  NICAM  et  de  demodulateurs  QPSK.  Pour 
les  deux  canaux  de  son  digitaux,  on  peut  regler  le  volume  sur  une  petite  ou  une  grande  amplitude 
afin  de  proceder  au  controle  de  I’expanseur  de  volume  dans  le  recepteur.  Les  sons  de  1 kHz 
servent  a verifier  les  canaux  de  son,  et  le  son  de  3 kHz  sur  le  canal  1 permet  un  controle  en  cas 
de  fonctionnement  stereo  ou  dual.  Trois  signaux  de  test  speciaux  sont  disponibles  pour  le 
controle  des  fonctions  du  demodulateur  et  du  decodeur.  II  est  possible  de  mettre  un  ’Reserve 
Sound  Switching  Flag’  (RSSF)  sur  logique  1 (high)  pour  indiquer  que  deux  porteuses  son  trans- 
mettent  des  informations  differentes,  ou  sur  logique  0 (low)  pour  signaler  des  defauts  dans  le 
canal  de  transfert  digital. 
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Les  signaux  de  test  generes  par  les  versions  d’appareils  -TD,  -TDS,  -TN,  -TNS  et  -TDSI  offrent  la 
possibility  de  produire  des  signaux  de  test  NICAM  pour  les  postes  de  television  et  les  magneto- 
scopes qui  peuvent  capter  des  signaux  son  digitaux.  Un  equipement  NICAM  presente  un  interet 
particulier  pour  les  ateliers  de  service  apres-vente,  les  laboratoires  et  les  fabricants  d’appareils 
dans  des  pays  telles  que  la  Grande-Bretagne,  la  Scandinavie,  la  France  et  Hongkong. 

Les  appareils  NICAM  sont  egalement  dotes  en  serie  de  modes  de  modulation  du  son  stereo  FM, 
dual  et  son  mono,  voir  aussi  chapitre  9. 


Le  procede  de  transfert  NICAM  728 

Comme  dans  le  cas  du  procede  a deux  porteuses  son  stereo  FM  analogique,  NICAM  utilise  aussi 
deux  porteuses  son.  La  premiere  continue  de  transferer,  pour  des  raisons  de  compatibility,  (’infor- 
mation analogique  correspondant  au  contenu  de  I’image.  La  seconde  contienttoute  I’information 
audio  (digitale)  a deux  canaux.  En  raison  des  differentes  normes  TV,  la  Scandinavie  utilise  la 
variante  NICAM-B/G,  et  la  Grande-Bretagne  NICAM-I.  En  tant  que  porteuse  son  NICAM,  PAL  B/G 
et  SECAM  L utilisent  la  frequence  5,850  MHz  et  PAL  I 6,552  MHz. 

Dans  le  cas  de  NICAM,  le  signal  son  analogique  se  transforme  avec  une  frequence  d’echantillon- 
nage  de  32  kHz  en  valeurs  d’amplitude  digitales  de  14  bits.  Ces  valeurs  sont  comprimees  sur 
10  bits.  Un  bit  de  parite  supplemental  sert  a I’identification  d’erreurs.  Un  ’Frame  Alignment 
Word’  (FAW)  de  8 bits  est  utilise  pour  la  synchronisation. 

16  bits  servent  aux  informations  de  commande,  mais  actuellement,  seuls  les  bits  CO  a C4  sont 
utilises.  Leurs  fonctions  sont  les  suivantes: 

CO  Frame  Flag  Bit 

Cl , C2,  C3  Application  Control  Bits  (bits  de  controle  pour  le  fonctionnement) 

C4  Reserve  Sound  Switching  Flag  (RSSF); 

sur  logique  1 (high)  si  le  canal  FM  transmet  le  meme  programme  que  le  canal 
NICAM,  sinon  sur  logique  0 (LOW). 

Les  1 1 bits  restants  sont  prevus  pour  des  extensions  ulterieures. 

Les  donnees  de  son  se  divisent  en  blocs  de  704  bits,  puis  s’imbriquent  selon  un  schema  donne 
et  sont  dotees  d’un  jeu  de  24  bits  de  commande  (FAW  - Frame  Alignment  Word).  Un  codage 
(’scrambling’)  sans  FAW  assure  un  spectre  d’energie  homogene.  Ce  flux  de  donnees  sert  a la  ma- 
nipulation de  dephasage  de  la  porteuse  non  modulee  (modulation  4QPSK). 
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10.2  COMMANDE  DE  L’APPAREIL 

10.2.1  Organes  de  commande  et  raccordements  (modifications) 

Description/Douille  Fonction 


Paroi  arriere 


POWER 

ON 

I 

0 

OFF 


Representation  du  commutateur  reseau  enclenche, 
monte  sur  la  paroi  arriere  de  I’appareil 


Sortie  de  synchronisation  combinee  (ligne/image) 
montee  sur  la  paroi  arriere  de  I’appareil 


Panneau  avant 


Partie  de  son  analogique 


SOUND  * 


MODULATION 

INTERN 

© 

EXTERN 

© 1 

CARRIER 

© 

- /• 

• 

MONO 

© 

DUAL 

STEREO 

. 

: 

MODULATION  SOURCE  FM-NICAM 

CHANNEL  1 

CHANNEL  1 

CHANIMEL2  _ 

1kHz 

© 

3kHz 

© 

1kHz 

w 

1 

■ 

ft : ■ • 

NICAM  INTERN 

MONO  O 

DUAL  gj 

STEREO 

Imsi 

H 

RSSF  HIGH 

AMPL  HIGH 

TEST 

RSSFLOWq 

AMPLLOWU 

w 

DATA 

m 

II  § 

& 


Touches  pour  la  selection  des  modulations  AM/FM 
souhaitees,  affichage  DEL  pour  le  mode  de  fonction- 
nement  choisi: 

Porteuse  son  avec  modulation  int.  ou  ext. 

Porteuse  son  MARCHE/ARRET 

Touches  pour  les  modes  de  modulation: 
signal  mono,  dual,  stereo 

Touches  pour  modulation  de  son  analogique  et  digitale; 
frequences  de  son  canal  1 , canal  2 ou 
canal  gauche/droit 

A platine  de  texte  PM  541 5 avec  son  NICAM 

Partie  de  son  digitale 

Touches  pour  mono,  dual  et  stereo; 
la  porteuse  son  NICAM  est  disponible  si  Ton 
choisit  le  mode  de  fonctionnement  voulu; 
on  desenclenche  le  mode  de  fonctionnement 
en  actionnant  une  nouvelle  fois  la  touche 

Bit  RSSF  (Reserve  Sound  Switching  Flag): 

logique  ”0”  (LOW)  et  ”1"  (high); 

sert  a la  commutation  son  digital/analogique 


AMPL,  petite  ou  grande  amplitude;  le  rapport  entre  la 
petite  (AMPL  LOW)  et  la  grande  amplitude  est  de  1 :3. 
Le  volume  du  signal  analogique  ne  change  pas. 


TEST,  la  touche  a une  fonction  decrementation; 
DATA  1 : test  de  demodulateur  4QPSK 
DATA  2:  test  de  decodeur  NICAM 
DATA  3:  porteuse  NICAM  non  modulee 
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Description/Douille 


Fonction 


Paroi  arriere 

NICAM 


Douille  de  sortie  pour  donnees  audio  NICAM, 

1 V(cc)  en  75  Q 

Douille  de  sortie  pour  frequence  de  cycles  NICAM, 
1 V(cc)  en  75  Q 


AUDIO/VIDEO  OUT 


Douille  Euro-AV  (SCART) 

Raccordement  normalise  pour  systeme  TV  et  video 
Modifications: 

Pin  Signal 

1 Modulation  interne: 

Contenu  de  son  du  canal  2; 

en  mode  defonctionnement  RSSF  LOW:  contenu 

de  modulation  du  canal  mono  AM/FM 

Modulation  externe: 

Meme  signal  que  celui  qui  alimente  la  douille 
AUDIO  IN  au  pin  5 

3 Modulation  interne: 

Contenu  de  son  du  canal  1 ; 

en  mode  de  fonctionnement  RSSF  LOW:  contenu 

de  modulation  du  canal  mono  AM/FM 

Modulation  externe: 

Meme  signal  que  celui  qui  alimente  la  douille 
AUDIO  IN  au  pin  3 


Entree  Audio,  douille  DIN  a 5 poles  (180  ) 
Modifications: 


audio  in  Pin 


Signal 

Audio  Mono  (CH  1 , gauche)  ★ 

Audio  Mono  (CH  2,  droite)  ★ 

* en  mode  de  fonctionnement  FM  stereo,  dual 

Une  modulation  externe  de  la  porteuse  NICAM 
n’est  pas  possible 
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10.2.2  Commande 

On  ne  peut  enclencher  le  mode  de  fonctionnement  NICAM  que  dans  les  normes  TV  PAL  B/G/H 
et  PAL  I (commutateur  a rotation  par  le  pouce  PAL/NTSC  a I’arriere  en  position  1 ou  3).  PM  5418 
avec  son  NICAM  a egalement  la  possibility  de  choisir  en  norme  TV  SECAM  L le  mode  de 
fonctionnement  NICAM  (commutateur  a rotation  par  le  pouce  SECAM  en  position  3).  Le  chapi- 
tre  9 decrit  la  commande  du  son  AM/FM  analogique.  Des  diodes  electroluminescentes  indiquent 
les  etats  de  fonctionnement  de  la  modulation  du  son.  II  se  peut  que  des  differences  apparaissent 
dans  le  cas  du  fonctionnement  simultane  de  NICAM,  puisque  les  etats  de  fonctionnement  de  la 
modulation  AM/FM  ne  peuvent  pas  tous  s’afficher. 

On  enclenche  NICAM  enappuyantsurl’unedes  touches  NICAM  MONO,  NICAM  DUALou  NICAM 
STEREO,  ce  qui  commute  simultanement  le  son  AM/FM  sur  mono.  II  peut  toujours  etre  enclen- 
che/desenclenche  et  faire  I’objet  d’une  modulation  externe. 

La  touche  RSSF  permet  de  mettre  le  Reserve  Sound  Switching  Flag  (RSSF)  sur  logique  0 (LOW) 
ou  1 (high).  Dans  la  fonction  RSSF  LOW,  les  signaux  AM/FM  se  distinguent  des  signaux  NICAM. 
Le  tableau  suivant  presente  les  differentes  possibilites  pour  le  fonctionnement  NICAM. 

Pour  NICAM,  la  touche  AMPL  permet  de  commuter  I’amplitude  du  signal  NF  d’une  grande  a une 
petite  amplitude,  ce  qui  n’influence  pas  le  volume  de  la  porteuse  son  AM/FM  analogique. 

La  porteuse  son  NICAM  ne  peut  pas  faire  I’objet  d’une  modulation  externe. 


Son  digital 

Son  analogique  FM  (Normes  B,G,I) 

AM  pour  norme  L 

Canal  1 

Canal  2 

NICAM 

gauche 

droit 

RSSF  high 

RSSF  low 

STEREO 

— 

— 

— 

3 kHz 

STEREO 

- 

1 kHz 

1 kHz 

3 kHz 

STEREO 

1 kHz 

- 

1 kHz 

3 kHz 

STEREO 

1 kHz 

1 kHz 

1 + 1 kHz 

3 kHz 

STEREO 

3 kHz 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

3+  1 kHz 

3 kHz 

DUAL 

— 

— 

— 

3 kHz 

DUAL 

- 

1 kHz 

- 

3 kHz 

DUAL 

1 kHz 

- 

1 kHz 

3 kHz 

DUAL 

1 kHz 

1 kHz 

1 kHz 

3 kHz 

DUAL 

3 kHz 

- 

3 kHz 

1 kHz 

DUAL 

3 kHz 

1 kHz 

3 kHz 

1 kHz 

MONO 

— 

— 

— 

3 kHz 

MONO 

1 kHz 

- 

1 kHz 

3 kHz 

MONO 

3 kHz 

- 

3 kHz 

1 kHz 
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Explications: 

- La  porteuse  son  mono  se  comporte  dans  les  modes  de fonctionnement  NICAM  dual  et  stereo 
comme  dans  le  cas  de  FM  dual  et  stereo. 

- En  mode  dual,  la  porteuse  son  FM  transmet  le  canal  1 , en  mode  stereo  la  somme  du  canal 
1 et  du  canal  2.  Si  I’on  desenclenche  la  modulation  FM  interne  lorsque  le  son  NICAM  est 
enclenche,  en  enclenchant  par  exemple  une  modulation  externe  ou  en  desenclenchant  la 
porteuse  FM,  le  bit  RSSF  se  met  automatiquement  sur  LOW. 

La  touche  TEST,  qui  a une  fonction  decrementation,  permet  d’enclencher  3 articles  speciaux: 
I’actionnement  repete  de  la  touche  enclenche  les  signaux  DATA  1 - DATA  2 - DATA  3.  Dans  le 
cas  du  reglage  DATA  3,  les  deux  diodes  situees  a cote  de  la  touche  s’allument.  Les  articles  ne 
contiennent  pas  de  veritables  donnees  NICAM,  mais  des  modeles  de  bits  permettant  d’analyser 
des  modules  NICAM. 

DATA  1 Test  de  demodulateur  NICAM 
DATA  2 Test  de  decodeur  NICAM 

DATA  3 Porteuse  non  modulee 

En  mode  test,  la  porteuse  son  analogique  n’est  disponible  que  non  modulee. 


10.2.3  Applications 

Les  generateurs  de  mires  dotes  de  son  NICAM  permettent  le  controle  de  postes  de  television 
traditionnels  equipes  d’une  partie  receptrice  de  son  FM/AM  analogique  dans  les  modes  de 
fonctionnement  mono,  dual  et  stereo. 

Le  signal  Nicam  728  offre  de  plus  la  possibility  de  verifier  tout  le  canal  de  son  digital  dans  les 
memes  modes  de  fonctionnement. 

La  selection  de  differentes  amplitudes  LF  Nicam  (AM PL  LOW/AMPL  high)  permet  de  controler 
I’expanseur  de  volume  du  decodeur  NICAM.  A ce  niveau,  les  facteurs  de  cadrage  sont  recuperes 
et  une  expansion  des  donnees  audio  de  10  a 14  bits  est  realisee. 

Pour  controler  la  desaccentuation  du  recepteur  NICAM,  on  peut  utiliser  les  frequences  de  son  de 
1 kHz  et  de  3 kHz. 

Le  bit  RSSF  peut  etre  selectionne  librement  dans  tous  les  modes  de  service  NICAM.  II  est  ainsi 
possible  de  tester  dans  le  recepteur  la  commutation  de  NICAM  sur  le  son  analogique. 


Fonctions  de  test 

Les  signaux  de  test  se  pretent  particulierement  au  controle  de  certains  groupes  de  fonctions  dans 
la  partie  son  de  recepteurs  NICAM  (voir  Fig.  1 , synoptique  modulaire  recepteurs  NICAM  pour 
postes  de  television). 

Le  signal  de  test  DATA  1 sert  a verifier  le  demodulateur  4QPSK.  II  est  ainsi  possible  de  representer 
par  exemple  sur  I’element  du  demodulateur  NICAM  TDA  8732  a la  sortie  des  donnees  un  signal 
declenchable  a I’aide  d’un  oscilloscope.  L’element  SAA  7280  (Terrestrial  Digital  Sound  Decoder) 
suivant  declenche  dans  ce  cas  un  message  d’erreur  (Error  Flag)  et  attire  ainsi  I’attention  sur  les 
donnees  NICAM  erronees. 
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(to  MICROPROCESSOR) 


Fig.  1 Recepteur  NICAM  pour  postes  de  television  (Philips) 


D’autres  fabricants  utilisent  des  modeles  de  circuits  semblables,  comme  par  exemple  le  circuit 
demodulateur  de  Toshiba  TA  8662N  ou  le  circuit  decodeur  CF  70123  de  Texas  Instrument. 

Le  signal  de  test  DATA  2 permet  de  tester  les  decodeurs  NICAM.  Le  signal  fournit  par  exemple  a 
la  sortie  de  I’element  SAA  7280  sur  le  bus  l2S  un  signal  rectangulaire  continu  (32  kHz)  que  Ton 
peut  representer  facilement  a un  oscilloscope.  Les  donnees  irregulieres  signalent  un  decodeur 
defectueux. 

Le  test  DATA  3 fournit  une  porteuse  de  son  NICAM  non  modulee  qui  se  prete  a I’alignement  et  aux 
mesures  de  niveau. 
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10.3  CARACTERISTIQUES  TECHNIQUES 

10.3.1  Partie  image 


Modulation  video 

AM 

commutable  interne/externe 

Norme  TV 

Toutes  sauf  L 

SECAM  L 

Polarite 

negative 

positive 

Signal  synchro  RF 

100% 

5 ...  20  % 

SECAM  pour  le 

Valeur  suppression  RF 

30% 

PM  5418  seulement 

Valeur  blanche  RF 

10. ..30% 

100% 

10.3.2  Partie  couleurs 


PAL/NTSC 


Normes  TV 

B,D,G,H,I,M,N 

PAL 

M 

NTSC 

Frequence  porteuse  couleurs 

couplee  a la  frequence  ligne 
en  fonction  de  la 
norme  TV  reglee 

4,433619  MHz 

PAL  B,D,G,H,I 

3,579545  MHz 

NTSC 

3,57561 1 MHz 

PALM  1 pour  PM  5418  TDSI 

3,582056  MHz 

PAL  N J 

- Tolerance 

<1  ppm 

a 23  °C 

- Influence  de  temperature 

2 ppm 

- Vieillissement 

2 ppm/an 

Frequence  porteuse  couleurs 

4,433619  MHz 

norme  TV  NTSC/4,433  MHz; 
pas  de  couplage  a la 
frequence  ligne 

- Tolerance 

< 1 00  ppm 

a 23  °C 

Suppression  porteuse  couleurs 


selon  la  norme  TV 
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10.3.3  Partie  de  son  analogique 

Son  AM/FM  (analogique)  voir  chapitre  9.3,  Son  stereo 


Ajouts  et  modifications: 


Frequence  porteuse  son 

commutable  marche/arret; 
couplee  a la  frequence  ligne 

Porteuse  son  1 

4,5  MHz 

normeTV  M,N 

5,5  MHz 

B,G,H 

6,0  MHz 

1 

6,5  MHz 

D,K,K1,L 
(standard  de 
son  SECAM  pour 
PM  5418) 

- Tolerance 

<1  ppm 

a 23  °C 

- Influence  de  temperature 

2 ppm 

- Vieillissement 

2 ppm/an 

Modulation  de  frequence  FM 

FM  INTERNE 

1 kHz  ±3  ppm 
3 kHz  ±3  ppm 

Course  modulation 

15  ±5  kHz 

norme  TV  M,N  1 pour  modulat. 

30  ±6  kHz 

B,G,H  1 int.  1 kHz, 

31  ±6  kHz 

1 [ mesure  avec 

27  ±6  kHz 

D,K,K1  J desaccent. 

Porteuses  son 

Porteuse  1 Porteuse  2 

Course  FM  (B/G) 

30  ±6  kHz  30  ±6  kHz 
1 5 ± 3 kHz 

30  ±6  kHz  30  ±6  kHz 

DUAL,  1 kHz 

STEREO,  port,  droite  arret 
STEREO,  deux  port,  marche 

Modulation  de  la 
porteuse  son  AM/FM, 
NICAM  arret 

1 

voir  chapitre  9.3, 
excepte  specifications 
dans  cet  paragraphe. 

Modulation  de  la 
porteuse  son  AM/FM 
NICAM  marche 

port.  AM/FM  MONO  marc, 
port.  FM  STEREO  arret 

porteuse  son  1 
porteuse  son  2 

Porteuse  son  2 

5,7421875  MHz 

norme  TV  PAL  B,G 

- Tolerance 


<3  ppm 
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Interne 

MONO  et  DUAL 

meme  contenu  que 
NICAM  canal  1 

STEREO 

somme  NICAM  canal  1+2 

Course 

±30  kHz 

Canal  son  1 

1 kHz  ou  3 kHz 

signal  sinusoidal,  commutable 
marche/arret 

Canal  son  2 

1 kHz 

signal  sinusoidal,  commutable 
marche/arret 

- Tolerance  canal  1 , 2 

<3  ppm 

Mode  test 
(NICAM) 

modulation  arret 

en  mode  de  test  NICAM,  la 
modulation  AM/FM  est  coupee 

Externe 

com.  PM  5415/PM  5418  ] 
son  MONO  >■ 

RSSF  (Reserve  Sound  Switching 
Flag)  se  met  automatiquement 
sur  logique  0 (LOW) 

10.3.4  Partie  de  son  digital  (NiCAM) 


Porteuse  son  2 

marche/arret 

commutable  marche/arret  en 
selectionnant  on  en  quittant  les 
modes  NICAM: 

MONO,  DUAL,  STEREO 

Frequence 

5,850  MHz 

norme  TV  PAL  B/G,  SECAM  L 

6,552  MHz 

norme  TV  1 

porteuse  son  couplee  a une  fre- 
quence de  cycles  de  bits  et  auto- 
mat. pour  chaque  norme  TV  reglee 

- Tolerance 

<1  ppm  (a  23  ”C) 

- Influence  de  temperature 

2 ppm 

- Vieillissement 

2 ppm/an 

Amplitude 

-20  dBc 

par  rapport  a I’amplitude  de  la 
porteuse  video 

- Tolerance 

±2dB 

Modulation 

4QPSK 

modulation  de  difference  de  phase 
a 4 quadrants 

Modes  de  fonctionnement 

MONO,  DUAL, 
STEREO,  TEST 
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Sources  internes 

Canal  son  1 
Canal  son  2 
Tolerance  canal  1 , 2 
Niveau  de  son 


Grand  niveau 


Petit  niveau 

Reserve  Sound 
Switching  Flag 
(RSSF) 


Test 


1 kHz  ou  3 kHz 

1 kHz 
<3  ppm 

2 niveaux 
grand,  petit 


1/3  du  grand  niveau 

high/low 
(logique  1 / 0) 


DATA  1 
DATA  2 
DATA  3 


sinus,  commutable  marche/arret 
sinus,  commutable  marche/arret 


reglable  par  la  touche  AMPL  LOW; 
la  course  de  porteuse  mono  FM 
reste  alors  de  ±30  kHz  ou 
50  % AM  pour  SECAM  L 

la  reference  est  le  niveau  max. 
codable  de  1 5 kHz;  1 kHz  et  3 kHz 
sont  alors  reduits  contre  cette 
reference  selon  la  pre-accent. 
CCITT  Rec.  J17 


reglable  par  la  touche  RSSF  LOW 
pourtous  les  modes  NICAM.  Les 
contenus  d’information  des  deux 
porteuses  son  modulees  sont 
differents;  les  diodes  de  la  platine 
de  texte  indiquent  les  etats  de 
fonctionnement  pour  NICAM 

test  de  demodulateur  NICAM 
test  de  decodeur  NICAM 
porteuse  NICAM  non  modulee 


Sources  externes 

La  porteuse  son  NICAM  ne  peut  pas  etre  modulee  en  externe  avec  les  signaux  de  son 
analogiques. 


Codage  de  son 

1 0 bits/echantillon 
32  echantillons/bloc 

selon  NICAM-728 

Debit  binaire 

728  kbit/s 

— Tolerance 

<3  ppm 

Pre-accentuation 

selon  CCITT  Rec.  J17 

Limite  de  bande 
par  filtrage 

40  % cosinus  roll-off 
100  % cosinus  roll-off 

norme  TV  PAL  B/G,  SECAM  L 
norme  TV  PAL  1 
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Sortie  Audio  NICAM 

douille  BNC 

NICAM  DATA,  paroi  arriere 

Format  de  donnees 

selon  NICAM-728 

Debit  binaire 

728  kbit/s 

Niveau  de  donnees  (cc) 

1 V 

- Tolerance 

±10% 

Impedance 

75  Q 

Sortie  de  cycles  NICAM 

douille  BNC 

NICAM  CLOCK,  paroi  arriere 

Frequence 

728  kHz 

Niveau  (cc) 

1 V 

- Tolerance 

±10% 

Impedance  de  sortie 

75  Q 

Sortie  analogique 

douille  Euro-AV 

(SCART),  paroi  arriere; 
raccordement  normalise  pour 
systemes  TV  et  video 

Tension  de  sortie  (eff) 

0,4  V 

Impedance 

1 kQ 

Modulation  interne 

les  signaux  son  internes  sont 
disponibles  a la  douille  Euro-AV 

Modulation  externe 

de  la  porteuse  AM/FM  avec 

son  NICAM  combine 

le  bit  RSSF  se  met  automatique- 
mentsurLOW  (logiqueO);  le  meme 
contenu  de  signal  qui  alimente  la 

douille  AUDIO  IN  est  disponible 
a la  douille  Euro-AV 


SON  BTSC  (PM  5418) 
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11  SON  BTSC  (PM  5418) 

Complement  au  Mode  d’emploi  PM  5415  / PM  5418 

Ce  chapitre  contient  des  informations  completant  ou  remplagant  celles  du  mode  d’emploi  et 
concerne  les  versions  d’appareils  suivantes: 

PM  541 8 TD  avec/sans  Y/C,  PM  541 8 TDS  avec/sans  Y/C,  PM  541 8 TDSI  avec  Y/C 

SOMMAIRE 

11.1  GENERALITES 

1 1 .2  COMMANDE  DE  L'APPAREIL 

1 1 .2.1  Organes  de  commande  et  raccordements 

1 1 .2.2  Commande 

1 1 .2.3  Applications 

11.3  CARACTERISTIQUES  TECHNIQUES 

11.1  GENERALITES 

Le  systeme  de  son  BTSC 

Le  systeme  de  son  BTSC  (Broadcast  Television  System  Committee)  est  une  norme  de  son  de 
television  a canal  multiple  qui  permet  de  transmettre  simultanement  le  son  stereo  ainsi  qu’un 
deuxieme  programme  de  son  sur  une  seuie  porteuse  son.  La  norme  BTSC  ad’abord  ete  introduite 
aux  USA,  puis  au  Canada  et  au  Taiwan.  BTSC  est  diffusee  dans  la  norme  TV  NTSC  M.  L’introduc- 
tion  de  BTSC  au  Bresil  pour  la  norme  TV  PAL  M est  egalement  en  projet. 

Les  quatre  parties  constituantes  de  la  bande  de  base  BTSC  sont  representees  a la  figure  1 : 

- Canal  principal 

un  signal  mono  L+R  avec  une  preaccentuation  de  75  fxs. 

- Son  pilote 

couple  a la  frequence  ligne  de  fH  (15,734  kHz). 

- Canal  de  sous-porteuse  stereo 

signal  differentiel  L-R,  module  en  amplitude  par  une  sous-porteuse  supprimee  de  2xfH, 
comprime  par  un  systeme  dynamique  d’elimination  des  bruits  parasites  conforme  aux  speci- 
fications BTSC. 

- Deuxieme  canal  son  SAP  (Second  Audio  Program), 

le  signal  son  esttransmis  module  en  frequence  sur  une  sous-porteuse  de  5xfH  (78,670  kHz), 
et  comprime  par  un  systeme  dynamique  d’elimination  des  bruits  parasites  conforme  aux 
specifications  BTSC. 

DEVIATION  MAX. 

PORTEUSE  SON 


ii  kHz 

CANAL  SOUS-PORTEUSE  STEREO 

L-R 

BTSC  COMPRIME 

i 

*fH  = 15,734  kHz 

1 CANAL  PRINCIPAL  | 

1 

1 

i 

1 

2eme  CANAL  SON  (SAP) 

L+R 

PORTEUSE  SON  MA  DSB 

' MF  j 

4 

1 

1 BTSC  COMPRIME  1 

I 

1 

1 SAP I 

1 1 1 l l 1 ^ 

0 fH*  2f  |_j  3fH  4fH  5fH  FREQUENCE 


SON  PILOTE 


Fig.  1 Domaine  spectral  du  signal  BTSC  dans  la  bande  de  base 
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Le  spectre  de  la  bande  de  base  BTSC  a bande  large  est  transmis  par  modulation  de  frequence 
sur  la  porteuse  son  (4,5  MHz).  Compte  tenu  de  la  caracteristique  de  bruits  parasites  typique  des 
systemes  de  transmission  MF,  le  niveau  de  bruit  augmente  avec  la  frequence  de  modulation.  Afin 
d’ameliorer  le  rapport  signal/bruit  pour  le  signal  differential  L-R  et  pour  le  deuxieme  signal  son 
(SAP),  les  deux  canaux  sont  codes  par  un  compresseur  BTSC,  voir  figure  2. 

Puisque  la  reaction  du  compresseur  du  cote  emetteur  depend  du  niveau  et  de  la  frequence, 
I’expanseur  doit  fonctionner  de  maniere  inverse  du  cote  recepteur  pour  assurer  un  traitement 
impeccable  du  signal,  traitement  essentiellement  determine  par  la  diaphonie  stereo  et  par  la 
reponse  frequentielle.  C’est  pourquoi  il  convient  de  veiller  a une  definition  exacte  des  niveaux  de 
signal  son.  On  procede  la  plupart  du  temps  a cette  definition  en  indiquant  la  deviation  Crete  de 
la  porteuse  son  correspondante. 

La  figure  2 presente  un  schema  de  couplage  simplifie  d’un  emetteur  BTSC.  Vous  trouverez  des 
indications  relatives  aux  normes  de  modulation  BTSC  et  aux  deviations  cretes  maximales  auto- 
risees  a la  page  suivante. 


Fig.  2 Schema  de  couplage  simplifie  d’un  emetteur  BTSC 
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VALEURS  CARACTERISTIQUES  DE  LA  MODULATION  DE  LA  PORTEUSE  SON  BTSC 

Service 

ou 

signal 

Signal  de 
modulation 

Domaine 

frequence 

son 

kHz 

Generation 
de  son  ou 
preaccen- 
tuation 

Frequence 
sous- 
porteuse  * 

Mode  de 
modulation 
sous- 
porteuse 

Deviation 

sous- 

porteuse 

kHz 

Deviation 
crete 
porteuse 
son  kHz 

Canal 
principal 
son  mono 

L+R 

,05  - 15 

75  |xs 

25  • 

Son  pilote 

- 

fH 

5 

Canal  sous- 
porteuse 

L-  R 

,05  - 15 

Compres- 
sion BTSC 

2 x fH 

MA  DSB 

50  • 

2eme  canal 
son  (SAP) 

- 

,05  - 10 

Compres- 
sion BTSC 

5 x fH 

MF 

10 

15 

* fH  = 15,734  kHz  • La  somme  ne  depasse  pas  50  kHz  de  deviation 


Definitions 

Pour  determiner  les  caracteristiques  techniques  des  niveaux  des  differents  signaux  BTSC  fournis 
par  le  generateur  de  mires  PM  5418,  les  indications  suivantes  sont  utiles: 

1 . 100  % de  modulation  du  signal  L+R  correspondent  a une  deviation  crete  de  la  porteuse  son 
de  Afmax  = 25  kHz.  1 00  % de  modulation  du  signal  SAP  correspondent  a une  deviation  crete 
de  la  porteuse  SAP  de  Af  = 10  kHz. 

2.  Le  niveau  d’entree  du  son  maximal  admis  pour  1 00  % de  modulation  (1 00  % A o dB)  depend 
de  la  frequence  en  raison  de  la  preaccentuation  de  75  (is,  voir  figure  2. 

Exemple: 

Pour  un  signal  de  15  kHz,  le  niveau  d’entree  maximal  admis  est  de  14  %,  env.  -17  dB,  pour 
L (si  R = 0)  ou  R (si  L = 0).  Dans  le  cas  d’une  preaccentuation  de  75  juts,  il  en  resulte  pour  L+R 
une  deviation  crete  maximale  admise  de  Af  = 25  kHz. 

D’autre  part,  le  niveau  d’entree  maximal  autorise  est  d’environ  1 00  % pour  300  Hz,  si  bien  que 
le  facteur  de  gain  aux  faibles  signaux  peut  etre  neglige  pour  300  Hz  dans  le  cas  d’une 
preaccentuation  de  75  (is. 

3.  Une  autre  definition  de  niveau  frequemment  utilisee  est  la  ’’modulation  d’entree  equivalente 
a 75  (is”  d’un  certain  pourcentage,  par  ex.  100  %. 

Elle  sert  de  reference  et  determine  le  niveau  de  modulation  que  Ton  obtient  pour  un  signal 
mono  equivalent  genere  par  une  preaccentuation  de  75  (is,  voir  figure  2. 

Exemple: 

Un  niveau  d’entree  du  son  de  14  % avec  un  signal  de  15  kHz  donne  une  ’’modulation  d’entree 
equivalente  a 75  (is”  de  100  %.  Pour  300  Hz,  le  meme  niveau  d’entree  donne  lieu  a une 
’’modulation  d’entree  equivalente  a 75  (is”  de  14,1  %. 
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1 1 .2  COMMANDE  DE  L’APPAREIL 


1 1 .2.1  Organes  de  commande  et  raccordements  (modifications) 
Description/Douille  Fonction 


Panneau  arriere 


Representation  d’un  interrupteur  reseau  enclenche, 
monte  sur  le  panneau  arriere 


Sortie  synchro  combinee  (ligne/image) 
montee  sur  le  panneau  arriere 


Panneau  avant 


Partie  son  analogique 


SOUND ★ 

AM/FM  


INTERN 

9 

EXTERN 

9 

CARRIER 

Blill 

MONO 

0 

DUAL 

© 

STEREO 

| 

MOD.  SOURCE  AM/FM- NICAM- 

BTSC 

CHANNEL  1 
1kHz 

& 

CHANNEL  1 
3kHz 

0 

CHANNEL2 

1kHz 

' 

m i 

Touches  pour  le  choix  des  modulations  de  tonalite 
MA/MF  souhaitees,  indicateur  DEL  pour  le  mode 
de  fonctionnement  choisi: 
porteuse  son  avec  modulation  int.  ou  ext., 
porteuse  son  MARCHE/ARRET 

Touches  pour  les  modes  de  modulation: 
signal  mono,  son  dual,  stereo 

Touches  pour  son  MA/MF  analogique,  NICAM 
et  son  BTSC; 

frequences  de  son  canal  1 , canal  2 ou 
canal  gauche/droit 


* Platine  de  texte  PM  541 8 avec  son  BTSC/NICAM 


Son  BTSC/NICAM  interne 


NICAM/ BTSC  INTERN 


MONO 
PILOT  OFF 


RSSF  LOW 
SAP  ON  r 


AMPLLOW 

$APMODr 


* 


TEST 

DATA 

;©2  • 


L’inscription  verte  concerne  le  son  BTSC; 
touches  pour: 

son  pilote  MARCHE/ARRET  (stereo/mono) 

SAP  (2eme  programme  son)  MARCHE/ARRET 
modulation  SAP  de  5 kHz  MARCHE/ARRET 
(SAP  = Second  Audio  Program) 

La  touche  TEST  DATA  a une  fonction  d’incrementation; 
I’actionnement  repete  permet  d’obtenir3  modes  de 
fonctionnement  test: 

signaux  BTSC  specialement  congus  pour  tests  de 
recepteurs  BTSC 


Pour  la  commande  du  son  NICAM,  voir  chapitre  10 
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Description/Douille 


Fonction 


Panneau  arriere 

MPX  OUT 


50  Q 


Douille  de  sortie  BNC  pour  signal  MPX, 
spectre  de  bande  de  base  BTSC, 
amplitude  de  Af  25  kHz  A 0,32  V-eff  sur  50  Q 


AUDIO/VIDEO  OUT 


Douille  Euro-AV  (SCART),  raccordement 
normalise  pour  systemes  de  television  et  de  video 

Modifications: 

Pin  Signal 

1 modulation  interne: 

contenu  sonore  du  canal  stereo  BTSC  R 
ou  du  signal  mono 

modulation  externe: 

non  disponible  pour  le  son  BTSC 

3 modulation  interne: 

contenu  sonore  du  canal  stereo  BTSC  L 
ou  du  signal  mono 

modulation  externe: 

non  disponible  pour  le  son  BTSC 


Entree  audio,  douille  DIN  a 5 poles  (180  ) 
Modifications: 


AUDIO  IN  Pin 


Signal 

Audio  Mono 
Audio  Mono 

la  modulation  externe  du  signal  de  la  porteuse 
BTSC  n’est  pas  possible 
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1 1 .2.2  Commande 

II  est  possible  d’enclencher  le  mode  defonctionnement  son  BTSC  que  dans  les  versions  d’appa- 
reils  PM  5418  TD,  PM  5418  TDS  et  PM  5418  TDSI  dans  les  normes  TV  NTSC  M ou  PAL  M.  Le 
commutateur  a rotation  par  le  pouce  situe  sur  le  panneau  arriere  de  I’appareil  se  met  en  position 
6 ou  7.  Le  chapitre  9 intitule  ’’Son  stereo  analogique”  fournit  une  description  de  la  commande  du 
son  MA/MF  analogique.  Les  etats  de  fonctionnement  de  la  modulation  de  tonalite  sont  indiques 
par  des  diodes  lumineuses  situees  sur  la  platine  de  texte  SOUND.  En  mode  de  fonctionnement 
BTSC  interne,  il  est  possible  de  regler  des  frequences  de  son  fixes  ainsi  que  differentes  combinai- 
sons  de  signaux.  Tout  le  spectre  de  la  bande  de  base  BTSC  est  disponible  par  la  sortie  MPX 
extremement  precise  ou  par  la  generation  HF  a la  douille  de  sortie  HF. 

On  regie  les  modes  de  fonctionnement  internes  du  son  BTSC  au  moyen  des  touches  PILOT  OFF, 
PILOT  ON,  SAP  ON,  SAP  MODULATION  et  TEST.  La  selection  des  frequences  de  son  1 kHz/3  kHz 
pour  le  canal  1 (gauche)  et  1 kHz  pour  le  canal  2 (droite)  se  fait  a I’aide  des  touches  du  panneau 
de  commande  MOD.  SOURCE  BTSC.  Le  mode  de  fonctionnement  son  MF  analogique  commute 
automatiquement  sur  le  son  BTSC  si  I’on  actionne  les  touches  PILOT  OFF  ou  PILOT  ON.  II  n’est 
possible  d’enclencher  SAP  ON  et  SAP  MODULATION  (2eme  canal  son)  qu’en  mode  BTSC.  Le 
tableau  suivant  presente  les  differentes  possibilites  pour  le  mode  BTSC. 

La  touche  TEST  DATA  permet  d’enclencher  3 modes  de  fonctionnement  test  speciaux;  cette  tou- 
che a en  outre  une  fonction  d’ incrementation:  en  I’actionnant  a plusieurs  reprises,  on  enclenche 
les  signaux  TEST  1 - TEST  2 - TEST  3.  Lors  du  reglage  TEST  3,  les  deux  diodes  situees  a cote 
de  la  touche  s’allument;  vous  trouverez  davantage  de  details  a la  page  suivante.  Une  modulation 
externe  n’est  possible  que  pour  le  son  mono  sans  SAP.  En  mode  BTSC,  seule  une  modulation  de 
tonalite  interne  est  possible. 


Tableau  des  modes  de  fonctionnement  pour  son  BTSC  interne 


Mode  de 

CH1/L 

CH2/R 

Son  pilote 

Porteuse 

Modulation 

SCART  OUT 

fonctionnement 

SAP 

SAP 

gauche  (L) 

droite  (R) 

MONO 

_ 

_ 

arret 

arret 

_ 

_ 

_ 

MONO 

- 

- 

arret 

marche 

- 

- 

- 

MONO 

- 

- 

arret 

marche 

5 kHz 

- 

- 

MONO 

1 kHz 

- 

arret 

arret 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

arret 

marche 

- 

1 kHz 

1 kHz 

MONO 

1 kHz 

- 

arret 

marche 

5 kHz 

1 kHz 

1 kHz 

MONO 

3 kHz 

- 

arret 

arret 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

arret 

marche 

- 

3 kHz 

3 kHz 

MONO 

3 kHz 

- 

arret 

marche 

5 kHz 

3 kHz 

3 kHz 

STEREO 

_ 

_ 

marche 

arret 

_ 

_ 

_ 

STEREO 

- 

- 

marche 

marche 

- 

- 

- 

STEREO 

- 

- 

marche 

marche 

5 kHz 

- 

- 

STEREO 

1 kHz 

- 

marche 

arret 

- 

1 kHz 

- 

STEREO 

1 kHz 

- 

marche 

marche 

- 

1 kHz 

- 

STEREO 

1 kHz 

- 

marche 

marche 

5 kHz 

1 kHz 

- 

STEREO 

- 

1 kHz 

marche 

arret 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

marche 

marche 

- 

- 

1 kHz 

STEREO 

- 

1 kHz 

marche 

marche 

5 kHz 

- 

1 kHz 

STEREO 

1 kHz 

1 kHz 

marche 

arret 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

marche 

marche 

- 

1 kHz 

1 kHz 

STEREO 

1 kHz 

1 kHz 

marche 

marche 

5 kHz 

1 kHz 

1 kHz 

STEREO 

3 kHz 

- 

marche 

arret 

- 

3 kHz 

- 

STEREO 

3 kHz 

- 

marche 

marche 

- 

3 kHz 

- 

GTCnco 

O kl  Iz 

- 

marche 

marche 

O kl  1 z 

O kl  lz 

— 

STEREO 

3 kHz 

1 kHz 

marche 

arret 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

marche 

marche 

- 

3 kHz 

1 kHz 

STEREO 

3 kHz 

1 kHz 

marche 

marche 

5 kHz 

3 kHz 

1 kHz 

TEST  1 

300  Hz 

3,1  kHz 

marche 

marche 

1 kHz 

- 

- 

TEST  2 

300  Hz 

8 kHz 

marche 

marche 

300  Hz 

- 

- 

TEST  3 

300  Hz 

- 

arret 

marche 

300  Hz 

- 

- 
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Explications  relatives  aux  types  de  tests  BTSC 


Type  de  test  1 

Stereo:  L = 300  Hz,  R = 3,1  kHz 

Les  deux  signaux  ont  un  niveau  de  -23  dB  en-dessous  de  100  % du  niveau  d’entree  basse 
frequence.  La  somme  L+R  donne  lieu  a un  niveau  d’environ  -17  dB  (14,1  %)  en-dessous  du 
niveau  d’entree  maximal  basse  frequence. 

Ce  signal  combine  est  utile  pour  aligner  I’affaiblissement  diaphonique  stereo  de  decodeurs 
BTSC,  par  ex.  Philips  TDA  9855  ou  TDA  3833. 

SAP:  fmod  = 1 kHz,  avec  70  % du  niveau  d’entree  basse  frequence 

Ce  signal  test  permet  de  mesurer  le  facteur  de  distorsion  harmonique  total  lors  du  traitement  SAP 
du  cote  recepteur. 


Type  de  test  2: 

Stereo:  L = 300  Hz,  R = 8 kHz 

Les  deux  signaux  ont  respectivement  un  niveau  de  "modulation  d’entree  equivalente  a 75  [is  de 
10%”. 


Cette  combinaison  de  signaux  est  utile  pour  mesurer  I’affaiblissement  diaphonique  stereo  du  cote 
recepteur,  en  particulier  dans  le  cas  de  frequences  relativement  elevees. 

SAP:  fmod  = 300  Hz 

Le  niveau  est  de  27  % du  niveau  d’entree  basse  frequence  maximal  et  correspond  environ  a une 
"modulation  d’entree  equivalente  a 75  [is  de  28  %”.  II  s’agit  du  meme  niveau  que  celui  utilise  pour 
la  modulation  SAP  standard  de  5 kHz. 

Du  cote  recepteur,  il  convient  que  les  deux  signaux  basse  frequence  de  5 kHz  et  de  300  Hz  (type 
de  test  2)  donnent  le  meme  niveau  de  sortie  basse  frequence. 


Type  de  test  3: 

Mono:  L = R = 300  Hz 

Le  niveau  de  "modulation  d’entree  equivalente  a 75  [isde  1 00  %”  correspond  a un  niveau  d’entree 
basse  frequence  de  99  %.  Le  signal  L+R  module  la  porteuse  son  avec  la  deviation  Crete  maximale 
admise  (Afmax  = 25  kHz  pour  L+R). 

SAP:  fmod  = 300  Hz 

avec  un  niveau  de  "modulation  d'entree  equivalente  a 75  [is  de  1 00  %”.  La  porteuse  SAP  est  mo- 
dulee  par  la  deviation  crete  maximale  admise  (Afmax  = 10  kHz). 

Les  deux  signaux,  mono  et  SAR  permettent  d’aligner  un  decodeur  BTSC  a son  niveau  de  sortie 
maximal  approximatif  ou  de  comparer  le  niveau  du  signal  mono  au  signal  SAP  correspondant. 


SON  BTSC  PM  541 5 / PM  541 8 


© 

11-8 


11.2.3  Applications 

Les  generateurs  de  mires  PM  541 8 dotes  du  son  BTSC  permettent  le  controle  de  recepteurs  de 
television  equipes  d’une  partie  de  reception  du  son  dans  les  modes  mono,  stereo  ainsi  que  du 
son  digital  NICAM.  L’equipement  de  son  BTSC  permet  en  outre  de  proceder  a des  controles  de 
fonctions,  des  mesures  et  des  alignements  d’appareils  TV  et  de  magnetoscopes  dotes  de  son 
stereo  BTSC  et  d’une  reception  SAP  (2eme  canal  son). 

Tout  le  signal  de  bande  de  base  BTSC  est  disponible  a la  sortie  MPX.  Dans  le  cas  d’un  signal 
somme  L+R  maximal,  le  niveau  de  sortie  a la  sortie  MPX  est  de  320  mV-eff  (a  50  Q).  Le  niveau 
maximal  pour  le  signal  L+R  est  disponible  pour  le  test  3 et  correspond  a une  deviation  crete  de 
la  porteuse  son  de  Af  = 25  kHz. 

Si  Ton  raccorde  directement  la  sortie  MPX  a un  decodeur  BTSC,  il  taut  adapter  le  niveau  de  sortie 
au  niveau  d’entree  specifie  du  decodeur  utilise. 

Pour  I’alimentation  HF  ou  FI,  on  connecte  la  sortie  HF  a I’entree  d’antenne  du  syntonisateur  ou 
du  couplage  FI. 

Domaines  duplications: 

— Alignement  du  niveau  d’entree  de  la  bande  de  base  BTSC 
Alignement  du  niveau  de  sortie  du  demodulateur  de  son  MF, 

(par  ex.  pour  le  test  3) 

- Alignement  de  I’affaiblissement  diaphonique  stereo  de  decodeurs  BTSC 

Reglages  d’appareil  du  PM  5418  en  vue  du  controle  de  diaphonie  pour  BTSC  stereo: 

Norme  TV:  NTSC  M ou  PAL  M 

Modulation  video:  ARRET  (Video  Extern) 

ou  image  noire  (signal  Black  Burst), 
toutes  les  mires  desenclenchees 
Porteuse  son:  MARCHE 

Choisissez  entre: 

1.  mode  son  unique: 

son  pilote  MARCHE,  L = 1 kHz  ou  3 kHz,  R = 0 

2.  ou  mode  son  dual: 

son  pilote  MARCHE,  L = 3 kHz,  R = 1 kHz 

3.  ou  mode  son  dual  (L  = 300  Hz,  R = 3,1  kHz)  pour  le  type  de  test  1 . 

Le  signal  se  prete  particulierement  a I’element  de  decodeur  BTSC  Philips  TDA  9855,  mais 
peut  aussi  etre  utilise  pour  d’autres  decodeurs. 

- Alignement  du  niveau  SAP  de  decodeurs  BTSC 

Afin  d’adapter  le  niveau  de  sortie  SAP  d'un  decodeur  BTSC  au  niveau  correspondant  du  signal 
mono  (intensite  sonore),  le  test  3 fournit  le  signal  somme  L+R  et  SAP  a 1 00  %. 

- D’autres  mesures  de  fonctions  concernant  le  facteur  de  distorsion  harmonique,  la  reponse 
frequentielle  et  la  largeur  de  bande  sont  egalement  possibles. 
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Recommandations 

Le  systeme  BTSC  est  sensible  aux  niveaux  de  signaux  errones  et  aux  parts  de  frequence  parasi- 
tes, ce  qui  peut  se  repercuter  sur  I’affaiblissement  diaphonique  stereo  et  sur  la  reponse  frequen- 
tielle.  Une  reduction  de  I’affaiblissement  diaphonique  stereo  peut  etre  due  aux  raisons  suivantes: 

- Reduction  de  largeur  de  bande  et  comportement  de  phase  a I’interieur  des  filtres  FI  ou 
intercarrier  de  recepteurs, 

- reponse  frequentielle  de  demodulateurs  MF, 

- influences  parasites  en  provenance  de  la  modulation  video  (image  dans  son),  essentiellement 
n xfH. 

Afin  de  limiter  les  problemes  pendant  I’alignement  et  la  mesure  du  son  BTSC,  II  est  recommande, 
dans  le  cas  du  PM  541 8 dote  de  son  BTSC,  de  mettre  la  modulation  video  hors  service  (mode  de 
fonctionnement  Video  Extern). 

Pendant  I’alignement  de  I’affaiblissement  diaphonique  stereo,  il  est  en  outre  utile  de  regler  le 
signal  stereo  avec  une  frequence  de  modulation  plus  elevee  et  une  frequence  de  modulation  plus 
basse. 

Tant  que  le  signal  stereo  reste  assez  important,  ceci  permet  de  recouvrir  (masquer)  les  parts  de 
signal  parasites. 

Exemple: 

L = 3 kHz  et  R = 1 kHz,  ou  type  de  test  1 , ou  type  de  test  2 


1 1 .3  CARACTERISTIQUES  TECHNIQUES 


1 1 .3.1  Donnees  du  systeme  BTSC 


Norme  TV 

Frequence  porteuse  son 

Ecart  porteuse  son/image 
- Tolerance 

Mode  de  modulation  de  la  porteuse  son 


Contenu  du  signal  de  bande  de  base 
BTSC 


Son  pilote  fp 

Frequence  porteuse  SAP 

- Mode  de  modulation 

Deviation  Crete  Af  de  la  porteuse  son 

- par  rapport  au  son  pilote 

- par  rapport  au  SAP 


NTSC  M 
PALM 

4,5  MHz 

13  dB 
± 2 dB 

MF 

par  le  signal  de  bande  de  base  BTSC 
selon  OST  Bulletin  n°  60,  avril  1984 

canal  principal  (mono)  L+R 
son  pilote  fp 

canal  de  sous-porteuse  stereo  L-R 

(BTSC  comprime) 

canal  SAP  (BTSC  comprime) 

15,73426  kHz 

couple  a la  frequence  ligne  fH 

5 xfH 
MF 


5 kHz  ±0,2  kHz 
13  kHz  ...  15  kHz 
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Canal  de  sous-porteuse  stereo 
Mode  de  modulation 

Frequence  sous-porteuse 

- Suppression  sous-porteuse 
par  rapport  a At  = 25  kHz 

Tolerance  de  frequence  pour 
porteuse  son,  SAP,  sous-porteuse 
et  son  pilote 

- Tolerance  (a  23  °C) 

- Influence  de  temperature 

- Vieillissement 

1 1 .3.2  Frequences  de  modulation  internes  et 

Son  mono 

Son  stereo 

- Canal  1 (gauche) 

- Canal  2 (droite) 

SAP 

Type  de  test  1 

- Stereo  CHI  (gauche) 

- Stereo  CH2  (droite) 

- SAP 

Type  de  test  2 

- Stereo  CHI  (gauche) 

Stereo  CH2  (droite) 

- SAP 

Type  de  test  3 

- Mono 

- SAP 

Tolerance  des  frequences 

Tolerance  des  niveaux  de  modulation 

- mesures  a la  sortie  MPX 

- mesures  a la  sortie  HF 
canaux  mono/stereo 
canal  SAP 
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bande  a deux  cotes  MA  avec 
porteuse  supprimee 

2 xfH 
>50  dB 


<1  ppm 
2 ppm 
2 ppm/an 

niveaux 

1 kHz  ou  3 kHz  avec  54  % AIL  *1 


1 kHz  ou  3 kHz  avec  27  % AIL 
1 kHz  avec  27  % AIL 

5 kHz  avec  27  % AIL 


0,3  kHz  avec  7,05  % AIL 
3,1  kHz  avec  7,05  % AIL 
(L+R  = 14,1  % AIL) 

1 kHz  avec  70  % AIL 


0,3  kHz  avec  10  % EIM  *2 
8 kHz  avec  10  % EIM 
0,3  kHz  avec  27  % AIL 


0,3  kHz  avec  100  % EIM  *2 
0,3  kHz  avec  100  % EIM 

<0,5  % 


< ±5% 

< ±5% 

< ±25% 


*1  AIL  = Audio  Input  Level 

*2  100  % EIM  = "75  (is  Equivalent  Input  Modulation”  de  100  % 
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1 1 .3.3  Qualit6s  du  systeme 

Facteur  de  distorsion  harmonique  <0,3  % 

(fmod  = 1 kHz), 
mesure  a la  sortie  HF  avec  une 
desaccentuation  de  75  ns 

Composants  parasites  spectraux  < -50  dB 

a I’int6rieur  de  la  bande  de  base  <100  kHz; 
mesures  a la  sortie  HF, 
modulation  video  desenclenchee, 
par  rapport  a Af  = 25  kHz 

Ronflements  parasites  MF  < -60  dB 

sur  la  porteuse  son, 
mesures  avec  une  desaccentuation 
de  75  ns, 

par  rapport  a Af  = 25  kHz 


Sortie  MPX  douille  BNC  (panneau  arriere), 

couplee  dc 

Impedance  de  sortie  50  £3 

Niveau  de  sortie 

pour  Af  = 25  kHz  A ^ 00  % L+R  320  mV-eff  ±5  % (a  50  £3) 


Affaiblissement  diaphonique  stereo 

Affaiblissement  diaphonique  stereo 
mesure  a la  sortie  MPX 
pour  une  adaptation  de  niveau 
correcte  a un  decodeur  BTSC: 

- pour  toutes  les  frequences  >36  dB 

et  combinaisons  disponibles 

Affaiblissement  diaphonique  stereo 
mesure  a la  sortie  HF  pour 
fc  = 32  ...  900  MHz  avec  utilisation 
du  systeme  de  son  quasi-parallele; 
les  valeurs  entre  parentheses  concernent 
la  preparation  FI  pour  f = 45,75  MHz  *3 


(33  dB) 
(30  dB) 


- Modulation  video:  ARRET  (VIDEO  EXTERN) 
pour  toutes  les  combinaisons,  y compris 
les  types  de  test, 

fmod  >300  Hz  >30  dB 

fmod  = 300  Hz  >26  dB 


*3  la  separation  de  canal  BTSC  depend  fortement  de 
la  qualite  du  traitement  de  signal  FI  et  intercarrier; 
voir  recommandations  au  chapitre  1 1 .2.3. 


SON  BTSC  PM  541 5 / PM  541 8 


© 

11  - 12 


- Modulation  video: 

image  noire  (signal  Black  Burst), 
toutes  les  mires  desenclenchees, 
pour  toutes  les  frequences  et 
combinaisons  disponibles: 


sauf  pour  L = 1 kHz, 

L = 0, 

R = 0 et 
R = 1 kHz 

>26  dB 

(30  dB) 

et  pour  L = 1 kHz, 

L = 0, 

R = 0 et 
R = 1 kHz 

>20  dB 

(30  dB) 

Diaphonie 

- L+R  dans  L-R 

par  rapport  a Af  = 50  kHz 

< -60  dB 

- Stereo  dans  SAP 

par  rapport  a Af  = 10  kHz 

< -54  dB 

1 1 .3.4  Complements  et  modifications  des  appareils  standard 


<1  % 
<1  % 

Pour  toutes  les  autres  normes  TV, 
vous  trouverez  des  indications  sur 
les  sons  MA/MF,  stereo  et  NICAM 
aux  chapitres  10.3.3  et  10.3.4. 


Tolerance  des  frequences  de  modulation 
- FM  INTERN,  son  mono 

Norme  TV  NTSC/PAL  M 

NTSC/4,433 
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1 INSTRUCCIONES  DE  INSTALACION  Y DE  SEGURIDAD 

1 .1  INSTRUCCIONES  DE  SEGURIDAD 

El  aparato  sale  de  fabrica,  tecnicamente,  en  perfectas  condiciones  de  seguridad  (ver  cap.  4). 
Para  que  se  conserven  estas  condiciones,  y para  evitar  riesgos  en  el  uso,  hay  que  seguir  cuida- 
dosamente  las  indicaciones  siguientes. 


1 .1 .1  Reparacion  y mantenimiento 

Defectos  y esfuerzos  extraordinarios: 

Si  se  piensa  que  el  aparato  ya  no  puede  funcionar  sin  riesgo,  hay  que  apagarloy  asegurarse  de 
que  no  se  ponga  en  funcionamiento  inadvertidamente.  Este  es  el  caso: 

- cuando  el  aparato  presenta  dahos  visibles, 

- cuando  el  aparato  no  funciona, 

- luego  de  haber  sido  sometido  a esfuerzos  excesivos  de  cualquier  tipo  (p.e.  en  el  almacenaje 
o el  transporte)  que  sobrepasan  los  limites  permitidos. 

Abrir  el  aparato: 

Al  abrir  algunas  tapas  o al  desmontar  piezas  con  herramientas  pueden  quedar  al  descubierto 
partes  bajo  tension  electrica.  Tambien  puede  haber  tension  en  los  puntos  de  conexion.  Antes  de 
abrir  el  aparato  hay  que  desconectarlo  de  todas  las  fuentes  de  alimentacion. 

Si  es  inevitable  realizar  un  calibrado,  mantenimiento  o reparacion  con  el  aparato  abierto  que 
se  encuentra  bajo  tension,  solo  debe  hacerlo  un  tecnico  cualificado  que  conozca  los  riesgos  que 
existen.  Los  condensadores  del  aparato  pueden  seguir  estando  cargados  aun  cuando  este 
haya  sido  desconectado  de  todas  las  fuentes  de  alimentacion. 


1 .1 .2  Puesta  a tierra 

Antes  de  hacer  alguna  conexion  hay  que  conectar  el  aparato  a un  contactor  proteccion 
mediante  el  cable  de  alimentacion  de  tres  conductores. 

El  enchufe  de  la  red  debe  ser  insertado  solo  en  tomacorrientes  con  contacto  de  seguridad  de 
tierra. 

No  se  deben  anular  estas  medidas  de  seguridad,  p.e.  usando  un  cable  de  extension  sin  contac- 
tor de  proteccion. 

ADVERTENCIA:  Toda  interrupcion  del  contactor  de  proteccion  dentro  o fuera  del  apa- 
rato, o la  separation  de  la  conexion  de  la  puesta  protectora  a tierra  es 
peligrosa.  Se  prohi'be  hacer  la  interrupcion  expresamente. 


Los  contactos  exteriores  de  los  casquillos  BNC  tienen  el  potencial  del  neutro  y estan  conectados 
a la  carcasa.  La  puesta  a tierra  a traves  de  los  contactos  exteriores  de  los  casquillos  BNC  es 
inadecuada. 
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1 .1 .3  Ajuste  de  la  tensidn  da  la  red  y fusibles 

Antes  de  enchufar  el  aparato  a la  red  hay  que  verificar  si  este  esta  ajustado  a la  tension  de  la  red 
local. 


ADVERTENCIA:  Si  hay  que  adaptar  el  enchufe  de  la  red  a las  circunstancias  del  lugar, 
este  trabajo  debe  realizarlo  solo  un  tecnico  cualificado. 


Al  salir  de  fabrica  el  aparato  esta  ajustado  a una  de  las  tensiones  de  red  siguientes: 


Tipo  de 

Nro.  de 

Tension 

Cable 

aparato 

cddigo 

de  red 

suministrado 

PM  541 5 

9452  054  1 5xx1 

220  V 

Europa 

PM  5415 

9452  054  1 5xx3 

120  V 

Norteamerica  (120  V) 

PM  5415 

9452  05415XX4 

240  V 

Inglaterra  (RU) 

PM  5415 

9452  054  1 5xx5 

220  V 

Suiza 

PM  5415 

9452  054  1 5xx8 

240  V 

Australia 

PM  5418 

9452  054  1 8xx1 

220  V 

Europa 

PM  541 8 

9452  054  1 8xx3 

120  V 

Norteamerica  (120  V) 

PM  541 8 

9452  054  1 8xx4 

240  V 

Inglaterra  (RU) 

PM  541 8 

9452  054  18xx5 

220  V 

Suiza 

PM  5418 

9452  054  1 8xx8 

240  V 

Australia 

En  la  parte  trasera  del  aparato  se  indica  la  tension  de  red  ajustada  y el  valor  del  fusible  corres- 
pondiente. 

Hay  que  tener  en  cuenta  de  emplear  solamente  fusibles  con  la  tension  nominal  indicada  y del 
tipo  especificado  para  recambio.  Se  prohibe  el  empleo  de  fusibles  reparados  o cortocircuitar  el 
porta-fusibies.  El  cambio  del  fusible  solo  debera  realizarlo  un  tecnico  cualificado,  que  conozca 
los  riesgos  que  existen. 


ADVERTENCIA:  Cuando  se  cambia  un  fusible  o cuando  se  ajusta  el  aparato  a otra  ten- 
sion, este  debe  ser  desconectado  de  todas  las  fuentes  de  alimenta- 
cion. 


El  aparato  se  puede  ajustar  a las  tensiones  de  red  siguientes:  100  V,  120  V,  220  V y 240  V en 
corriente  alterna.  Se  puede  hacer  la  regulacion  de  estas  tensiones  nominales  con  el  selector  de 
tension  (combinado  con  el  enchufe  en  la  pared  trasera  del  aparato).  El  fusible  se  encuentra  en 
un  soporte  en  el  mismo  sitio.  Para  ajustar  la  tension  de  la  red  o para  sustituir  el  fusible  hay  que 
desconectar  el  aparato  de  la  red  y abrir  con  un  destornillador  la  tapa  (ver  dibujo). 
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La  tensi6n  adecuada  se  elige  girando  el  selector  de  tensidn.  Si  hace  falta,  se  debe  montar  el 
fusible  correspondiente  (T0.31 5A  o T0.63A)  en  lugar  del  que  estd  instalado  en  el  soporte  del  fusi- 
ble. 


1 .2  POSICION  DE  FUNCIONAMIENTO  DEL  APARATO 

El  aparato  puede  funcionar  en  las  posiciones  indicadas  en  el  capftulo  4.  Si  se  cierra  las  patas  de 
soporte  el  aparato  puede  utilizarse  en  posicion  inclinada.  Los  datos  tecnicos  del  capftulo  4 se 
refieren  a las  posiciones  indicadas.  Se  ha  de  tener  cuidado  de  no  cubrir  las  aberturas  de 
ventilacion  del  aparato.  El  aparato  no  se  debe  colocar  nunca  sobre  una  super-ficie  que  produzca 
o irradie  calor  ni  exponerlo  a los  rayos  directos  del  sol. 

1 .3  SUPRESION  DE  INTERFERENCIAS 

En  el  aparato  se  han  suprimido  cuidadosamente  todas  las  interferencias,  habiendose  some- 
tido  este  tambien  a prueba.  Al  conectarlo  a unidades  basicas  y a otras  unidades  perifericas 
cuyas  interferencias  no  se  han  suprimido  correctamente,  pueden  generarse  interferencias  que 
en  algunos  casos  exigir^n  medidas  adicionales  para  suprimirlas. 

1 .4  TRANSFORMADOR  DE  SECCIONAMIENTO 

Debido  a quel  el  chasis  de  muchos  televisores  se  encuentra  bajo  tension,  por  motivos  de  seguri- 
dad  es  necesario  utilizar  el  receptor  a probar  a traves  de  un  transformador  de  seccionamiento 
adecuado.  Esto  permite  establecer  un  acoplamiento  directo  del  chasis  de  los  televisores  con  la 
conexion  al  contactor  de  protection  de  algun  aparto  de  prueba,  con  lo  que  se  reduce  el  riesgo 
de  una  descarga  electrica. 
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1 ISTRUZIONI  PER  LA  MESSA  IN  FUNZIONE  E NORME  Dl  SICUREZZA 

1 .1  NORME  Dl  SICUREZZA 

L’apparecchio  viene  fornito  dalla  fabbrica  perfettamente  sicuro  e funzionante  dal  punto  di  vista 
tecnico  (vedi  Cap.  4).  Per  preservarlo  in  condizioni  ottimali  e garantirne  un  corretto  funziona- 
mento,  attenersi  scrupolosamente  alle  seguenti  istruzioni. 


1 .1 .1  Riparazione  e manutenzione 

Funzionamento  anomalo  e sollecitazioni  eccessive: 

Qualora  il  funzionamento  non  risultasse  regolare,  spegnere  subito  I’apparecchio  e prevenirne 
ogni  accensione  accidentale. 

Le  precauzioni  di  cui  sopra  vanno  adottate  nei  seguenti  casi: 

- se  I’apparecchio  mostra  dei  danni  visibili, 

- se  I’apparecchio  non  funziona  piCi, 

- se  I’apparecchio  e stato  sottoposto  a sollecitazioni  (ad  esempio  durante  il  magazzinaggio,  il 
trasporto,  ecc.)  oltre  i limiti  di  tolleranza  ammessi. 

Apertura  dell’apparecchio: 

Se  i coperchi  o alcune  parti  dell’apparecchio  vengono  rimossi  con  appositi  attrezzi,  pud  darsi 
che  risultino  esposti  dei  componenti  interni  sotto  tensione.  Anche  i punti  di  connessione  pos- 
sono  essere  sotto  tensione.  Prima  di  aprire  I’apparecchio  occorre  quindi  disinnestarlo  dalle 
relative  prese  di  corrente. 

Se  fosse  necessario  eseguire  interventi  di  calibrazione,  manutenzione  o riparazione  con 
I’apparecchio  aperto  e sotto  tensione,  rivolgersi  a personale  specializzato  che  conosca  bene  i 
probabili  rischi  nelle  procedure  da  adottare.  Potrebbe  darsi  che  i condensatori  dentro  all’appa- 
recchio  siano  ancora  carichi  anche  se  I’apparecchio  e stato  disinnestato  dalle  relative  prese  di 
corrente. 


1.1.2  Messaaterra 

Prima  di  eseguire  un  qualsiasi  collegamento,  mediante  il  cavo  di  alimentazione  tripolare  I’appa- 
recchio deve  essere  allacciato  ad  un  conduttore  di  protezione. 

La  spina  del  cavo  di  alimentazione  deve  essere  inserita  soltanto  in  una  presa  munita  di  contatto 
di  messa  a terra. 

Questa  norma  resta  comunque  valida,  anche  se  si  utilizza  un  cavo  di  prolunga  senza  condut- 
tore di  protezione. 


ATTENZIONE:  E’  estremamente  pericoloso  interrompere  il  conduttore  di  protezione 

interno  o esterno  all’apparecchio  o i contatti  di  messa  a terra. 

Evitare  quindi  di  farlo  intenzionalmente. 


I contatti  esterni  delle  prese  BNC  trasferiscono  il  potenziale  del  punto  neutro  del  circuito  e sono 
collegate  all’incvolucro  dell’apparecchio.  E’  vietata  la  messa  a terra  di  sicurezza  tramite  i contatti 
esterni  delle  prese  BNC. 
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1 .1 .3  Predisposizione  della  tensione  di  alimentazione  e fusibili 

Prima  di  collegare  la  spina  di  alimentazione  alia  presa,  controllare  che  I’apparecchio  sia  predi- 
sposto  per  la  tensione  di  rete  locale. 


ATTENZIONE:  L’eventuale  adattamento  della  spina  di  alimentazione  alle  condizioni 

locali  va  effettuata  esclusivamente  da  personale  specializzato. 


L’apparecchio  fornito  dalla  fabbrica  e predisposto  per  uno  dei  seguenti  valori  di  tensione  di 
rete: 


Tipo  di 

N°  di 

Tensione 

Cavo  di  alimentazione 

apparecchio 

codice 

di  rete 

fornito  in  dotazione 

PM  5415 

9452  054  1 5xx1 

220  V 

Europa 

PM  5415 

9452  054  1 5xx3 

120  V 

Nord  America  (120  V) 

PM  5415 

9452  054  1 5xx4 

240  V 

Inghilterra  (U.K.) 

PM  5415 

9452  054  1 5xx5 

220  V 

Svizzera 

PM  5415 

9452  054  1 5xx8 

240  V 

Australia 

PM  5418 

9452  054  1 8xx1 

220  V 

Europa 

PM  5418 

9452  054  1 8xx3 

120  V 

Nord  America  (120  V) 

PM  5418 

9452  054  1 8xx4 

240  V 

Inghilterra  (U.K.) 

PM  5418 

9452  054  1 8xx5 

220  V 

Svizzera 

PM  5418 

' 

9452  054  1 8xx8 

240  V 

Australia 

II  valore  della  tensione  di  rete  predisposto  e la  portata  del  fusibile  sono  indicati  sul  retro  dell’appa- 
recchio. 

Se  un  fusibile  deve  essere  sostituito,  fare  attenzione  a utilizzarne  uno  caratterizzato  dalla  portata 
nominate  prescritta  e di  tipo  idoneo.  Non  e consentito  utilizzare  fusibili  riparati  e/o  cortocircuitare 
il  porta-fusibile.  II  fusibile  pud  essere  sostituitio  solo  da  personale  specializzato  che  conosca 
bene  i potenziali  rischi  esistenti  negli  interventi  di  questo  tipo. 


ATTENZIONE:  Per  sostituire  un  fusibile  o per  predisporre  un  diverso  valore  della  tensione 
di  alimentazione  occorre  disinserire  I’apparecchio  dalle  relative  prese 
di  corrente. 


L’apparecchio  pud  essere  predisposto  per  i seguenti  valori  della  tensione  di  alimentazione: 
1 00  V,  1 20  V,  220  V e 240  Vca.  Questi  valori  nominali  di  tensione  possono  essere  predisposti  con 
il  selettore  della  tensione  (in  corrispondenza  della  presa  di  alimentazione  sul  retro  dell’apparec- 
chio).  II  fusibile  e collocato  in  un  supporto  nello  stesso  posto.  Per  impostare  il  valore  della 
tensione  di  rete  o per  sostituire  il  fusibile,  occorre  disinnestare  il  cavo  di  alimentazione  e aprire 
con  un  cacciavite  I’aletta  di  chiusura  (vedere  il  disegno). 


ISTRUZIONI  PER  LA  MESSA  IN  FUNZIONE  E NORME  Dl  SICUREZZA  PM  5415  / PM  5418 


Selezionare  il  valore  di  tensione  richiesto  girando  la  rotella  di  regolazione.  Se  necessario,  sosti- 
tuire  il  vecchio  fusibile  con  uno  nuovo  (T0.315A  oppure  T0.63A). 


1 .2  POSIZIONE  DI  FUNZIONAMENTO  DELL’APPARECCHIO 

L’apparecchio  puo  essere  installato  nelle  posizioni  indicate  nel  Capitolo  4.  Abbassando  i piede  di 
supporto,  si  puo  utilizzare  I’apparecchio  in  posizione  inclinata.  I dati  tecnici  riportati  nel  Capitolo  4 
valgono  per  le  posizioni  indicate.  Attenzione  che  le  aperture  di  ventilazione  dell’apparecchio  non 
vengano  coperte.  L’apparecchio  non  deve  essere  mai  collocato  su  una  superficie  surriscaldabile 
o che  produca  irradiazioni,  ne  essere  esposto  ai  raggi  diretti  del  sole. 


1.3  INTERFERENZE 

L’apparecchio  e stato  realizzato  per  garantire  un  funzionamento  esente  da  interferenze.  Se 
viene  utilizzato  congiuntamente  a unita  base  e unita  periferiche  non  dotate  delle  stesse  prote- 
zioni,  ne  possono  derivare  interferenze  che  richiederanno  ulteriori  interventi. 


1 .4  TRASFORMATORE  DI  SEPARAZIONE 

Poiche  il  chassis  di  molti  televisori  e sottotensione,  per  motivi  di  sicurezza  e necessario  utilizzare  il 
ricevitore  da  testare  tramite  un  trasformatore  di  separazione  adatto.  Cio  permette  di  stabilire  un 
collegamento  diretto  del  chassis  del  televisore  con  la  connessione  de  conduttore  di  protezione  di 
un  apparechio  di  prova,  in  modo  che  venga  ridotto  il  rischio  di  una  scossa  elettrica. 
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1 INSTRUCTIES  MET  BETREKKING  TOT  DE  INSTALLATIE  EN  VEILIGHEID 

1.1  VEILIGHEIDSINSTRUCTIES 

Het  apparaat  heeft  de  fabriek  in  een  onberispelijke  veiligheidstechnische  toestand  verlaten  (zie 
hoofdstuk  4).  Voor  het  behoud  van  deze  toestand  en  het  risicoloze  gebruik  dienen  de  onder- 
staande  instructies  nauwkeurig  te  worden  opgevolgd. 


1 .1 .1  Reparatie  en  onderhoud 

Storingen  en  uitzonderlijke  omstandigheden 

Wanneer  verondersteld  moet  worden  dat  een  risicoloos  gebruik  niet  meer  mogelijk  is,  dient  het 
apparaat  buiten  gebruik  gesteld  en  tegen  een  ongewenst  gebruik  beveiligd  te  worden.  Deze 
situatie  doet  zich  voor 

- wanneer  het  apparaat  zichtbare  beschadigingen  vertoont, 

- wanneer  het  apparaat  niet  meer  functioneert, 

- na  blootstelling  aan  excessieve  omstandigheden  van  welke  aard  dan  ook  (bij  voorbeeld  bij 
opslag,  transport)  die  de  toelaatbare  grenzen  overschrijden. 

Openen  van  het  apparaat 

Bij  het  openen  van  afdekkingen  of  bij  het  met  behulp  van  gereedschap  verwijderen  van  onderde- 
len,  kan  het  risico  van  contact  met  spanningvoerende  delen  ontstaan.  Ook  kan  er  spanning  op 
aansluitpunten  aanwezig  zijn.  Het  apparaat  mag  pas  geopend  worden  nadat  het  van  alle  span- 
ningsbronnen  losgenomen  is. 

Wanneer  ijk-,  onderhouds-  of  herstelwerkzaamheden  aan  een  open  en  onder  spanning 
staand  apparaat  onvermijdelijk  zijn,  mogen  deze  slechts  worden  uitgevoerd  door  een  vakman 
die  weet  met  welke  gevaren  dit  gepaard  gaat.  In  het  apparaat  aanwezige  condensators  kunnen 
nog  geladen  zijn,  ook  wanneer  het  apparaat  van  alle  spanningsbronnen  is  losgenomen. 


1.1.2  Aarding 

Alvorens  men  een  verbinding  tot  stand  brengt,  dient  men  het  apparaat  met  behulp  van  een  drie- 
aderige  kabel  met  een  veligheidsaarddraad  te  verbinden. 

De  netsteker  mag  slechts  op  een  stopcontact  met  randaarde  worden  aangesloten. 

Deze  veiligheidsmaatregel  mag  niet  onwerkzaam  gemaakt  worden,  bij  voorbeeld  door  het 
gebruik  van  een  verlengsnoer  dat  niet  van  een  veiligheidsaarddraad  voorzien  is. 


WAARSCHUWING:  Elke  onderbreking  van  de  beschermende  aardleiding,  hetzij  binnen 
of  buiten  het  apparaat,  of  de  scheiding  ten  opzichte  van  de  aardleid- 
ing zijn  gevaarlijk.  Een  opzettelijke  onderbreking  is  verboden. 


Op  de  externe  contacten  van  de  BNC-bussen  is  het  schakelnulpunt-potentiaal  aanwezig.  Deze 
contacten  zijn  met  het  huis  verbonden.  Een  veiligheidsaarding  via  de  externe  contacten  van  de 
BNC-bussen  is  niet  toegestaan. 
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1 .1 .3  Netspanningsinstelling  en  zekeringen 

Alvorens  men  de  netsteker  op  het  lichtnet  aansluit,  dient  men  zich  ervan  te  vergewissen  dat  het 
apparaat  op  de  plaatselijke  netspanning  is  afgesteld. 


WAARSCHUWING:  Wanneer  de  netsteker  aan  de  plaatselijke  situatie  moet  worden  aan- 
gepast,  mag  deze  aanpassing  slechts  door  een  vakman  worden  uit- 
gevoerd. 


Bij  het  verlaten  van  de  fabriek  is  het  apparaat  op  een  van  de  volgende  netspanningen  afge- 
steld: 


Type  apparaat 

Codennummer 

Netspanning 

Meegeiverde  netkabel 

PM  5415 

9452  054  1 5xx1 

220  V 

Europa 

PM  5415 

9452  054  1 5xx3 

120  V 

Noord-America  (1 20  V) 

PM  5415 

9452  054  1 5xx4 

240  V 

Engeland 

(Verenigd  Koninkrijk) 

PM  5415 

9452  054  1 5xx5 

220  V 

Zwitserland 

PM  5415 

9452  054  1 5xx8 

240  V 

Australie 

PM  5418 

9452  054  1 8xx1 

220  V 

Europa 

PM  5418 

9452  054  18xx3 

120  V 

Noord-America  (120  V) 

PM  5418 

9452  054  18xx4 

240  V 

Engeland 

(Verenigd  Koninkrijk) 

PM  5418 

9452  054  1 8xx5 

220  V 

Zwitserland 

PM  5418 

9452  054  1 8xx8 

240  V 

Australie 

Op  de  achterwand  van  het  apparaat  zijn  de  netspanning  waarop  het  apparaat  is  afgesteld  en  de 
hierbij  behorende  zekering  vermeld. 

Men  dient  erop  te  letten  dat  men  bij  het  vervangen  van  een  zekering  slechts  een  exemplaar  met 
de  gespecificeerde  nominale  stroomsterkte  en  van  het  gespecificeerde  type  mag  gebruiken.  Het 
gebruik  van  gerepareerde  zekeringen  en/of  het  kortsluiten  van  de  zekeringhouder  zijn  verbo- 
den.  De  zekering  mag  slechts  vervangen  worden  door  een  vakman  die  weet  met  welke  gevaren 
dit  gepaard  gaat. 


WAARSCHUWING:  Bij  het  vervangen  van  een  zekering  en  bij  het  instellen  op  een  andere 
netspanning  moet  het  apparaat  van  alle  spanningsbronnen  worden 
losgenomen. 


Het  apparaat  kan  op  de  volgende  netspanningen  worden  ingesteld:  1 00  volt,  1 20  volt,  220  volt  en 
240  volt  wisselspanning.  Deze  nominale  spanningen  kunnen  met  de  spanningskiezer  (die 
gecombineerd  is  met  de  netaansluitbus  op  de  achterwand)  worden  ingesteld.  De  zekering 
bevindt  zich  in  een  houder  op  dezelfde  plaats.  Voor  het  instellen  van  de  netspanning  of  het  ver- 
vangen van  een  zekering  moet  de  voedingskabel  losgenomen  worden  en  het  afdekplaatje  met 
een  schroevedraaier  worden  verwijderd.  (zie  tekening). 
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Men  kiest  de  juiste  spanning  door  het  verdraaien  van  het  instelwiel.  Indien  nodig  moet  de 
bijbehorende  zekering  (T0,315A  of  T0.63A)  in  plaats  van  de  reeds  aanwezige  zekering  worden 
aangebracht. 


1 .2  GEBRUIKSPOSITIE  VAN  HET  APPARAAT 

Het  apparaat  mag  in  de  in  hoofdstuk  4 beschreven  posities  gebruikt  worden.  Wanneer  de 
klapvoeten  naar  beneden  geklapt  zijn,  kan  het  apparaat  in  een  schuingeplaatste  positie  gebruikt 
worden.  De  technische  specificatie  in  hoofdstuk  4 is  van  toepassing  op  de  gespecificeerde 
gebruiksposities.  Het  erop  dat  de  ventilatieopeningen  van  het  apparaat  niet  afgedekt  worden. 
Het  apparaat  nooit  installeren  op  een  oppervlak  dat  warmte  genereert  of  uitstraalt,  en  het 
evenmin  aan  rechtstreekse  zonnestraling  blootstellen. 


1.3  RADIO-ONTSTORING 

Wat  radio-ontstoring  betreft  is  het  apparaat  zorgvuldig  ontstoord  en  gecontroleerd.  Bij  het 
schakelen  in  combinatie  met  basisunits  die  niet  correct  onstoord  zijn  en  met  andere  perifere 
apparatuur,  kan  radiostoring  optreden.  In  de  desbetreffende  gevallen  maakt  dit  aanvullende 
maatregelen  op  radio-ontstoringsgebied  noodzakelijk. 


1.4  SCHEIDINGSTRANSFORMATOR 

Omdat  het  chassis  van  vele  TV-apparaaten  direct  aan  een  kant  van  de  netspanning  aangesloten 
is,  is  het  noodzakelijk  bij  metingen  een  scheidingstransformator  te  gebruiken. 

Dit  moet  uit  het  oogpunt  van  veiligheid. 

Deze  transformator  is  aan  te  sluiten  tussen  de  netvoeding  en  het  TV-toestel,  en  maakt  het 
mogelijk  het  TV-chassis  te  aarden,  en  met  de  aarde  van  een  meetapparaat  te  verbinden,  om  ook 
daarmee  een  gevaarlijke  situatie  te  verhinderen. 


CD 
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1 INLEDANDE  ANVISNINGAR  OCH  SAKERHETSANVISNINGAR 

1.1  SAKERHETSANVISNINGAR 

Instrumentet  har  lamnat  tillverkningen  nar  det  innehallsmassigt  var  i ett  sakerhetstekniskt  gott 
skick  (Se  kap.  4.).  For  att  bibehalla  detta  skick  och  en  riskfri  drift  maste  man  folja  nedanstaende 
anvisningar  noggrant. 


1 .1 .1  Reparation  och  underhall 

Fel  och  ovanliga  frohallanden 

Nar  det  ser  ut  som  om  sakerhetsskyddet  blivit  nedsatt  maste  instrumentet  sattas  ur  funktion  och 
sakerstallas  motvarje  oavsiktlig  handling.  Detta  uppstar  nar: 

- instrumentet  visar  en  synlig  skada, 

- instrumentet  inte  langre  funktionerar, 

- efter  olika  slags  exceptionella  forhallanden  (under  t.ex.  lagring  och  transport) 
som  overskridit  tillatna  granser. 

Instrumentets  oppnande 

Vid  oppnandet  av  instrumentet  eller  avlagsnande  av  delar  med  verktyg  kan  stromforande  delar 
frilaggas  och  kopplingsbitar  kan  vara  stromforande.  Fore  oppnandet  maste  instrumentet  avskil- 
jas  fran  alia  stromkallor. 

Nar  kalibrering,  underhall  eller  reparation  pa  ett  oppnat  instrument  som  ar  stromforande 

inte  gar  att  undvika  far  det  bara  utforas  av  kvalificerad  personal  som  kanner  till  faror  och 
sakerhetsatgarder.  Instrumentets  kondensatorer  kan  vara  stromforande  t.o.m.  nar  instrumentet 
losgjorts  fran  alia  stromkallor. 


1.1.2  Jordning 

Innan  du  gjort  nagon  koppling  med  de  ingaende  forbindelserna,  skall  instrumentet  forbindas 
med  en  skyddande  jordning  genom  den  trekarniga  huvudkabeln;  huvudstickkontakten  far  bara 
stickas  in  i en  koppling  som  ar  forsedd  med  en  skyddande  jordning. 

Denna  atgard  far  inte  upphavas  genom  anvandning  av  en  kopplingssladd  som  inte  har  denna 
skyddande  jordledning. 


VARNING:  Varje  avbrott  av  den  skyddande  jordledningen  saval  utanfor  som  invandigt  i 
instrumentet  gor  formodligen  instrumentet  farligt.  Medvetet  avbrott  ar  forbju- 
det. 


Omkopplingsnollpunktspotentialen  finns  pa  den  externa  kontakten  till  BNC-uttaget.  Dessa  kon- 
takter  ar  forbundna  med  holjet.  En  sakerhetsjordning  via  de  externa  kontakterna  till  BNC-uttaget 
ar  inte  tillatet. 
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1 .1 .3  Anslutning  till  huvudledning  och  sakringar 

Innan  man  kopplar  instrumentet  till  huvudnatet,  maste  man  forsakra  sig  om  att  det  passar  till  den 
lokala  stromstyrkan. 


VARNING:  Om  kabelns  stickkontakt  maste  anpassas  till  den  lokala  situationen,  maste 
denna  justering  enbart  utforas  av  en  tekniskt  kvalificerad  person. 


Vid  leverans  fran  fabrik  ar  instrumentet  installt  pa  en  av  foljande  natspanningar: 


Instrumenttyp 

Kodnr 

Natspanning 

Medleverera  natkabel 

PM  5415 

9452  054  1 5xx1 

220  V 

Europa 

PM  5415 

9452  054  1 5xx3 

120  V 

Nordamerika  (1 20  V) 

PM  5415 

9452  054  1 5xx4 

240  V 

Storbrittannien  (U.K.) 

PM  5415 

9452  054  1 5xx5 

220  V 

Schweiz 

PM  5415 

9452  054  1 5xx8 

240  V 

Australien 

PM  5418 

9452  054  1 8xx1 

220  V 

Europa 

PM  5418 

9452  054  18XX3 

120  V 

Nordamerika  (120  V) 

PM  5418 

9452  05418XX4 

240  V 

Storbrittannien  (U.K.) 

PM  5418 

9452  054  1 8xx5 

220  V 

Schweiz 

PM  5418 

9452  054  1 8xx8 

240  V 

Australien 

Den  installda  natspanningen  och  vardet  pa  tillhorande  sakring  framgar  av  uppgifter  pa  instru- 
mentets  baksida. 


Forsakra  dig  om  att  bara  sakringar  enligt  specificerad  typ  med  ratt  varde  och  for  ratt  spanning 
anvands  vid  byte.  Det  ar  forbjudet  att  anvanda  reparerade  sakringar  och/eller  att  gora  kretsfor- 
bindelse  genom  sakringshallaren.  Sakringar  far  bara  bytas  ut  av  kvalificerat  yrkesfolk  som 
kanner  till  darmed  forbundna  risker. 


VARNING:  Instrumentet  maste  kopplas  fran  varje  stromkalla,  nar  man  fornyar  en 

sakring. 


Instrumentet  kan  stallas  in  pa  foljande  natspanningar:  1 00  V,  1 20  V,  220  V och  240  V vaxelstrdm. 
Den  nominella  spanningen  kan  stallas  in  med  spanningsvaljaren  (kombinerad  med  natdosan) 
som  sitter  pa  baksidan.  Sakringarna  sitter  i en  hallare  pa  samma  plats.  For  att  stalla  in  natspan- 
ningen eller  for  att  byta  ut  sakringar  drar  man  ut  natkabeln  och  oppnar  skyddslocket  med  en 
skruvmejsel  (se  illustration). 
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Den  ratta  spanningen  valjer  man  genom  att  vrida  pa  installningshjulet.  Om  det  visar  sig  nodvan- 
digt  far  man  byta  ut  den  befintliga  sakringen  mot  tillhorande  sakring  (T0.315A  resp.  T0.63A). 


1.2  INSTRUMENTETS  DRIFTSLAGE 

Instrumentet  far  anvandas  i det  lage  som  beskrivits  i kapitel  4.  Nar  de  nedfallbara  fotterna  fallts 
nedat  kan  instrumentet  anvandas  i ett  snedplacerat  lage.  Den  tekniska  specifikationen  i kapitel  4 
ar  tillamplig  for  de  specificerade  anvandningslagena.  Se  till  att  ventilations  h&llen  inte  ar 
bockerade.  Instrumentet  far  aldrig  installeras  pa  en  yta  som  alstrar  eller  ustralar  varme  och  inte 
heller  utsattas  for  direkt  solsken. 


1.3  RADIO-AVSTORNING 

Nar  det  galler  radio-avstorning  ar  instrumentet  omsorgsfullt  avstort  och  kontrollerat.  Vid  koppling 
i kombination  med  basisenheter  som  inte  ar  riktigt  avstorda  och  med  annan  kring-utrustning  kan 
det  uppsta  radiostorningar.  Vid  sadana  fall  ar  extra  atgarder  for  radio-avstorning  nodvandiga. 


1.4  SKIUETRANSFORMATOR 

Eftersom  manga  tv-apparaters  chassi  befinner  sig  i samma  fas,  ar  det  av  sakerhetsskal  absolut 
nodvandigt  att  kora  den  mottagare  som  skali  testas  over  en  lamplig  skiljetransformator.  Pa  sa 
satt  ar  det  mojligt  att  astadkomma  en  direkt  forbindelse  mellan  tv-apparaternas  chassi  och 
skyddsledaranslutningen  till  nagon  som  heist  testapparat,  varigenom  risken  for  elektrisk  stot 
minskas  avsevart. 
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APPENDIX 

App.  1 Nomenclature  of  Color  Bar  Signals, 

Erlauterungen  zu  den  Farbbalkensignalen, 

Explications  relatives  aux  signaux  de  barres  couleurs, 

TV  System  SECAM  Color  Bar 
FS-Standard  SECAM  Farbbalken 
Barres  couleurs  pour  standard  TV  SECAM 

App.  2 VHF/UHF-Channel  Frequencies  for  different  TV  Systems 
VHF/UHF  Frequenzkanale  fur  verschiedene  FS-Normen 
Canaux  de  frequence  VHF/UHF  pour  differentes  normes  TV 

App.  3 Level/Voltage  Conversion 

Pegel/Spannungsumsetzung 
Conversion  niveau/tension 

App.  4 Systems  used  in  various  Countries 

FS-Normen  der  verschiedenen  Lander 
Normes  TV  des  differents  Pays 


Fig.  1 Front  View  PM  541 5 and  PM  541 8 TX 

Frontansicht  PM  5415  und  PM  5418  TX 
Vue  avant  PM  541 5 et  PM  541 8 TX 

Fig.  2 Front  View  / Rear  View  PM  541 8 TDSI 

Frontansicht  / Riickansicht  PM  5418  TDSI 
Vue  avant  / vue  arriere  PM  541 8 TDSI 
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APPENDIX  1 

Nomenclature  of  Color  Bar  Signals 

The  following  nomenclature  is  used  to  identify  and  distinguish  between  color  signals  (according  to  CCIR 
Rec.  471). 


Signal  level  relative 
to  peak  white  (%) 

A B C D 

TV  System 

Color  bars 

100/0/75/0  (E.B.U.) 

B,D,G,H,K,K1,L,N 

Color  bars 

100/0/100/25  (B.B.C.) 

PALI 

Color  bars 

77  / 7.5  / 77  / 7.5 

PAL  M,  NTSC  M 

A - the  primary  color  signal  level  during  transmission  of  the  ’’white”  color  bar,  for  example  maximum  value 
of  E’R,  E’G,  and  E’B. 

B - the  primary  color  signal  level  during  transmission  of  the  ’’black”  color  bar,  for  example  minimum  value 
of  E’R,  E’G,  and  E’B. 

C - the  maximum  level  of  the  primary  color  signal  during  transmission  of  ’’colored”  color  bars,  for  exam- 
ple maximum  value  of  E’R,  E’G,  and  E’B. 

D - the  minimum  level  of  the  primary  color  signal  during  transmission  of  ’’colored”  color  bars,  for  example 
minimum  value  of  E’R,  E’G,  and  E’B. 


The  color  bar  is  generated  by  the  three  primary  color  signals  red,  green,  and  blue  (E’R,  E’G,  and  E’B). 
The  signal  amplitudes  shown  below,  are  expressed  as  a percentage  of  the  white  level,  whereby  peak  white 
corresponds  to  100%,  and  the  blanking  level  to  zero. 


System 

B,D,G,H,K,K1,L,N 


System 

PALI 


100 

77. 


100-1 

100-1 

77- 

77- 

1 

~1~ 

1 

III!  1 

1 1 

1 1 
i i 

1 

1 

1 1 

IlSSi 

1 

1 

| 

7 5 

1 1 

i I 
l l 

7 e; 

-I 

; : : ■:  |.  . . 

. 1=]  /’R. 

L J 

B 1 i-l  n- 

WYCGMRBBK 


WYCGMRBBK 


W:  white  Y:  yellow  C:  cyan  G:  green  M:  magenta  R:  red  B:  blue  BK:  black 


WYCGMRBBK 


System 

NTSC  M,  PAL  M 
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TV  System  SECAM  Color  Bar 

Amplitudes,  frequency  deviations  and  composite  signal  for  color  bar 
at  75  % amplitude  (100/0/75/0) 


Bar 

Color 

Subcarrier 
f0R  = 4.406  MHz 

Deviation  (kHz) 

Amplitude  (mV) 

1 

White 

0 

213 

2 

Yellow 

- 45.5 

183 

3 

Cyan 

+280 

475 

4 

Green 

+234.5 

430 

5 

Magenta 

-234.5 

211 

6 

Red 

-280 

251 

7 

Blue 

+ 45.5 

251 

8 

Black 

0 

213 

Identification  line 

+350 

540 

Transmission  of  D’R  signal 


Bar 

Color 

Subcarrier 
fOB  = 4.250  MHz 

Deviation  (kHz) 

Amplitude  (mV) 

White 

0 

166 

Yellow 

-230 

362 

WM 

Cyan 

+ 77.6 

168 

Green 

-152.4 

279 

■9 

Magenta 

+ 152.4 

210 

6 

Red 

- 77.6 

210 

7 

Blue 

+230 

276 

8 

Black 

0 

166 

Identification  line 

-350 

497 

Transmission  of  D’B  signal 
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VHF/UHF-Channel  Frequencies  for  different  TV  Systems 
VHF  Band  I and  Band  III  Channels 


B and  C 

D 

K and  K1 

M and  N 

Channel 

Vision 

Sound 

Vision 

Sound 

Vision 

Sound 

Vision 

Sound 

1 

■■ 

49.75 

56.25 

2 

59.25 

65.75 

55.25 

59.75 

3 

: \ ' 

77.25 

83.75 

61.25 

65.75 

4 

62.25 

67.75 

85.25 

91.75 

175.25 

181.75 

67.25 

71.75 

5 

175.25 

180.75 

93.25 

99.75 

183.25 

189.75 

77.25 

81.75 

6 

182.25 

187.75 

175.25 

181.75 

191.25 

197.75 

83.25 

87.75 

7 

189.25 

194.75 

183.25 

189.75 

199.25 

205.75 

175.25 

179.75 

8a 

8 

196.25 

201 .75 

191.25 

197.75 

207.25 

213.75 

181.25 

185.75 

9 

203.25 

208.75 

199.25 

205.75 

215.25 

221 .75 

187.25 

191.75 

10 

210.25 

215.75 

207.25 

213.75 

193.25 

197.75 

11 

217.25 

222.75 

215.25 

221 .75 

199.25 

203.75 

12 

224.25 

229.75 

223.25 

229.75 

205.25 

209.75 

13 

21 1 .25 

215.75 

14 

SPECIAL  CABLE  TV  CHANNELS  (CATV) 

Band 

Channel* 

Vision 

Sound 

Band 

Channel 

Vision 

Sound 

1 

SI 

69.25 

74.75 

III 

U1/S11 

231 .25 

236.75 

1 

S2 

76.25 

81.75 

III 

U2/S12 

238.25 

243.75 

1 

S3 

83.25 

88.75 

III 

U3/S13 

245.25 

250.75 

III 

Ml  /SI 

105.25 

110.75 

III 

U4/S14 

252.25 

257.75 

III 

M2  /S2 

112.25 

117.75 

III 

U5/S15 

259.25 

264.75 

III 

M3/S3 

119.25 

124.75 

III 

U6/S16 

266.25 

271 .75 

III 

M4/S4 

126.25 

131.75 

III 

U7/S17 

273.25 

278.75 

III 

M5/S5 

133.25 

138.75 

III 

U8/S18 

280.25 

285.75 

III 

M6  /S6 

140.25 

145.75 

III 

U9/S19 

287.25 

292.75 

III 

III 

M7/S7 

M8/S8 

147.25 

154.25 

152.75 

159.75 

S20 

294.25 

299.75 

III 

M9/S9 
Ml  0/S1 0 

161.25 

168.25 

166.75 

173.75 

* S channels  in  band  1 are  only  used 

in  Belgium 
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UHF  Band  IV  and  Band  V Channels 


SYSTEMS  I,  G,  H,  and  L 


SYSTEMS  M,  N and  JAPAN 


Band  Channel 

Vision 

Carrier 

21 

471 .25 

22 

479.25 

23 

487.25 

24 

495.25 

25 

503.25 

26 

511.25 

27 

519.25 

28 

527.25 

IV  29 

535.25 

30 

543.25 

31 

551.25 

32 

559.25 

33 

567.25 

34 

575.25 

35 

583.25 

36 

591 .25 

37 

599.25 

38 

607.25 

39 

615.25 

40 

623.25 

41 

631.25 

42 

639.25 

43 

647.25 

44 

655.25 

45 

663.25 

46 

671 .25 

V 47 

679.25 

48 

687.25 

49 

695.25 

50 

703.25 

51 

711.25 

52 

719.25 

53 

727.25 

54 

735.25 

55 

743.25 

Channel 

Vision 

Carrier 

56 

751 .25 

57 

759.25 

58 

767.25 

59 

775.25 

60 

783.25 

61 

791 .25 

62 

799.25 

63 

807.25 

64 

815.25 

65 

823.25 

66 

831 .25 

67 

839.25 

68 

847.25 

69 

855.25 

70 

863.25 

71 

871 .25 

72 

879.25 

73 

887.25 

74 

895.25 

Channel 


Sound  Carrier  depends 
on  TV  System 


43  A 

44  N 

45 

46  45 

47  46 

48  47 


Vision  Sound 
Carrier  Carrier 

471 .25  475.75 

477.25  481 .75 

483.25  487.75 

489.25  493.75 

495.25  499.75 

501 .25  505.75 

507.25  51 1 .75 

513.25  517.75 

519.25  523.75 

525.25  529.75 

531 .25  535.75 

537.25  541 .75 

543.25  547.75 

549.25  553.75 

555.25  559.75 

561 .25  565.75 

567.25  571 .75 

573.25  577.75 

579.25  583.75 

585.25  589.75 

591.25  595.75 

597.25  601 .75 

603.25  607.75 

609.25  613.75 

615.25  619.75 

621.25  625.75 

627.25  631.75 

633.25  637.75 

639.25  643.75 

645.25  649.75 

651.25  655.75 

657.25  661 .75 

663.25  667.75 

669.25  673.75 

675.25  679.75 


Channel  Vision 
Carrier 

49  48  681.25 

50  49  687.25 

51  50  693.25 

52  51  699.25 

53  52  705.25 

54  53  71 1 .75 

55  54  717.25 

56  55  723.25 

57  56  729.25 

58  57  735.25 

59  58  741 .25 

60  59  747.25 

61  60  753.25 

62  61  759.25 

63  62  765.25 

64  771 .25 

65  777.25 

66  J 783.25 

67  A 789.25 

68  P 795.25 

69  A 801 .25 

70  N 807.25 

71  813.25 

72  819.25 

73  825.25 

74  831 .25 

75  837.25 

76  843.25 

77  849.25 

78  855.25 

79  861 .25 

80  867.25 

81  873.25 

82  879.25 

83  885.25 
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Level/Voltage  Conversion 

In  the  application  area  of  TV  and  antenna  systems  mostly  75  Q technique  is  used. 
Reference  voltage:  Eo  = 1 [xV  at  75  Q = 0 dB(iV 


dB/VOLTAGE 

RATIO 

- <- 

— 

dB  - 

+ 

- < 

- dB  -- 

-->  + 

- < 

dB  - 

> + 

1.0 

— 

0.0 

1.0 

0.32 

- 

10 

3.16 

0.032 

30 

31.6 

0.94 

- 

0.5 

1.06 

0.28 

- 

11 

3.55 

0.028 

31 

35.5 

0.89 

- 

1 

1.12 

0.25 

- 

12 

4.0 

0.025 

32 

40 

0.84 

- 

1.5 

1.19 

0.22 

- 

13 

4.5 

0.022 

33 

45 

0.8 

- 

2 

1.25 

0.2 

- 

14 

5.0 

0.02 

34 

50 

0.75 

- 

2.5 

1.33 

0.18 

- 

15 

5.62 

0.018 

35 

56 

0.71 

- 

3 

1.41 

0.16 

- 

16 

6.3 

0.016 

36 

63 

0.67 

- 

3.5 

1.5 

0.14 

- 

17 

7.1 

0.014 

37 

71 

0.63 

- 

4 

1.6 

0.125 

- 

18 

8.0 

0.0125 

38 

80 

0.6 

- 

4.5 

1.67 

0.11 

- 

19 

8.9 

0.011 

39 

89 

0.56 

— 

5 

1.78 

0.10 

- 

20 

10.0 

0.010 

40 

100 

0.53 

- 

5.5 

1.88 

0.089 

- 

21 

11.2 

0.0056 

41 

178 

0.5 

- 

6 

2.0 

0.08 

- 

22 

12.5 

0.0032 

50 

316 

0.47 

- 

6.5 

2.12 

0.071 

- 

23 

14.1 

0.0018 

55 

562 

0.45 

- 

7 

2.24 

0.063 

- 

24 

16.0 

0.001 

60 

- 1000 

0.42 

- 

7.5 

2.37 

0.056 

- 

25 

17.8 

0.4 

- 

8 

2.5 

0.05 

- 

26 

20.0 

0.38 

- 

8.5 

2.66 

0.045 

- 

27 

22.4 

0.35 

- 

9 

2.82 

0.04 

- 

28 

25.0 

0.33 

- 

9.5 

3.0 

0.035 

- 

29 

28.2 
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APPENDIX  4 


System  used  in  various  Countries  (published  1990) 

Explanation  of  signs  used  in  the  table: 

* : planned  /whether  the  standard  is  indicated  or  not); 

- : not  yet  planned,  or  no  information  received; 

/ : the  abbreviation  following  the  stroke  indicates  the  color  transmission  system  in  use 

(NTSC,  PAL,  or  SECAM) 


Country/Geographical  Area 

System  used  in  Bands: 

l/lll 

VHF  Broadcasting 

IV/V 

UHF  Broadcasting 

Afganistan  (Demoratic  Republic) 
Algeria  (Algerien  Democratic 

D/SECAM 

- 

and  Popular  Republic) 

B/PAL 

G/PAL 

Angola  (People’s  Republic  of) 

l/PAL 

l/PAL* 

Netherlands  Antilles 

M 

- 

Argentine  Republic 

N/PAL 

N/PAL 

Australia 

B/PAL 

H/PAL 

Austria 

B/PAL 

G/PAL 

Bahrain  (State  of) 

B/PAL 

G/PAL 

Bangladesh  (People’s  Republic  of) 

B/PAL 

- 

Belgium 

B/PAL 

H/PAL 

Benin  (People’s  Republic  of) 

K1 /SECAM 

K1 /SECAM 

Bermuda 

M/NTSC 

- 

Burma  (Socialist  Republic  of) 

M/NTSC 

- 

Bolivia  (Republic  of) 

M/NTSC 

M/NTSC 

Botswana 

l/PAL 

l/PAL* 

Brazil  (Federative  Republic  of) 

M/PAL 

M/PAL 

Brunei  Darussalam 

B/PAL 

- 

Bulgaria  (People’s  Republic  of) 

D/SECAM 

K/SECAM 

Burkina  Faso 

K1  /SECAM 

K1*/SECAM 

Burundi  (Republic  of) 

K1  /SECAM* 

K1 /SECAM 

Cameroon  (United  Republic  of) 

B/PAL 

G*/PAL 

Canada 

M/NTSC 

M/NTSC 

Cape  Verde  (Republic  of) 

K1 /SECAM* 

1 /SECAM* 

Central  African  Republic 

K1  /SECAM* 

K1 /SECAM* 

Chad  (Republic  of) 

K1  /SECAM* 

K1 /SECAM* 

Chile 

M/NTSC 

M/NTSC 

China  (People’s  Republic  of) 

D/PAL 

D/PAL 

Cyprus  (Republic  of) 

B/SECAM 

G/SECAM 

Colombia  (Republic  of) 

M/NTSC 

M* 

Comores  (Islamic  Fed  Rep  of) 

K1 /SECAM* 

K1 /SECAM* 

Congo  (People’s  Republic  of  the) 

K1 /SECAM* 

K1 /SECAM* 

Costa  Rica 

M/NTSC 

M/NTSC 

Cuba 

M/NTSC 

M/NTSC 

Czechoslovak  (former) 

Denmark  (incl  Greenland,  Faeroe 

D/SECAM 

K/SECAM 

Islands) 

B/PAL 

G/PAL 

Djibouti  (Republic  of) 

B/SECAM 

B/SECAM 

Egypt  (Arab  Republic  of) 

B/SECAM 

G/SECAM 

El  Salvador  (Republic  of) 

M/NTSC 

- 

Ethiopia 

B, G/PAL 

G/PAL* 
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Country/Geographical  Area 

System  used  in  Bands: 

l/lll 

VHF  Broadcasting 

IV/V 

UHF  Broadcasting 

Finland 

B/PAL 

G/PAL 

France 

L7SECAM 

L/SECAM 

Gabonese  Republic 

K1/SECAM 

K1/SECAM* 

Gambia  (Republic  of) 

l/PAL 

l/PAL* 

Ghana 

B/PAL 

B/PAL* 

Germany 

B/PAL 

G/PAL 

Gibraltar 

B/PAL 

G/PAL 

Greece 

B/SECAM 

G/SECAM 

Guinea  (Republic  of) 

K1/SECAM.PAL 

*K1/PAL* 

Guinea-Bissau  (Republic  of) 

l/PAL* 

l/PAL* 

Equatorial  Guinea  (Republic  of) 

B/PAL 

G/PAL* 

Hong  Kong 

- 

l/PAL 

Hungarian  People’s  Republic 

D/SECAM 

K/SECAM 

Iceland 

B/PAL 

G* 

India  (Republic  of) 

B/PAL 

- 

Indonesia  (Republik  of) 

B/PAL 

- 

Iran  (Islamic  Republic  of) 

B/SECAM 

G/SECAM 

Iraq  (Republic  of) 

B, G/SECAM 

G/SECAM* 

Ireland 

l/PAL 

l/PAL 

Israel  (State  of) 

B/PAL 

G/PAL 

Italy 

B/PAL 

G/PAL 

Ivory  Coast  (Republic  of  the) 

K1/SECAM 

K1/SECAM* 

Jamaica 

N 

- 

Japan 

M/NTSC 

M/NTSC 

Jordan  (Hashemite  Kingdom  of) 

B 

G* 

Kenya  (Republic  of) 

B/PAL 

B, G/PAL* 

Korea  (Democratic  People’s  Rep  of) 

D/PAL 

K/PAL 

Korea  (Republic  of) 

M/NTSC 

M/NTSC 

Kuwait  (State  of) 

B/PAL 

G/PAL* 

Lesotho  (Kingdom  of) 

l*/PAL 

l*/PAL 

Liberia  (Republic  of) 

Libya  (Socialist  People’s  Liban 

B/PAL 

G/PAL* 

Arab  Jamahiriya) 

B, G/PAL 

B, G/PAL* 

Luxembourg 

B/PAL 

G/PAL,  L/SECAM 

Madagascar  (Democratic  Rep  of) 

K1/SECAM 

K/SECAM* 

Malaysia 

B/PAL 

G/PAL 

Malawi 

l/PAL 

l/PAL* 

Maldives 

B/PAL 

- 

Mali  (Republic  of) 

B/SECAM 

G/SECAM* 

Malta  (Republic  of) 

B/PAL 

- 

Marocco  (Kingdom  of) 

B,  G/SECAM 

G/SECAM 

Mauritius 

B, G/SECAM 

B, G/SECAM* 

Mauritania  (Islamic  Republic  of) 

B/SECAM 

B/SECAM* 

Mexico 

M/NTSC 

M/NTSC 

Monaco 

L/SECAM 

G/PAL,  G/SECAM 

Mongolian  People’s  Republic 

D/SECAM 

- 

Montserrat 

M/NTSC 

- 

Mozambique  (People’s  Republic  of) 

G/PAL* 

G/PAL 
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Country/Geographical  Area 

System  used  in  Bands: 

l/lll 

VHF  Broadcasting 

IV/V 

UHF  Broadcasting 

Namibia 

l/PAL 

l/PAL 

Netherland  (Kingdom  of  the) 

B/PAL 

G/PAL 

New  Zealand 

B/PAL 

G/PAL 

Niger  (Republic  of  the) 

K1/SECAM 

K1/SECAM* 

Nigeria  (Federale  Republic  of) 

B/PAL 

l/PAL* 

Norway 

B/PAL 

G/PAL 

Oman  (Sultanate  of) 

B/PAL 

G/PAL 

Pakistan  (Islamic  Republic  of) 

B/PAL 

G/PAL 

Panama  (Republic  of) 

M/NTSC 

M/NTSC 

Papua  New  Guinea 

B/PAL 

G/PAL 

Peru 

M/NTSC 

M/NTSC 

Poland  (People’s  Republic  of) 

D/SECAM 

K/SECAM 

Portugal 

B/PAL 

G/PAL 

Qatar  (State  of) 

B/PAL 

G/PAL 

Roumania  (Socialtist  Republic  of) 

D/PAL 

K/PAL 

Rwanda  (Republic  of) 

K1/SECAM* 

K1/SECAM* 

Sao  Tome  and  Principe  (Dem  Rep) 

B/PAL 

- 

Saudi  Arabia  (Kingdom  of) 

B/SECAM,PAL 

G/SECAM 

Senegal  (Republic  of) 

K1/SECAM 

K1/SECAM* 

Seychelles 

B/PAL 

- 

Sierra  Leone 

B/PAL 

G/PAL* 

Singapore  (Republic  of) 

B/PAL 

G*/PAL 

Somali  Democratic  Republic 

B/PAL 

G/PAL* 

South  Africa  (Republic  of) 

l/PAL 

l/PAL 

Spain 

B/PAL 

G/PAL 

Sri  Lanka  (Democratic  Soc  Rep) 

B 

- 

St.  Christopher  and  Nevis 

M/NTSC 

- 

Sudan  (Republic  of) 

B/PAL 

G/PAL* 

Suriname  (Republic  of) 

M/NTSC 

- 

Sweden 

B/PAL 

G/PAL 

Switzerland  (Confederation  of) 

B/PAL 

B/PAL 

Syrian  Arab  Republic 

B/PAL 

G/PAL 

Tanzania  (United  Republic  of) 

l/PAL 

l/PAL 

Thailand 

B/PAL 

G/PAL* 

Togolese  Republic 

K1/SECAM 

K1/SECAM* 

Tunesia 

B/SECAM,PAL 

G/SECAM,  PAL 

Turkey 

B/PAL 

G/PAL 

Uganda  (Republic  of) 

B/PAL 

- 

Union  of  Soviet  Soc.  Rep.  (former) 

D/SECAM 

K/SECAM 

United  Arab  Emirates 

B/PAL 

G/PAL 

United  Kingdom  of  Great  Britain 
and  Northern  Ireland 

l/PAL 

l/PAL 

United  States  of  America 

M/NTSC 

M/NTSC 

Uruguay  (Orientel  Republic  of) 

N/PAL 

- 

Venezuela  (Republik  of) 

M 

- 

Virgin  Island  (British) 

M/NTSC 

- 

Viet  Nam  (Socialist  Fed  Rep  of) 

D/SECAM 

K/SECAM 

Yemen  Arabic  Republik 

B/PAL 

G/PAL* 

Yemen  (People’s  Democratic  Rep) 

B/PAL 

- 

Yugoslavia  (former) 

B/PAL 

G/PAL 

Zaire  (Republic  of) 

K1/SECAM 

K1/SECAM* 

Zambia  (Republic  of) 

B/PAL* 

G/PAL* 

Zimbabwe  (Republic  of) 

G/PAL* 

G/PAL* 

Fig.  1 Front  View  PM  5415  and  PM  5418  TX 
Frontansicht  PM  541 5 und  PM  541 8 TX 
Vue  avant  PM  5415  et  PM  5418  TX 


I PM  5418  TDSI  color  TV  pattern  generator 


SOUND 


m/m 


INTERN  0 

EXTERN  q 

CARRIER 

liilil  i 

h mm 

MONO  a 

DUAL  & 

STEREO 

HH 

H 

■1 

MOD.  SOURCE  AM/FM-NICAM-BTSC 

CHAMMELI  _ 
1kHz  Q 

CHANNEL  1 _ 

3kHz  © 

CHANNEL2 

1kHz 

BH 

mu 

■■ 

NICAM/ BTSC  INTERN 

MONO  _ 

PIUJl^FF  © 

DUAL  _ 

© 

STEREO 

RSSFLOW 

AM  PL  LOW 

mm 

Itei 

VISION  CARRIER 


PATTERN/KEYBOARD 


MEMORY 


HL  EB«  S, 


FREQUENCY /MHz  CH  VPS/PDC  PCC 


© 


OUTPUTS 

RED  GREEN 
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CAUTION:  FOR  CONTINUED  FIRE 
PROTECTION  REPUCE  ONLY  WITH 
FUSE  OF  SAME  TYPE  AND  RATINGS 
T0.63A  250V  FOR  100V  ANO  120V 
T0.31SA  250V  FOR  220V  ANO  240V 
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I "j  Only  instruments  with  NiCAM  sound. 

i 1 Nur  Gerate  mit  NICAM  Ton. 

Seulement  des  appareils  avec  son  NICAM. 


Fig.  2 Front  View  / Rear  View  PM  541 8 TDSI 

Frontansicht  / Ruckansicht  PM  5418  TDSI 
Vue  avant  / vue  arriere  PM  541 8 TDSI 


SERVICE  CENTERS 

To  locate  an  authorized  service  center,  visit  us  on  the  World  Wide  Web: 

http://www.fluke.com 

or  call  Fluke  using  any  of  the  phone  numbers  listed  below: 
+1-888-993-5853  in  U.S.A.  and  Canada 
+31-402-678-200  in  Europe 
+1-425-356-5500  from  other  countries 


SERVICE-ZENTREN 

Wenn  Sie  die  Adresse  eines  authorizierten  Fluke-Servicezentrums  brauchen, 
besuchen  Sie  uns  doch  bitte  auf  dem  World  Wide  Web: 

http://www.fluke.com 

Oder  rufen  Sie  uns  unter  einer  der  nachstehenden  Telefonnummern  an: 
+1-888-993-5853  in  den  USA  und  Canada 
+31-402-678-200  in  Europa 
+1-425-356-5500  von  anderen  Landern  aus 


CENTRES  DE  SERVICE  APRES-VENTE 

Pour  localiser  un  centre  de  service,  visitez-nous  sur  le  World  Wide  Web: 

http://www.fluke.com 
ou  telephonez  a Fluke: 

+1-888-993-5853  aux  U.S.A.  et  au  Canada 
+31-402-678-200  en  Europe 
+1-425-356-5500  pour  les  autres  pays 


